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Workers’ Compensation Appeals Tribunal 


Master List of Decisions 


December 1985 - April 26, 1991 
A complete list of all decisions of the Tribunal, including release date and the volume number of the Numerical 
Index (NI) or the Decision Digest Service (DDS), where the summary of each decision can be found. The list 
also includes cites for the Workers’ Compensation Appeals Tribunal Reporter (WCATR), where applicable. 


At the end of the Master List is a list of decisions that have been the subject of applications for judicial review. 


Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
Mattabi 24/02/86 1/1 NI 1WCATR215 36 : 09/06/86 1/1 NI 
12 09/12/85 1/1 NI 1WCATRI 371* 23/06/86 1/1 NI 
21% 27/01/86 1/1 NI 1WCATR7 37* 16/06/87 2/2 NI SWCATRI 
2 09/01/87 2/1 NI 4WCATRI 38* 25/04/86 1/1 NI 
ge 22/12/86 1/2 NI 3WCATRI 39 12/09/86 1/2 NI 
4* 14/01/86 1/1 NI 1WCATRI17 40* 14/11/86 1/2 NI 10OWCATR33 
5 03/02/86 1/1 NI 41* 01/04/86 1/1 NI 
6* 05/06/86 1/1 NI 3WCATRI14 41A* 11/07/86 1/1 NI 3WCATR22 
7* 01/04/86 1/1 NI 42 29/08/86 1/2 NI 
8* 18/02/86 1/1 NI 43* 14/03/86 1/1 NI 
9* 28/02/86 1/1 NI 1WCATR23 44* 25/03/86 1/1 NI 2WCATR8 
10* 27/01/86 1/1 NI 45 31/03/87 2/1 NI 
ie 28/02/86 1/1 NI 1WCATR40 46* 11/12/86 1/2 NI 3WCATR33 
12 03/10/86 1/2 NI 47* 06/03/86 1/1 NI 
12R 05/06/87 2/2 NI 48* 13/02/86 1/1 NI 
13” 24/02/86 1/1 NI 49 04/02/87 2/1 NI 
14* 13/02/86 1/1 NI 1WCATR48 50* 15/04/86 1/1 NI 1WCATR142 
151* 22/04/86 1/1 NI 1WCATR56 Sie 18/03/87 2/1 NI 4WCATR67 
15A* 25/06/86 1/1 NI 52% 08/07/86 1/1 NI 
16* 04/03/86 1/1 NI 1WCATR62 53° 23/04/86 1/1 NI 1WCATR157 
i 25/02/86 1/1 NI 1WCATR72 54 06/06/86 1/1 NI 
18* 11/03/87 2/1 NI 4WCATR21 Se 14/03/86 1/1 NI 
19* 18/02/86 1/1 NI 1WCATR81 56* 27/03/86 1/1 NI 
201* 03/03/86 1/1 NI SW 02/12/86 1/2 NI 
20F 21/01/88 3 NI 58* 16/04/86 1/1 NI 
Ze 22/08/86 1/2 NI 59I* 24/06/86 1/1 NI 
22% 18/03/86 1/1 NI 1WCATR87 50% 12/06/87 2/2 NI SWCATRI7 
235 01/04/86 1/1 NI 60 06/08/86 1/1 NI 
24I* 27/03/86 1/1 NI 1WCATR93 61 11/07/86 1/1 NI 
24F* 23/02/90 1 DDS 13WCATRI 62* 11/03/86 1/1 NI 
25% 20/03/86 1/1 NI 63* 25/06/86 1/1 NI 
26* 04/04/86 1/1 NI 1WCATR124 64* 15/08/86 1/1 NI 2WCATRI9 
27* 19/02/86 1/1 NI 65* 27/03/86 1/1 NI 1WCATRI65 
28* 13/03/86 1/1 NI 66 23/06/87 2/2 NI 
29* 25/03/86 1/1 NI 67 16/04/86 1/1 NI 
30* 27/03/86 1/1 NI 68 07/08/86 1/1 NI 
31% 02/04/86 1/1 NI 1WCATR130 69* 18/04/86 1/1 NI 1WCATRi72 
32% 03/06/86 1/1 NI 2WCATRI 70* 23/03/86 1/1 NI 
33* 30/04/86 1/1 NI 7h 16/03/87 2/1 NI 
34* 31/07/86 1/1 NI Upee 17/07/86 1/1 NI 2WCATR28 
35% 07/03/86 1/1 NI 1WCATR138 72R* 14/11/86 1/2 NI 
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April 26, 1991 MASTER LIST OF DECISIONS 

Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 

72R2* 10/12/86 1/2 NI 122* 15/05/86 1/1 NI 

Ike 01/05/86 1/1 NI 2WCATR45 123* 14/07/86 1/1 NI 2WCATR66 
74 08/04/86 1/1 NI 123A* 05/11/86 172 NI 

75 06/08/86 1/1 NI 124* 08/07/86 1/1 NI 

76* 17/03/86 1/1 NI 1WCATRI177 125 01/04/86 1/1 NI 1WCATR199 
77 10/12/86 1/2 NI 126* 19/08/86 1/1 NI 

78 10/06/86 1/1 NI 126R 05/02/91 1 DDS 

1h} 20/03/86 1/1 NI 127% 02/05/86 1/1 NI 

80* 28/04/86 1/1 NI 128* 16/03/87 2/1 NI 

81* 17/03/86 1/1 NI 129* 04/04/86 1/1 NI 

82 10/10/86 1/2 NI 130 17/06/86 1/1 NI 

83* 20/03/86 1/1 NI 130A* 22/09/88 5 NI 9WCATRI 
84* 12/11/86 1/2 NI 3WCATR38 131% 16/06/86 1/1 NI 2WCATR77 
85* 19/03/86 1/1 NI 131M 31/08/88 5 NI 

86* 24/06/86 1/1 NI 2WCATRS2 132% 23/07/86 1/1 NI 2WCATR86 
87 24/03/87 2/1 NI 133 18/08/86 1/1 NI 

88 25/03/86 1/1 NI 134 02/04/86 1/1 NI 

89 25/06/87 2/2 NI 135 06/01/87 2/1 NI 

90 03/11/86 1/2 NI 136* 04/04/86 1/1 NI 

he 01/04/86 1/1 NI 1WCATR180 137* 03/04/87 2/2 NI 4WCATR87 
92% 25/03/86 1/1 NI 1WCATR186 139 21/04/86 1/1 NI 

935 28/08/86 1/1 NI 139R 24/059 1 DDS 

94* 27/05/88 4 NI 8WCATRI 140* 04/04/86 1/1 NI 

955 05/29/86 1/1 NI 2WCATR61 141 17/07/86 1/1 NI 

95RI* 10/02/89 6 NI 142 30/03/87 2/1 NI 

95RI2* 13/03/89 6 NI 143 19/09/86 1/2 NI 

95R* 29/06/89 TNI 11WCATR1 144* 18/04/86 1/1 NI 

96 15/04/86 1/1 NI 145 13/11/86 1/2 NI 

97 31/12/86 2/1 NI 146* 23/05/86 1/1 NI 2WCATR91 
98 15/04/86 1/1 NI 147* 06/08/86 1/1 NI 3WCATR88 
99 15/10/86 1/2 NI 148* 04/02/87 2/1 NI 

100 27/11/86 1/2 NI 149 13/04/87 2/2 NI 

101 11/09/86 1/2 NI 150* 18/04/86 1/1 NI 1WCATR201 
102* 25/03/86 1/1 NI 1WCATR190 151 15/06/86 1/1 NI 

103 27/08/86 1/2 NI 152 11/06/86 1/1 NI 

104 15/08/86 1/1 NI 153 12/09/86 1/2 NI 

105* 15/08/86 1/1 NI 154* 25/04/86 1/1 NI 1WCATR208 
106 17/07/86 1/1 NI 155 30/04/86 1/1 NI 

107* 28/08/86 1/1 NI 156 03/07/86 1/1 NI 

108 12/08/86 1/1 NI 157* 30/10/86 1/2 NI 

109* 23/12/86 1/2 NI 157M* 04/05/88 4 NI 

110* 25/06/86 1/1 NI 158* 16/01/87 2/1 NI 4WCATR94 
1 iy: 13/06/86 1/1 NI 3WCATR47 159% 28/11/86 172 NI 

112* 12/11/86 1/2 NI 3WCATRS4 160 25/04/86 1/1 NI 

113 08/12/86 1/2 NI 161 25/04/86 1/1 NI 

114 15/08/86 1/1 NI 162 10/08/88 5 NI 

MtS* 22/05/86 1/1 NI 163* 15/05/86 1/1 NI 

116* 29/09/86 1/2 NI 164 15/08/86 1/1 NI 

1171* 09/10/86 1/2 NI 165 08/02/88 3 NI 

118 03/10/86 1/2 NI 166 09/06/86 1/1 NI 

119 16/06/87 2/2 NI 167 10/06/88 4NI 

120* 08/04/86 1/1 NI 1WCATR194 168 21/01/87 2/1 NI 

ia) 29/08/86 1/2 NI 3WCATR81 169* 22/12/86 1/2 NI 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
1701 07/05/87 2/2 NI 214 11/07/86 1/1 NI 
170F 31/05/88 4NI 215% 29/01/87 2/1 NI 4WCATR1O05 
171 21/04/86 1/1 NI 216* 07/08/86 1/1 NI 
171F 26/11/87 3 NI 2178 21/07/86 1/1 NI 
172 26/06/86 1/1 NI 218 16/03/87 2/1 NI 
173 12/11/86 1/2 NI 219 14/11/86 1/2 NI 
174* 18/08/86 1/1 NI 2WCATRI6 220 27/08/87 2/2 NI 
175* 14/08/87 2/2 NI ; 221 17/09/86 122 NI 
176* 12/08/86 1/1 NI 222 10/12/86 1/2 NI 
177* 12/08/86 1/1 NI 3WCATR9I9 223 08/06/86 1/1 NI 
178 16/07/87 2/2 NI 223R 09/04/87 2/2 NI 
179* 06/05/86 1/1 NI 224 09/06/86 1/1 NI 
180 23/07/86 1/1 NI 2200 28/05/86 1/1 NI 
181* 15/01/87 2/1 NI 226 11/05/87 2/2 NI 
182* 28/12/88 6 NI 10WCATRI1 Z27L* 21/12/87 3 NI 6WCATRI 
183* 26/01/87 2/1 NI 228* 08/08/86 1/1 NI 
184* 29/08/86 1/2 NI 3WCATR103 229* 24/06/86 1/1 NI 2WCATR118 
185* 23/12/86 1/2 NI 3WCATR110 230 16/06/86 1/1 NI 
186 11/12/86 1/2 NI 231 06/02/87 2/1 NI 
187 23/06/86 1/1 NI 2320 06/10/86 1/2 NI 
188 21/07/86 1/1 NI 2331* 25/06/86 1/1 NI 
189 13/08/86 1/1 NI 234 05/08/86 1/1 NI 
190* 05/05/87 2/2 NI 255% 16/06/87 2/2 NI SWCATR31 
191* 13/06/86 1/1 NI 236 10/04/87 2/2 NI 
192* 28/05/86 1/1 NI 237 14/05/87 2/2 NI 
193 10/03/87 2/1 NI 238I* 02/12/86 1/2 NI 
194 06/08/86 1/1 NI 238F 25/01/88 3 NI 
195 24/11/86 1/2 NI 239* 16/10/86 1/2 NI 
196I* 09/06/86 1/1 NI 240 21/12/88 6 NI 
196* 30/10/86 - 1/2 NI 241 25/06/86 1/1 NI 
197 25/08/86 1/1 NI 242* 24/11/86 1/2 NI 
198 : 13/06/86 1/1 NI 243 08/08/86 1/1 NI 
199 13/11/86 1/2 NI 244* 04/12/87 3 NI 6WCATR18 
200 13/01/87 2/1 NI 245 29/03/88 4NI 
201* 12/06/86 1/1 NI 2WCATR110 246 - 16/12/88 6 NI 
201L 20/11/87 3 NI 247 31/12/86 1/2 NI 
202* 12/11/86 1/2 NI 3WCATRI117 248L 08/06/87 2/2 NI 
203* 28/05/86 1/1 NI 249 22/08/86 1/1 NI 
204* 08/12/86 1/2 NI 250* 31/12/86 1/2 NI 
205 17/09/86 1/2 NI 251 28/08/86 1/1 NI 
206* 12/12/86 122 NI 252 03/10/86 1/2 NI 
206A* 18/08/88 5 NI 9WCATR4 253 18/11/86 1/2 NI 
207* 25/06/86 1/1 NI 254 24/02/88 3 NI 
207R 27/05/88 4NI 255 25/06/86 1/1 NI 
207R2 15/11/90 1 DDS ' 25512* 14/10/87 2/2 NI 
208 13/11/86 1/2 NI ; 255F 06/04/89 6 NI 
209L 24/07/87 2/2 NI 256 28/08/86 1/1 NI 
210 01/10/86 1/2 NI 257 11/02/87 2/1 NI 
210F 25/04/88 4NI 258 25/08/86 1/1 NI 
210R* 20/04/89 6 NI 259 19/12/86 1/2 NI 
2s 24/05/88 4NI 260* 28/08/86 1/1 NI 
212 13/06/86 1/1 NI 261 16/12/86 122 NI 
213 22/12/87 3 NI 262 08/08/86 1/1 NI 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
263 12/08/86 1/1 NI 313% 13/10/87 2/2 NI 

264* 10/06/86 1/1 NI 2WCATR130 314 22/01/88 3 NI 

265 02/12/86 1/2 NI 315* 12/08/86 1/1 NI 

266 14/07/86 1/1 NI 316 21/12/87 3 NI 

267 26/09/86 1/2 NI 317 08/07/86 1/1 NI 

268* 20/02/87 2/1 NI 318 22/04/88 4NI 

269 29/06/87 2/2 NI S19F 07/04/87 2/2 NI 4WCATRI144 
270* 29/08/86 1/2 NI 320* 16/04/87 2/2 NI 

271 24/12/86 1/2 NI 521% 06/03/87 2/1 NI 

272 20/11/86 1/2 NI 322 02/03/87 2/1 NI 

wile 09/06/86 1/1 NI 323 02/10/86 1/2 NI 

273F 23/06/87 5 NI 324 30/10/87 2/2 NI 

274 14/08/87 2/2 NI 325 16/03/87 2/1 NI 

2a abe 06/05/88 4 NI 8WCATR14 326* 10/12/86 1/2 NI 

276 17/06/86 1/1 NI 327 25/03/87 2/1 NI 

277 20/03/87 2/1 NI 328* 04/11/86 1/2 NI 

278 15/12/86 1/2 NI 329* 07/01/87 2/1 NI 

279 08/06/86 1/1 NI 330* 07/05/87 2/2 NI 

280* 01/10/87 2/2 NI 6WCATR27 331* 17/10/86 1/2 NI 

281 11/12/87 3 NI 331M 09/02/88 3 NI 

2821 24/09/86 1/2 NI 332 19/08/87 2/2 NI 

282 26/11/86 1/2 NI 333 16/12/87 3 NI 

283 10/10/86 1/2 NI 334 28/04/88 4NI 

284* 22/01/87 2/1 NI S55 06/03/87 2/1 NI 4WCATRI49 
285 18/08/86 1/1 NI 336* 12/03/87 2/1 NI 

286 04/06/87 2/2 NI fhe 29/08/86 1/2 NI 2WCATRI41 
287 27/06/86 1/1 NI 338 07/08/86 1/1 NI 

288* 30/02/87 2/1 NI 4WCATRI127 339 24/07/86 1/1 NI 

289* 30/12/86 1/2 NI 339R 24/09/86 1/2 NI 

290* 06/03/87 2/1 NI 340 1109/86 1/2 NI 

291 31/12/86 122 NI 341 03/03/87 2/1 NI 

292 21/01/87 “2/1 NI 342* 22/12/86 1/2 NI 3WCATRI35 
293 31/12/86 1/2 NI 343 06/08/86 1/1 NI 

294* 22/01/87 2/1 NI 344 10/06/87 2/2 NI 

295 21/07/86 1/1 NI 345* 04/02/87 2/1 NI 

296 18/08/86 1/1 NI 346* 27/02/87 2/1 NI 

297 12/02/88 3 NI 347 26/11/86 1/2 NI 

298 06/07/87 2/2 NI 348* 12/08/86 1/1 NI 3WCATRI44 
299* 22/09/87 2/2 NI 349 07/07/86 1/1 NI 

300 19/09/86 1/2 NI 350 25/05/87 2/2 NI 

301 25/05/87 2/2 NI 351* 272/87 2/1 NI 

302I* 19/08/86 1/1 NI 352 26/11/86 1/2 NI 

302F* 28/01/88 3 NI 8WCATR30 353 29/08/86 1/2 NI 

303* 24/09/86 1/2 NI 3WCATRI127 354 15/07/86 1/1 NI 

304* 28/04/87 2/2 NI 4WCATRI134 355 20/03/87 2/1 NI 

305* 18/07/86 1/1 NI 356* 03/09/86 1/2 NI 

306* 22/08/86 1/1 NI 2WCATRI134 356R 03/01/91 1 DDS 

307 19/06/87 2/2 NI 357” 27/08/86 1/1 NI 

308 09/12/87 3 NI 358 23/12/86 1/2 NI 

309 18/12/86 1/2 NI 359 08/08/86 1/1 NI 

310 28/01/87 2/1 NI 360* 01/19/87 3 NI 

311 03/07/86 1/1 NI 361 07/07/86 1/1 NI 

312 23/12/87 3 NI 362* 25/08/86 1/1 NI 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
363* 28/09/87 2/2 NI 6WCATR42 413* 11/08/86 1/1 NI 
364* 13/03/87 2/1 NI 414* 03/09/86 172 NI 
365 27/02/87 2/1 NI 415 30/12/87 3 NI 
366* 19/11/86 1/2 NI 416* 19/01/87 2/1 NI 
367 15/04/88 4NI 4171* 29/08/86 1/2 NI 2WCATR149 
368 _ 12/08/86 1/1 NI 417* 17/12/86 1/2 NI 3WCATR154 
369* 02/10/86 1/2 NI 418 31/07/86 1/1 NI 
370 29/08/86 122 NI 419 11/08/87 2/2 NI 
371* 27/08/86 1/2 NI 420 18/08/86 1/1 NI 3WCATRI68 
a72e 17/03/87 2/1 NI 4WCATRI54 421 04/02/87 2/1 NI 
373* 04/03/87 2/2 NI 422 09/03/87 2/1 NI 
374* 27/02/87 2/1 NI 4WCATRI168 423* 18/08/86 1/1 NI 
375* 18/08/86 1/1 NI 424* 07/08/86 1/1 NI 
376 29/08/86 1/2 NI 425* 12/03/87 2/1 NI 
SITs 18/08/86 1/1 NI 426 24/09/86 172 NI 
378 25/05/87 2/2 NI 427 06/02/87 2/1 NI 
379 25/08/86 1/1 NI 428 17/09/86 1/2 NI 
381 15/07/86 1/1 NI 4291 27/11/87 3 NI 
382* 08/09/86 1/2 NI 3WCATRI149 429 08/11/89 7 NI 
383* 29/08/86 1/1 NI 430 17/09/86 1/2 NI 
383R* 30/03/87 2/2 NI 431 07/11/86 1/2 NI 
384* 29/08/86 1/2 NI 432* 31/03/87 2/1 NI 4WCATRI73 
384A* 19/; 86 1/2 NI 432R 02/12/87 3 NI 
385 25/08/36 1/1 NI 433 14/05/87 2/2 NI 
386 27/06/88 4NI 433F 20/04/89 6 NI 
387 30/12/86 1/2 NI 4341* 03/09/86 1/2 NI 
388* 15/08/86 1/1 NI 434* 27/02/87 2/1 NI 4WCATR183 
388M 09/11/87 2/2 NI 435* 09/12/86 1/2 NI 
3891* 31/10/86 1/2 NI 436* 29/04/87 2 DDS 
389* 22/05/87 2/2 NI SWCATR35 437* 06/05/87 2/2 NI SWCATR49 
390 23/03/87 2/1 NI 437A 19/04/88 4NI 
391* 18/08/86 “1/1 NI 439 17/11/86 1/2 NI 
392 30/12/86 1/2 NI 440 11/09/86 1/2 NI 
393 16/09/86 1/2 NI 441 26/11/87 3 NI 
394* 16/09/86 1/2 NI 442* 08/12/86 1/2 NI 
395* 15/08/86 1/1 NI 443 08/12/87 3 NI 
396* 24/02/88 3 NI 444 14/0787 2/2 NI 
397 27/02/87 2/1 NI 445 21/01/88 3 NI 
398* 15/07/87 2/2 NI SWCATR41 446 16/12/86 1/2 NI 
399 16/09/86 1/2 NI 447 29/08/86 1/2 NI 
400 06/11/87 2/2 NI 447R 05/02/87 2/1 NI 
401 07/10/86 1/2 NI 448 29/08/86 1/2 NI 
402 15/12/86 1/2 NI 449 29/08/86 1/2 NI 
403 16/09/86 1/22 NI 450* 30/11/88 6 NI 
404* 06/08/86 1/1 NI 451 29/08/86 1/2 NI 
405* 22/08/86 1/1 NI 452 30/10/86 1/2 NI 
406 16/09/86 172 NI 453 30/10/86 1/2 NI 
407 26/09/86 1/2 NI 454 27/08/86 1/1 NI 
408* 17/12/86 1/2 NI 455* 16/12/86 1/2 NI 
409 29/04/87 2/2 NI 456 20/11/86 172 NI 
410* 05/09/86 1/2 NI 3WCATRIS1 457 26/01/87 2/1 NI 
411* 25/08/86 1/1 NI 4S7F 11/04/88 4NI 
412L 13/05/87 2/2 NI 458* 25/09/86 1/2 NI 
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Number Date Cite Cite Number Date Cite Cite 

459* 04/09/86 1/2 NI 504* 13/11/86 1/2 NI 3WCATRI78 
460 23/03/87 2/1 NI S0SL ~ 29104/87 27 NI . 
461L 29/04/87 2/2 NI 505 26/10/88 5 NI 

461 23/08/88 5 NI 506 22/09/88 5 NI 

462L* 26/05/87 2/2 NI 507 21/10/87 2/2 NI 

463 02/02/87 2/1 NI 508 20/01/87 2/1 NI 

464L 13/04/87 2/2 NI 509 24/10/86 172 NI 

464LR* 12/07/89 7NI 509M 28/10/87 3 NI 

465* 29/09/86 1/2 NI 510* 28/01/87 2/1 NI 

466L* 07/07/87 22 NI SWCATRS7 510M 01/12/87 3 NI 

466 30/03/88 4 NI SIE 13/01/87 2/1 NI 

467 29/09/86 1/2 NI abt: 01/06/87 2/2 NI 

468* 24/10/86 1/2 NI Sze 06/10/86 12 NI 3WCATR182 
470L* 10/03/87 2/1 NI Sy leh 29/12/86 172 NI 

470* 29/08/90 1 DDS ISWCATRI1 514* 13/11/86 122 NI 

471* 09/06/87 2/2 NI SWCATR63 514M 15/04/88 4NI 

472* 04/11/86 1/2 NI STS* 25/03/88 4 NI 

472M 18/11/87 2/2 NI 516* 24/02/87 2/1 NI 4WCATR210 
473 04/09/86 1/2 NI 518 03/10/86 1/2 NI 

474 29/08/86 1/2 NI 519* 16/11/87 3 NI 6WCATRSO 
474R 22/03/87 2/1 NI 520 30/10/86 172 NI 

475 30/10/8 $ 1/2 NI 521 07/04/88 4NI 

476* 23/09/86 1/2 NI spe) 30/10/86 1/72 NI 

477L 12/08/87 2/2 NI 523 01/10/86 1/2 NI 

477 24/07/89 7 NI 524* 04/08/88 5 NI 

478 09/11/87 2/2 NI SyAhy 19/03/87 2/1 NI 

479 24/10/86 1/2 NI $26L 10/03/87 2/1 NI 

480 03/04/87 2/2 NI S275 12/08/88 5 NI 

481* 14/07/87 2/2 NI 5281* 16/09/86 1/2 NI 

482L 27/03/87 2/1 NI 529 31/03/87 2/1 NI 

483* 11/05/88 4NI 8WCATR44 530 03/12/86 1/2 NI 

484* 24/09/86 1/2 NI 530F 11/04/88 4NI 

484IM* 11/07/88 4 NI 531 25/05/87 2/2 NI 

484F 23/05/89 6 NI 532L 29/04/87 2/2 NI 

485* 13/11/86 1/2 NI 533L% 16/06/87 2/2 NI SWCATR73 
486 06/08/87 2/2 NI 533 22/04/88 4NI 

487* 20/11/86 1/2 NI 534 28/07/87 2/2 NI 

488* 30/10/86 1/2 NI 535 26/05/87 2/2 NI 

489 25/11/86 122 NI 536L* 17/02/87 2/1 NI 

490* 11/02/87 2/1 NI 4WCATR198 536* 11/09/87 2/2 NI 6WCATRS9 
491 12/09/86 1/2 NI 537% 06/02/87 2/1 NI 

492 12/09/86 1/2 NI 538* 07/10/86 1/2 NI 

493 12/09/86 172 NI 539L 28/09/87 2/2 NI 

494, 22/09/86 1/2 NI 540 05/08/87 2/2 NI 

494R* 16/06/87 2/2 NI 541 17/06/87 2/2 NI 

495L 06/06/88 4NI 542 24/02/87 2/1 NI 

496 10/09/86 12 NI 543 26/11/86 1/2 NI 

4971* 15/09/86 1/2 NI 544 30/09/86 1/2 NI 

499 23/04/87 2/2 NI $45 30/09/86 172 NI 

500 13/05/88 4NI 546* 03/03/88 3 NI 

501 16/09/86 1/2 NI 547* 16/10/87 2/2 NI 6WCATR64 
502 15/09/86 1/2 NI 548 13/11/86 172 NI 

503* 06/10/86 1/2 NI 549 04/05/88 4NI 
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Decision 
Number 


19/11/87 
27/04/88 
13/06/88 
09/06/87 
23/01/87 
19/11/86 
17/12/86 
25/02/87 
19/11/86 
17/08/87 
22/04/87 
15/01/88 
26/03/87 
15/01/87 
31/10/86 
24/12/86 
12/01/87 
13/02/87 
23/12/88 
20/11/86 
02/03/87 
14/10/87 
04/12/86 
06/01/87 
18/02/87 
23/01/87 
23/10/86 
29/05/87 
11/12/86 
11/04/88 
27/01/87 
19/11/87 
18/11/86 
20/11/86 
25/11/86 
24/03/87 
15/01/88 
26/05/87 
08/12/86 
01/12/86 
25/11/86 
07/03/89 
15/12/86 
12/01/87 
05/10/87 
24/02/87 
20/10/86 
29/04/88 
30/09/86 
01/12/86 
23/12/86 
20/11/86 
24/08/87 


Reporter 
Cite 


SWCATR78 
4WCATR228 


4WCATR238 


4WCATR245 


SWCATR83 


Decision 
Number 


Release 
Date 


25/11/86 
01/04/87 
23/07/87 
27/10/86 
27/05/87 
07/11/86 
25/11/86 
16/12/86 
27/10/87 
04/05/88 
03/11/86 
17/01/87 
12/01/87 
03/12/86 
03/12/86 
04/12/86 
09/12/86 
09/12/86 
08/01/87 
03/12/86 
08/01/87 
11/12/86 
09/12/86 
09/12/86 
09/12/86 
18/12/86 
09/12/86 
03/12/86 
03/12/86 
18/12/86 
20/01/87 
03/03/87 
17/03/87 
27/07/7837 
03/05/88 
16/12/88 
19/11/86 
28/01/87 
08/06/87 
16/12/86 
14/11/86 
07/06/88 
06/11/86 
15/04/88 
06/02/87 
27N5/87 
17/12/86 
16/10/86 
07/11/86 
20/10/86 
16/10/86 
21/10/86 
21/07/87 


Summary Reporter 
Cite Cite 


172 NI 
2/2 NI 
2/2 NI 
1/2 NI 
2/2 NI 
1/2 NI 
172 NI 
12 NI 
2/2 NI 
4NI 


2/1 NI 4WCATR253 
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April 26, 1991 MASTER LIST OF DECISIONS 

Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
648 06/11/87 2/2 NI 698L* 17/02/87 2/1 NI 
649 26/08/88 5 NI 699 09/03/87 2/1 NI 
650L 12/03/87 2/2 NI 700 31/12/86 172 NI 
651L 12/03/87 2/1 NI 701* 25/06/87 2/2 NI 
652* 16/06/87 2/2 NI 702 24/12/86 1/2 NI 
653 30/05/88 4NI 703* 05/12/86 12 NI 
654 28/08/87 2/2 NI 704 25/08/87 2/2 NI 
655* 15/09/87 2/2 NI 705 04/09/87 2/2 NI 
656 26/08/87 2/2 NI 706* 05/08/87 2/2 NI 
657L 18/02/87 2/1 NI 707 30/12/87 3 NI 
658 09/01/87 2/1 NI 708* 05/06/87 2/2 NI 
659L 07/06/88 4NI 709 23/10/87 2/2 NI 
660* 28/11/86 1/2 NI 3WCATR186 710 13/01/88 3 NI 
661 25/03/87 2/1 NI 711 30/01/87 2/1 NI 
661F 10/03/89 6 NI algae 10/09/87 2/2 NI 
662 09/03/87 2/1 NI 713 23/12/86 1/2 NI 
663 14/01/87 2/1 NI 714 09/12/86 1/2 NI 
664 13/01/87 2/1 NI MSE 22/05/87 2/2 NI 
665 13/01/87 2/1 NI 716 17/03/87 2/2 NI 
666 12/01/87 2/1 NI TOR 17/11/86 1/2 NI 
667* 27/02/87 2/1 NI 718L* 217/287 2/2 NI 
668* 13/01/87 2/1 NI 4WCATR263 718 21/03/89 6 NI 
669 13/01/87 2/1 NI 719 07/07/87 2/2 NI 
670 13/01/87 2/1 NI 720 08/12/88 6 NI 
671 13/01/87 2/1 NI 721 06/07/87 2/2 NI 
672 24/02/87 2/1 NI 722 24/01/89 6 NI 
673 13/01/87 2/1 NI f23* 03/06/87 2/2 NI SWCATR92 
6741* 10/10/86 1/2 NI 724 14/11/86 1/2 NI 
674 25/07/88 5 NI 25% 07/04/87 2/2 NI 4WCATR266 
675* 10/11/86 1/2 NI 3WCATRI91 7126 06/01/87 2/1 NI 
676 15/12/86 1/2 NI 727 09/02/87 2/1 NI 
678 03/04/87 2/2 NI 728* 13/03/87 2/1 NI 
679 13/05/88 4NI 729 06/01/87 2/1 NI 
680 30/09/88 5 NI 730 06/01/87 2/1 NI 
681 09/03/87 2/1 NI 731 09/02/87 2/1 NI 
682 27/03/87 2/1 NI 732 06/01/87 2/1 NI 
683 19/11/86 1/2 NI 733 28/01/87 2/1 NI 
684 08/10/86 1/2 NI 734 09/02/87 2/1 NI 
685 19/11/86 1/2 NI 735 06/02/87 2/1 NI 
686 12/11/86 1/2 NI 736L* 23/03/87 2/1 NI 
687 12/11/86 1/2 NI 737 19/02/87 2/1 NI 
688* 20/11/86 122 NI 738 23/01/87 2/1 NI 
688M 29/12/87 3 NI 739L* 23/03/87 2/1 NI 
689* 18/12/86 1/2 NI 740* 10/03/87 2/1 NI 4WCATR277 
690 07/08/87 2/2 NI 741* 05/03/87 2/1 NI 
691* 28/01/87 2/1 NI 742 14/11/86 1/2 NI 
691A 28/10/87 2/2 NI 743* 08/12/86 2/1 NI 
692 04/12/86 1/2 NI 744L* 23/02/87 2/1 NI 
693* 06/02/87 2/1 NI 745 29/12/86 1/2 NI 
694* 29/12/86 1/2 NI 745M 15/03/90 1 DDS 
695 19/01/88 3 NI 746 30/06/87 2/2 NI 
696* 25/11/86 122 NI 747* 30/03/87 2/1 NI 
697 13/03/87 2/1 NI 748 21/04/87 2/2 NI 


Release No. 17, May 1991 


MASTER LIST OF DECISIONS April 26, 1991 


Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
749 05/02/88 3 NI 790* 15/05/87 2/2 NI 
750 19/02/87 2/1 NI 791 09/03/8F 2/1 NI 
751 09/03/87 2/1 NI 792 09/02/87 2/1 NI 
7521* 29/12/86 1/2 NI 793 09/02/87 2/1 NI 
752122 27/03/87 2/1 NI 794 09/02/87 2/1 NI 
(bY 4 24/11/87 2/2 NI 795 25/02/87 2/1 NI 
753 04/02/87 2/1 NI 796 02/04/87 2/1 NI 
754 05/05/87 2/2 NI 797 16/12/86 1/2 NI 
155* 21/01/87 2/1 NI 798L 03/02/87 2/1 NI 
756L* 05/10/87 2/2 NI 798 24/01/89 6 NI 
756* 22/04/88 4NI 8WCATR64 799 25/02/87 2/1 NI 
757 30/05/88 4NI 800 08/01/87 2/1 NI 
758 21/12/88 6 NI 801 06/07/87 2/2 NI 
759L 16/05/88 4NI 802* 18/06/87 2/2 NI 
759 08/03/89 6 NI 803 19/12/86 1/2 NI 
760 30/12/87 3 NI 804L* 09/03/87 2/1 NI 
761 16/12/86 122 NI 80S5L* 20/03/87 2/1 NI 
7162 25/03/88 4NI 805 24/08/88 5 NI 
763 11/05/87 2/2 NI 806L* 2503/87 2/1 NI 
764 17/12/86 1/72 NI 807* 27/11/86 1/2 NI 
76S* 03/10/88 5 NI 9WCATR21 808L 18/02/87 2/1 NI 
766L* 16/12/86 2/2 NI 809I* 23/07/87 2/2 NI 
T66LA 21/07/87 2/2 NI 80912 31/03/88 4NI 
766LR* 20/07/88 5 NI 809 30/05/88 4 NI 
7167 27/05/88 4NI 810 20/07/87 2/2 NI 
768* 05/03/87 2/1 NI 4WCATR283 811I* "31/12/86 1/2 NI 
7710 07/05/87 2/2 NI 811 012/88 3 NI 
770R 22/12/88 6 NI 812* 02/10/87 2/2 NI 
7T71L* 25/03/87 2/1 NI 813* 13/01/87 2/1 NI 
771 21/07/88 5 NI 813M 03/02/88 3 NI 
772L 30/03/87 2/1 NI 814 21/01/87 2/1 NI 
773 29/12/86 1/2 NI 815 18/05/88 4NI 
773R* 01/03/89 6 NI 816 20/03/87 2/1 NI 
773M 04/03/90 1DDS_ - 817 06/05/88 4NI 
TT3MA* 18/07/90 1 DDS 1SWCATRI7 818 30/03/88 4NI 
7714* 21/01/87 2/1 NI 4WCATR290 819 1506/88 4NI 
TIS* 30/09/87 2/2 NI 6WCATR74 820* 19/10/87 2/2 NI 6WCATR81 
7716* * 21/05/87 2/2 NI 821 29/12/86 122 NI 
T77 13/05/87 2/2 NI 821M* 21/12/88 3 NI 
7718* 27/03/87 2/1 NI ] 822 23/12/86 122 NI 
7719* 19/01/87 2/1 NI 823L 23/03/87 2/1 NI 
TI9F* 12/04/89 6 NI 824L* 19/03/87 2/1 NI 
780L 03/02/87 2/1 NI 8251 15/06/87 2/2 NI 
780 13/01/89 6 NI 825 12/12/88 6 NI 
781L 15/04/88 4NI 826 13/11/87 2/2 NI 
782L 26/10/87 2/2 NI 827 30/01/87 2/1 NI 
783* 04/05/87 2/2 NI 827R 01/03/89 6 NI 
784* 02/03/87 2/1 NI 827R2 06/09/89 7NI 
785 24/02/87 2/1 NI 828* 09/01/87 2/1 NI 
786 04/02/87 2/1 NI 829 16/12/86 1/2 NI 
787 09/02/87 2/1 NI 830L* 24/03/87 2/1 NI 
788 18/03/87 2/1 NI 831L* 23/02/87 2/1 NI 
789 25/02/87 2/1 NI 831* 19/04/88 4NI 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
832L* 26/03/87 2/1 NI 879 19/02/88 3 NI 
833L 28/08/87 2/2 NI 880 © 15/12/87 3 NI 
834L 02/04/87 2/2 NI 881* 03/04/87 2/2 NI 
834 13/06/88 4 NI 882 15/03/88 3 NI 
834R 14/03/90 1 DDS 883 30/10/87 2/2 NI 
835* 22/01/87 2/1 NI 4WCATR298 884* 16/02/87 2/1 NI 4WCATR309 
837 ; 27/04/87 2/2 NI 885* 06/08/87 2/2 NI : 
839L 27/02/87 2/1 NI 886 22/07/87 2/2 NI 
839 15/11/89 7NI 887 16/07/87 2/2 NI 
840* 20/01/87 2/1 NI 888 08/04/87 2/2 NI 
841* 21/04/87 2/2 NI 890 08/04/87 2/2 NI 
842* 27/01/87 2/1 NI 891 09/04/87 2/2 NI 
843* 17/03/87 2/1 NI 4WCATR303 892 09/04/87 2/2 NI 
844L 26/03/87 2/1 NI 893 09/04/87 2/2 NI 
845L* 24/07/87 2/2 NI 894 09/04/87 2/2 NI 
846L* 16/11/87 3 NI 895I 05/07/88 4NI 
847* 26/01/87 2/1 NI 895 29/05/89 TNI 
847R 12/06/90 1 DDS 896 09/04/87 2/2 NI 
848 29/01/88 3 NI 897* 06/03/87 2/1 NI 
849 07/03/88 3 NI 899 14/05/87 2/2 NI 
850* 02/03/88 3 NI 8WCATR73 900 26/09/88 5 NI 
851 07/03/88 3 NI 901* 02/03/87 2/1 NI 
852 27/11/87 3 NI 902I* 04/03/87 2/1 NI 
853 19/02/87 2/1 NI 902* 14/08/87 2/2 NI 
854 20/02/87 2/1 NI 903 24/06/87 2/2 NI 
855 09/02/87 2/1 NI 904 24/02/87 2/1 NI 
856 11/03/87 2/1 NI 905 04/05/87 2/2 NI 
857 18/02/87 2/1 NI 906 21/04/87 2/2 NI 
858 12/03/87 2/1 NI 907 23/02/88 3 NI 
859 25/02/87 2/1 NI 908* 25/02/87 2/1 NI 
860 09/03/87 2/1 NI 909L 14/10/87 2/2 NI 
861 18/03/87 2/1 NI 9101 10/06/87 2/2 NI 
862L 12/06/89 TNI 910 06/07/89 TNI 
8631* 01/10/87 2/2 NI 6WCATR87 911L* 03/02/87 2/1 NI 4WCATR314 
863 24/01/89 6 NI 911L2 17/07/87 2/2 NI 
864 28/01/87 2/1 NI 912* 07/10/87 2/2 NI 
864M 25/01/88 3 NI 913 27/6/88 4NI 
865L 05/02/87 2/1 NI 914 04/05/88 4NI 
866* 04/05/87 2/2 NI 915* 22/05/87 2/2 NI TWCATRI 
867 04/05/87 2/2 NI 915A* 5/5/88 4NI TWCATR269 
868 04/05/87 2/2 NI 916 15/04/88 « NI 
869* 20/10/87 3 NI 917L 24/02/87 2/1 NI 
870 05/02/87 2/1 NI 917 12/05/88 4NI 
871L* 07/10/87 2/2 NI 918* 08/07/88 4NI QSWCATR48 
871 07/07/88 4 NI 1/87 16/07/87 2/2 NI 
872 10/04/87 2/2 NI ' 2/87L* 01/12/87 3 NI 
873 05/04/88 4NI 2/87 03/05/89 6 NI 
874 13/05/87 2/2 NI 3/87L 23/01/87 2/1 NI 
876* 16/02/87 2/1 NI 4/87 13/10/87 2/2 NI 
877L 23/01/87 2/1 NI 5/87 24/03/87 2/1 NI 
877* 01/10/87 2/2 NI 6/87 20/05/88 4NI 
878* 17/03/87 2/1 NI 7/87 09/11/87 2/2 NI 
8791 19/08/87 2/2 NI 8/87* 25/02/87 2/1 NI 
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Number Date Cite Cite Number Date Cite Cite 
9/87 24/12/87 3 NI 56/87* 26/03/87 2/2 NI 
10/87 26/02/87 2/1 NI 57/87* 19/05/87 2/2 NI 
11/87* 20/08/87 2/2 NI 58/87 21/07/87 2/2 NI 
12/87 29/02/88 3 NI 59/87L 12/01/88 3 NI 
13/87 25/11/87 3 NI 59/87 22/06/89 TNI 
14/87 28/03/88 4 NI 59/87R 23/01/90 1 DDS 
15/87 18/03/88 3 NI 60/87L* 20/05/87 2/2 NI 
16/87L 16/03/88 4 NI 60/87 20/01/88 3 NI 
16/87 13/03/89 6 NI 61/87 04/02/87 2/1 NI 
17/87 05/02/87 2/1 NI 62/87 04/02/87 2/1 NI 
18/87 02/02/87 2/1 NI 63/87 04/02/87 2/1 NI 
19/87* 08/04/87 2/2 NI 64/87 04/02/87 2/1 NI 
20/87L 22/04/88 4 NI 65/87 04/02/87 2/1 NI 
20/87 26/03/91 1 DDS 66/87 04/02/87 2/1 NI 
21/87L 08/08/88 5 NI 67/87 02/10/87 2/2 NI 
21/87LR* 09/06/89 7 NI 68/87 11/03/88 3 NI 
22/87* 24/03/87 2/1 NI 69/87 19/11/87 3 NI 
23/87* 15/05/87 2/2 NI 70/87 07/03/88 3 NI 
24/87 26/10/87 2/2 NI 71/87 23/09/88 5 NI 
25/87 19/03/87 2/1 NI 72/87 11/07/88 4NI 
26/87* 21/09/87 2/2 NI 73/87* 28/05/87 2/2 NI SWCATR106 
27/87L 16/07/87 2/2 NI 74/87 16/10/87 2/2 NI 
28/87 18/02/87 2/1 NI 75/87 27/10/87 2/2 NI 
29/87 02/04/87 2/2 NI 76/87 07/04/87 2/2 NI 
30/87 26/02/87 2/1 NI T1/87 31/08/87 2/2 NI 
31/87 11/05/87 2/2 NI 78/87* 12/03/87 2/1 NI 
32/87 14/05/87 2/2 NI 79/87* 26/11/87 3 NI 6WCATR104 
33/87 30/03/87 2/1 NI 80/87 22/04/88 4NI 
34/87* 04/09/87 2/2 NI 81/87L 23/02/87 2/1 NI 
35/87 29/02/88 3 NI 81/87 24/12/87 3 NI 
36/87 09/02/87 2/1 NI 82/87* 01/02/88 3 NI 
37/87 14/06/88 4 NI 83/87* 13/07/87 2/2 NI 
38/87L 30/10/87 2/2 NI 6WCATR97 84/87 16/03/87 2/1 NI 
39/87L 10/03/88 3 NI 85/87* 04/05/88 4NI 
40/87* 09/01/89 6 NI 10WCATR33 86/87* 17/03/87 2/1 NI 
41/87 24/01/88 3 NI 87/87 03/02/88 3 NI 
42/87* 09/03/87 2/1 NI 88/87* 10/05/88 4NI 8WCATR9I3 
42/87F 28/06/89 7 NI 89/87 31/07/87 2/2 NI 
43/87 ~ 17/12/87 3 NI 90/87 14/05/87 2/2 NI 
44/87 22/02/88 3 NI 91/87 17/03/88 3 NI 
45/87 30/03/87 2/1 NI 92/87 19/05/87 2/2 NI 
46/87* 30/04/87 2/2 NI 4WCATR319 93/87 27/05/87 2/2 NI 
47/87 04/05/88 4 NI 94/87* 06/06/87 7 NI 11WCATR20 
48/87* 15/12/87 3 NI 95/87L 13/03/87 2/1 NI . 
49/871 02/04/87 2/1 NI 96/87* 12/03/87 2/1 NI 
49/87* 21/03/88 3 NI 97/87 13/06/88 4NI 
50/87L 09/02/87 2/1 NI 98/87 10/02/88 3 NI 
$1/87L 11/02/87 2/1 NI 99/87 21/04/88 4NI 
52/87L 16/07/87 2/2 NI 100/87 28/07/88 5 NI 
$3/87* 15/05/87 2/2 NI SWCATR97 101/87 02/03/88 3 NI 
$4/87 13/07/88 4NI 102/87 29/09/88 5 NI 
55/87L 06/04/87 2/2 NI 103/87L 08/02/87 2/1 NI 
55/87* 09/11/88 6 NI 104/87L 09/02/87 2/1 NI 
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Number Date Cite Cite Number Date Cite Cite 
105/87L 10/03/87 2/1 NI 155/87 10/03/88 3 NI 

106/87* 11/03/87 2/1 NI 156/87* 15/05/87 2/2 NI 

107/87* 15/04/87 2/2 NI 157/87 07/03/87 2/1 NI 

108/87 19/03/87 2/1 NI 158/87 17/11/87 2/2 NI 

109/87 20/08/87 2/2 NI 159/87 16/11/87 2/2 NI 

110/87 16/07/87 2/2 NI 160/87* 02/03/89 6NI 

111/87 02/12/87 3 NI 161/87 24/03/87 2/1 NI 

112/87 18/05/88 4NI 162/87* 10/07/87 2/2 NI 

113/871 11/12/87 3 NI 163/87 05/05/88 4 NI 

114/87 20/08/87 2/2 NI 164/87L* 22/07/87 2/2 NI 

115/87 16/07/87 2/2 NI 164/87 16/08/90 1 DDS 

117/87 07/05/87 2/2 NI 165/87 30/03/87 2/1 NI 

118/87 02/01/89 6 NI 166/87L 24/04/87 2/2 NI 

119/87 10/08/87 2/2 NI 167/87* 08/02/88 3 NI 8WCATRI107 
120/87 07/08/87 2/2 NI 168/87 13/05/88 4NI 

121/87 27/03/87 2/1 NI 169/87* 08/12/87 3 NI 

122/87 08/12/87 3 NI 170/87 01/04/87 2/1 NI 

123/87L * 08/04/87 2/2 NI 171/87 29/04/87 2/2 NI 

124/87* 24/11/88 6 NI 10OWCATR43 172/87 16/12/87 3 NI 

125/87L 08/04/87 2/2 NI 173/87 03/06/87 2/2 NI 

125/87 22/03/89 6 NI 174/87 08/02/88 3 NI 

126/87 10/12/87 3 NI 175/87 24/02/88 3 NI 

127/87L 07/04/87 2/2 NI 176/87 04/06/87 2/2 NI 

127/87 02/05/88 4NI 177/87* 30/03/87 2/1 NI 

128/87 22/04/88 4NI 178/87 25/03/88 4NI 

129/87L 09/02/87 2/1 NI 179/87 03/04/87 2/1 NI 

130/87 06/04/87 2/2 NI 180/87 25/09/87 2/2 NI 

131/87* 02/03/89 6 NI 10WCATRS1 181/87L* 18/06/87 2/2 NI 

132/87 22/06/87 2/2 NI 182/87 01/04/87 2/1 NI 

133/87 06/04/87 2/2 NI 183/87* 26/05/87 2/2 NI SWCATR134 
133/871 28/05/87 2/2 NI 184/87* 27/01/88 3 NI 8WCATRII1S 
134/87L* 21/07/87 2/2 NI 185/87 02/11/88 5 NI 

134/87 27/07/88 5 NI 186/87* 14/05/87 2/2 NI SWCATR138 
135/87 18/03/87 2/1 NI 187/87 14/05/87 2/2 NI 

136/87 19/03/87 2/1 NI 188/87 10/06/87 2/2 NI 

137/87* 22/07/87 2/2 NI SWCATRI15 189/87 14/05/87 2/2 NI 

138/87* 11/04/88 4NI 190/87 18/06/87 2/2 NI 

139/87 28/03/88 4NI 191/87 10/06/87 2/2 NI 

140/87* 15/11/88 6 NI 192/87 17/06/87 2/2 NI 

141/87 25/11/88 6 NI 193/87 17/06/87 2/2 NI 

142/87 19/05/87 2/2 NI 194/87 23/11/88 6 NI 

143/87 20/05/87 2/2 NI 195/87 03/08/88 5 NI 

144/87L 16/03/87 2/1 NI 196/87L 22/09/88 5 NI 

145/87* 25/09/87 2/2 NI 197/87 28/07/88 5 NI 

146/87L 02/12/87 3 NI 198/87* 04/05/87 2/2 NI 

148/87 06/09/88 5 NI 199/87 18/08/88 5 NI 

149/87 23/06/87 2/2 NI 200/87* 27/04/87 2/2 NI 

150/87L 28/05/87 2/2 NI 201/87 18/05/88 4NI 

151/87* 24/06/88 4 NI 202/87 31/03/87 2/2 NI 

152/87L 15/06/87 2/2 NI 203/87 08/04/87 2/1 NI 

153/87 16/03/87 2/1 NI 204/87 31/03/87 2/1 NI 

154/87 03/03/87 2/1 NI 205/87 31/03/87 2/2 NI 

155/871 27/02/87 2/1 NI 206/87 31/03/87 2/2 NI 
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Number 


207/87 
208/87 
209/87 
210/87 
211/87 
212/87 
213/87 
214/87 
215/87 
215/87R 
216/87L 
216/87LR 
217/87 
218/87 
218/87R 
219/87 
220/87 
221/87 
222/87 
223/87* 
224/87 
225/87 
226/87* 
227/87* 
228/87* 
229/87L 
230/87* 
231/87 
232/87* 
233/87 


251/871 


Release 
Date 


31/03/87 
01/04/87 
01/04/87 
01/04/87 
01/04/87 
05/12/88 
17/03/88 
22/09/87 
20/07/87 
02/05/90 
23/12/87 
22/02/90 
29/06/88 
23/12/88 
12/06/89 
10/05/88 
09/09/88 
08/04/87 
05/08/87 
10/06/87 
24/03/88 
29/09/87 
02/04/87 
22/07/87 
02/04/87 
12/05/87 
29/06/87 
06/04/87 
19/06/87 
06/04/87 
25/02/88 
06/02/89 
30/09/87 
09/05/88 
02/11/88 
14/03/89 
16/09/87 
274/87 
10/07/87 
26/08/87 
09/06/87 
23/08/88 
10/11/89 
03/09/87 
13/05/87 
28/11/88 
02/04/87 
01/06/87 
26/10/87 
24/02/88 
17/02/88 
18/11/87 
27/03/87 


Summary 
Cite 


2/2 NI 
2/2 NI 


Reporter 
Cite 


SWCATRI141 


1OWCATR64 


13 


Decision 
Number 


251/87 
252/87L 
253/87R 
254/87 
255/87* 
256/87 
257/87* 
258/87 
259/87* 
260/871 
260/872 
260/87 
261/87 
262/87 
263/87 
264/87L 
265/87 
266/87 
267/87 
268/87 
269/87 
279/87* 
271/87* 
272/87L 
273/87 
274/87L 
274/87* 
275/87 
276/87 
277/87* 
278/87L 
278/87 
279/87* 
280/87L 
280/87 
281/87 
282/87 
283/87 
284/87* 
285/87 
286/87L 
287/87 
288/87 
289/87 
290/87 
291/87 
292/87 
293/87 
294/87 
295/87 
296/871 
296/87 
297/871 


Release 
Date 


14/07/87 
26/02/88 
28/03/90 
11/03/88 
04/05/87 
27/05/88 
19/05/87 
14/07/87 
21/01/88 
27/04/87 
28/09/87 
14/03/88 
21/05/87 
06/04/87 
08/04/87 
04/12/87 
22/02/89 
09/06/87 
09/12/87 
04/12/87 
18/05/88 
09/04/87 
27N4/87 
27/05/87 
01/04/87 
03/06/87 
06/02/89 
07/05/87 
08/04/87 
06/04/87 
23/04/87 
14/03/88 
24/02/88 
08/04/87 
11/04/88 
28/03/88 
06/11/87 
05/01/88 
01/06/87 
20/11/87 
20/11/87 
01/09/87 
06/05/87 
20/05/87 
28/08/87 
21/05/87 
20/05/87 
23/04/87 
21/04/87 
13/04/89 
21/05/87 
27/10/88 
1509/87 


Summary Reporter 
Cite Cite 


2/2iNive SWCATR147 


3 NI 8WCATRI25 


Release No. 17, May 1991 


April 26, 1991 MASTER LIST OF DECISIONS 

Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
298/87* 03/04/87 2/2 NI 341/87 _ 07/04/87 2/2 NI 
299/87 12/06/87 2/2 NI 342/87 02/04/87 2/2 NI 
300/87L 13/04/87 2/2 NI 343/87 14/04/87 2/2 NI 
301/87 01/03/88 3 NI 344/87 13/04/87 2/2 NI 
302/87 14/03/88 3 NI 345/87 09/05/88 4NI 
303/87* 02/11/87 2/2 NI 346/87 23/04/87 2/2 NI 
303/87A 10/02/88 3 NI 347/87 13/04/87 2/2 NI 
304/87 26/05/87 2/2 NI 348/87* 25/06/87 2/2 NI 
305/87* 31/03/88 4 NI 349/87L* 04/09/87 2/2 NI 
306/87 18/05/88 4NI 349/87* 21/03/89 6 NI 
307/87L 03/04/87 2/2 NI 350/87L* 13/04/87 2/2 NI 
307/87 24/10/88 5 NI 350/87* 02/05/88 4NI 
308/87L 09/04/87 2/2 NI 351/87* 23/09/87 2/2 NI 
308/87 01/03/88 3 NI 352/87L 07/04/87 2/2 NI 
309/87L 30/03/87 2/2 NI 353/87* 27/10/87 2/2 NI 
310/87 03/05/88 4NI 354/87 01/09/88 5 NI 
311/87 27/05/87 2/2 NI 355/87 01/03/88 3 NI 
312/87 05/10/87 2/2 NI 356/87 14/12/88 6NI 
313/87L* 10/06/87 2/2 NI 357/87 14/04/87 2/2 NI 
313/87 06/06/88 4NI 358/87 14/12/87 3 NI 
314/87 10/06/87 2/2 NI 359/871 03/06/88 4NI 
315/87 29/11/88 6 NI 359/87* 01/02/89 6 NI 
316/87 03/06/87 2/2 NI 360/87 08/06/87 2/2 NI 
317/87L* 01/04/87 2/2 NI 361/871* 16/04/87 2/2 NI 
317/87* 02/03/88 3 NI 361/87* 09/06/88 4NI 
318/87 30/11/87 3 NI 362/87 22/12/88 6 NI 
319/87 18/12/87 3 NI 363/87 02/02/88 3 NI 
320/87L 23/02/88 3 NI 364/871 06/05/88 4NI 
320/87 09/11/89 - TNI 364/87 21/12/88 6 NI 
321/87L 03/12/87 3 NI 365/87 09/03/88 3 NI 
322/87 30/03/88 4NI 366/87 23/03/88 4NI 
323/87 05/05/87 ‘2/2 NI 367/87 11/09/87 2/2 NI 
324/87 14/04/87 2/2 NI 368/87 13/10/87 2/2 NI 
325/87 07/04/87 2/2 NI 369/87* 10/09/87 2/2 NI 6WCATRI13 
326/87L 12/05/88 4NI 370/87 27/15/88 4NI 
326/87 30/11/88 6 NI 371/87* 02/06/88 4NI SWCATR8i1 
327/87L 05/06/87 2/2 NI 372/87 13/05/88 4NI 
328/87 19/05/88 4 NI 373/87 10/09/87 2/2 NI 
329/87 26/05/88 4NI 374/87 09/03/88 3 NI 
330/87L 31/04/87 2/2 NI 375/87* 19/11/87 2/2 NI 
331/87L 14/07/87 2/2 NI 376/871 30/06/87 2/2 NI 
331/87 03/06/88 4NI 376/87 21/01/88 3 NI 
332/87 07/10/88 5 NI 377/87 23/03/88 4NI 
333/87 28/03/88 4NI 378/87 26/10/87 2/2 NI 
334/87 25/05/87 2/2 NI 379/87L 01/06/87 2/2 NI 
335/87 20/06/89 7NI 379/87 08/11/89 TNI 
336/87L 04/05/88 4NI 380/87 24/11/87 3 NI 
336/87 28/10/88 5 NI 381/87 22/04/88 4NI 
337/87 30/12/87 3 NI 381/87R 05/09/90 1 DDS 
338/87 29/11/88 6 NI 382/87L* 03/12/87 3 NI 
339/87* 05/05/87 2/2 NI SWCATRIS53 382/87 15/05/89 6 NI 
340/87L 02/04/87 2/2 NI 383/87L 29/05/87 2/2 NI 
340/87 22/03/88 3 NI 384/87 25/06/87 2/2 NI 
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Release No. 17, May 1991 


MASTER LIST OF DECISIONS April 26, 1991 


Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
385/87L 23/04/87 2/2 NI 431/87 07/08/87 2/2 NI 
386/87 24/08/88 5 NI 432/87* 17/05/87 2/2 NI SWCATRI61 
387/87 05/07/89 7NI 433/87 09/07/87 2/2 NI 
388/87* 25/05/87 2/2 NI 434/87* 27/10/87 2/2 NI 
389/87 27/10/87 2/2 NI 435/87 — 08/10/87 2/2 NI 
390/87 _ 28/04/87 2/2 NI 436/87 13/05/88 4NI 
391/87 21/07/87 2/2 NI 437/87 14/12/88 6 NI 
392/87 01/09/87 2/2 NI 438/87 08/09/88 5 NI 
393/871 10/06/88 4 NI 439/87* 30/12/87 3 NI 8WCATRI147 
393/87 07/11/88 5 NI 440/87 02/06/87 2/2 NI 
393/87F 08/03/89 6 NI 441/87 15/12/87 3 NI 
394/87 14/03/88 3 NI 442/87* 21/08/87 2/2 NI 
395/87 14/02/89 6 NI 443/87 22/05/87 2/2 NI 
396/87 21/05/87 2/2 NI 444/87 09/07/87 2/2 NI 
397/87 10/02/88 3 NI 445/87* 05/05/87 2/2 NI 
398/87L 26/10/87 2/2 NI 446/87L 18/09/87 2/2 NI 
399/87 30/04/87 2/2 NI 447/87* 08/02/88 3 NI 
400/87 04/05/87 2/2 NI 448/87 26/10/87 2/2 NI 
401/87 30/04/87 2/2 NI 449/87 04/06/87 2/2 NI 
402/87 10/06/87 2/2 NI 450/87 24/11/87 3 NI 
403/87 30/04/87 2/2 NI 451/87* 10/09/87 2/2 NI 6WCATR127 
404/87 30/04/87 NI 452/87 01/10/87 2/2 NI 
405/87 30/04/87 2/2 NI 453/87 29/07/87 2/2 NI 
406/87* 14/05/87 2/2 NI 454/87 08/12/88 6 NI 
407/87* 11/06/87 2/2 NI 455/87 12/05/58 4NI 
408/87* 06/05/87 2/2 NI 456/87 05/10/87 2/2 NI 
409/87L 05/05/87 2/2 NI 457/87 14/03/88 3 NI 
410/87L* 16/09/87 2/2 NI 458/87 26/05/87 2/2 NI 
410/87 20/07/89 7 NI 459/87 05/02/88 3 NI 
411/87* 13/10/87 2/2 NI 460/87* 06/07/87 2/2 NI 
412/871 28/05/87 2/2 NI 461/871 0106/87 2/2 NI 
413/87* 22/06/87 272 NI 461/87 19/12/90 1 DDS 
414/87 22/05/87 2/2 NI 462/87 27/01/88 3 NI 
415/87 05/05/87 2/2 NI 463/87 08/07/88 4NI 
416/87 21/01/88 3 NI 464/87 09/06/87 2/2 NI 
417/871 09/07/87 2/2 NI 465/87* 09/06/87 2/2 NI 
418/87* 17/06/87 2/2 NI 467/87* 15/07/87 2/2 NI 
419/87 21/05/87 2/2 NI 468/87 25/09/87 2/2 NI 
420/87* 03/06/87 2/2 NI 469/87 03/06/88 4NI 
421/87* 22/04/88 4 NI 8WCATR133 470/87 24/06/87 2/2 NI 
422/871* 28/07/87 2/2 NI 471/87 23/09/87 2/2 NI 
422/87 23/11/88 6 NI 472/87 246/87 2/2 NI 
423/87L 29/09/87 2/2 NI 473/87 29/06/87 2/2 NI 
-424/871* 26/06/87 2/2 NI 474/87 30/06/87 2/2 NI 
424/87 12/07/89 7 NI 475/87 30/06/87 2/2 NI 
425/871 26/06/87 2/2 NI 476/87 24/06/87 2/2 NI 
426/871 29/06/87 2/2 NI 477/87 18/08/87 2/2 NI 
427/871 26/06/87 2/2 NI 478/87 09/11/87 2/2 NI 
428/871 29/06/87 2/2 NI 479/871* 13/05/87 2/2 NI 
428/87 29/11/88 6 NI 479/87* 30/07/87 2/2 NI 
429/87 29/05/87 2/2 NI 480/87* 31/05/88 4 NI 
430/87* 23/06/87 2/2 NI 481/87 02/06/87 2/2 NI 
431/871 01/06/87 2/2 NI 482/87 09/02/88 3 NI 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
484/871* 23/06/87 2/2 NI SWCATRI65 529/87* 04/09/87 2/2 NI 6WCATRI58 
484/87 29/03/88 4 NI 530/87 22/06/87 2/2 NI g 
485/87 17/08/87 2/2 NI 531/87* 06/05/88 4NI 

486/87 09/03/88 3 NI 532/87 03/09/87 2/2 NI 

487/87 09/05/88 4NI $33/87* 05/06/87 2/2 NI 

488/87 88/06/08 4 NI 534/87 05/05/88 4 NI 

489/87 01/06/87 2/2 NI 535/87* 01/10/87 2/2 NI 

490/87 01/06/87 2/2 NI 536/87* 10/08/87 2/2 NI 

491/87 21/05/87 2/2 NI 537/87L 28/05/87 2/2 NI 

492/871* 16/09/87 2/2 NI 6WCATR138 538/87L 27/05/87 2/2 NI 

492/87 06/05/88 4NI 539/87L 27/05/87 2/2 NI 

493/87 20/08/87 2/2 NI 540/87 23/02/88 3 NI 

494/87 15/01/88 3 NI 541/87 10/09/87 2/2 NI 

495/87 07/06/88 4 NI 542/87 15/07/87 2/2 NI 

496/87* 22/06/87 2/2 NI 543/87 10/09/87 2/2 NI 

497/87L* 26/05/87 2/2 NI 544/87 21/10/87 3 NI 

497/87 29/09/88 5 NI 545/87 17/06/87 2/2 NI 

498/87 16/09/87 2/2 NI 546/87 26/08/88 5 NI 

499/87 22/07/88 5 NI 547/87* 25/03/88 4NI 8WCATRI160 
500/87 26/05/87 2/2 NI 548/87* 21/07/87 2/2 NI SWCATRI176 
501/87 23/10/87 2/2 NI 549/87 08/12/87 3 NI 

502/87 19/06/87 2/2 NI 550/87 16/06/87 2/2 NI 

503/871* 11/12/87 3 NI 6WCATRI144 551/87 15/06/87 2/2 NI 

503/87* 16/05/88 4NI 8WCATRI56 552/87L 09/11/87 2/2 NI 

504/87 02/06/87 2/2 NI 553/87L* 17/09/87 2/2 NI 

505/87* 23/06/87 2/2 NI 554/87* 26/06/87 2/2 NI 

506/87 09/06/87 2/2 NI 555/87 17/06/87 2/2 NI 

507/87* 23/06/87 2/2 NI 556/87 12/08/87 2/2 NI 

508/87* 24/07/87 2/2 NI $57/87L 05/06/87 2/2 NI 

509/87 11/12/87 4NI 557/87 21/01/88 3 NI 

510/871* 16/06/87 2/2 NI 558/87L 12/06/87 2/2 NI 

510/87IR* 08/04/88 4NI 559/87* 30/09/88 5 NI 9WCATR103 
510/87 13/04/89 6 NI 560/87* 03/09/87 2/2 NI 

511/87 45/06/87 2/2 NI 561/87 30/07/87 2/2 NI 

512/87* 30/12/88 6 NI 562/87* 16/10/87 2/2 NI 

513/87* 23/12/87 3 NI 563/87* 06/01/89 6 NI 

514/87 21/12/87 3 NI 564/87 08/12/87 3 NI 

515/87 09/05/88 4NI 3 565/87 23/06/87 2/2 NI 

516/87* 11/06/87 2/2 NI SWCATRI168 566/87 12/06/87 2/2 NI 

517/871* 26/05/87 2/2 NI 567/871 15/10/87 2/2 NI 

517/87* 16/09/87 2/2 NI 567/87 31/10/90 1 DDS ° 
518/87 19/05/88 4 NI 568/87* 10/07/87 2/2 NI 

519/87* 23/09/87 2/2 NI 569/87 15/01/88 3 NI 

520/87 15/12/87 3 NI 570/87 08/06/88 4NI 

521/87 21/06/89 TNI 571/87 04/11/87 2/2 NI 

522/87 11/04/88 4NI 572/87 2007/88 5 NI 

523/87L 23/09/88 5 NI 573/87 11/08/87 2/2 NI 

523/87 09/05/89 6 NI 574/87 31/12/87 3 NI 

524/87 21/01/88 3 NI 575/87 19/05/89 6 NI 

§25/87 19/06/87 2/2 NI 576/87* 04/12/87 3 NI 6WCATRI163 
526/87 09/12/87 4NI 577/87 21/06/88 4NI 

$27/87 16/09/87 2/2 NI 578/87 117/88 4NI 

528/87 15/06/87 2/2 NI 579/87 25/07/88 5 NI 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
580/87* 28/12/88 6 NI 627/87 23/07/87 2/2 NI 
581/87* 06/07/87 2/2 NI 628/87 28/07/87 2/2 NI 
$82/87 19/01/88 3 NI 629/87 29/07/87 2/2 NI 
583/87 17/12/87 3 NI 630/87 29/07/87 2/2 NI 
584/87* 04/11/87 2/2 NI 6WCATRI173 630/87R 31/7289 TNI 
$85/87* 30/11/88 6 NI 631/87 31/07/87 2/2 NI 
$87/87* 16/09/87 2/2 NI 632/87 28/07/87 2/2 NI 
588/87 03/11/87 2/2 NI 633/87 28/07/87 2/2 NI 
589/87 06/08/87 2/2 NI 634/87 31/07/87 2/2 NI 
§90/87 02/12/87 3 NI 635/87. 24/07/87 2/2 NI 
$91/87 08/06/90 1 DDS 1SWCATR22 636/87 13/11/87 2/2 NI 
$92/87* 22/09/87 2/2 NI 637/87* 21/09/87 2/2 NI 
$93/87 13/01/88 3 NI 638/87 25/02/88 3 NI 
§94/87 14/08/87 2/2 NI 639/87L 17/07//87 2/2 NI 
595/87L 25/06/87 2/2 NI 639/87 02/11/88 5 NI 
595/87* 16/09/88 5 NI 640/87 05/10/88 5 NI 
595/87RI* 18/09/89 7 NI 12WCATRI1 641/87 30/01/89 6 NI 
595/87R* 05/11/90 1 DDS 16WCATRI1 642/87 15/04/88 4NI 
$96/87* 20/07/87 2/2 NI 643/87* 07/07/87 2/2 NI 
597/87* 28/08/87 2/2 NI 644/87 29/04/88 4NI 
598/87* 19/11/87 2/2 NI 6WCATR183 645/87L 26/06/87 2/2 NI 
§99/87 05/02/88 3 NI 646/87 31/05/88 4NI 
600/87 24/07/87 22 NI 647/87* 10/09/87 2/2 NI 
601/87 22/06/88 5 NI 648/87 14/06/88 4NI 
602/87 23/06/88 § NI 649/87L 12/08/87 2/2 NI 
603/871* 17/09/87 2/2 NI 650/87* 28/09/87 2/2 NI 
603/87 28/07/88 5 NI 651/87* 03/07/87 2/2 NI 
604/87 28/10/87 2/2 NI 652/87* 05/12/88 6 NI 10WCATR75 
605/87 11/03/88 3 NI 653/87L 08/07/87 2/2 NI 
606/87 31/03/88 4NI 654/87 12/11/87 2/2 NI 
607/87L 25/06/87 2/2 NI 655/87 16/08/88 5 NI 
607/87 30/12/88 6 NI 656/87 16/11/87 2/2 NI 
608/87 24/03/88 4 NI 657/87 13/10/87 2/2 NI 
609/87* 23/07/87 2/2 NI 658/87 04/11/87 2/2 NI 
610/87 10/05/88 4NI 659/87 06/08/87 2/2 NI 
611/87 30/06/87 2/2 NI 660/87 29/12/88 6 NI 
612/871 06/04/90 1 DDS 661/87 18/02/88 3 NI 
613/87 25/02/88 3 NI ‘ 662/87 . 16/10/87 2/2 NI 
614/87 18/09/87 2/2 NI 663/87* 05/08/87 2/2 NI 
615/871 06/05/88 4NI 664/87L 08/07/87 2/2 NI 
616/87 21/07/87 2/2 NI 665/87 21/10/87 2/2 NI 
617/87 28/07/88 5 NI 666/87 20/07/88 5 NI 
618/87 07/07/87 4NI 667/87 10/11/87 2/2 NI 
619/87 15/12/87 3 NI 668/87 16/06/88 4NI 
620/87 11/12/87 3 NI 669/87LI 25/11/88 6 NI 
621/871* 15/01/88 3 NI 8WCATRI73 669/87L* 05/04/89 6 NI 
621/87* 08/03/89 6 NI 11WCATR37 669/87F* 19/05/89 6 NI 11WCATRS4 
622/87 03/06/87 2/2 NI 670/87* 19/08/87 2R2NI SWCATR186 
623/87 06/07/87 2/2 NI 671/87 04/07/88 4NI 
624/871* 03/12/87 3 NI 672/87* 07/07/87 2/2 NI SWCATR194 
624/87 09/05/89 6 NI 673/87 22/07/87 2/2 NI 
625/87 29/07/87 2/2 NI 674/87 23/09/88 5 NI 
626/87 31/07/87 2/2 NI 675/87* 23/06/88 4NI 
17 


Release No. 17, May 1991 


April 26, 199° 
Decision Release 
Number Date 
676/87 23/07/87 
677/87 28/10/87 
678/87 01/03/88 
679/87 30/10/87 
680/87 15/11/88 
681/87* 08/09/87 
682/87* 17/11/87 
684/87 06/10/88 
685/87 19/01/88 
686/87 12/12/88 
687/87* 04/09/87 
688/87* 16/11/87 
689/87 23/09/87 
690/87* 30/05/88 
691/87L 2/11/87 
692/87* 16/10/87 
693/87L 08/07/87 
693/87 04/10/89 
694/87 22/03/89 
695/87* 19/11/87 
696/87L 06/03/87 
697/87 19/11/87 
698/87* 21/08/87 
699/87 19/01/89 
700/87 09/06/88 
701/871* 31/03/88 
701/87* 11/08/88 
702/87 16/02/88 
703/87L 13/11/87 
703/87 21/12/88 
704/87* 19/10/87 
705/87 14/04/89 
706/87 21/04/88 
707/87 29/06/88 
708/871 09/12/87 
709/87 09/02/88 
710/87 14/04/88 
711/87L* 30/10/87 
711/87 27/10/88 
712/87L 04/09/87 
712/87* 09/08/89 
713/87 25/11/87 
714/87* 15/12/87 
715/87 02/10/87 
716/87* 04/12/87 
717/87 04/08/88 
718/87 04/08/88 
719/87 25/11/87 
720/87* 24/11/87 
721/87 25/11/87 
722/87 16/11/87 
723/87 30/09/87 
724/87* 24/11/87 


MASTER LIST OF DECISIONS 


Reporter 
Cite 


6WCATRI98 


6WCATR209 


6WCATR220 


12WCATR7 
6WCATR235 


6WCATR242 
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Decision 
Number 


725/87 
726/87 
727/87 
728/87 
729/87* 
730/87 
731/87 
732/87 
733/87* 
734/87 
735/87 
736/87* 
737/87* 
738/87* 
739/87 
741/87 
742/87 
743/87 
744/87 
745/87 
746/87 
747/87 
749/87 
750/87 
752/87 
753/87 
754/87 
755/87 
756/87 
757/87* 
758/87 
759/87 


Release 
Date 


25/11/87 
24/11/87 
14/02/89 
03/07/90 
14/10/87 
21/12/88 
28/07/88 
04/02/88 
12/04/88 
28/06/88 
19/08/87 
25/11/87 
29/10/87 
27/04/88 
14/03/89 
20/01/88 
24/08/88 
17/06/88 
26/08/87 
08/09/87 
11/09/87 
08/09/87 
08/09/87 
24/09/87 
16/11/87 
13/11/87 
20/10/87 
21/10/87 
2309/87 
01/10/87 
24/02/88 
26/01/88 
09/02/88 
30/06/88 
03/06/88 
06/06/88 
15/01/88 
18/11/87 
27N6/88 
04/08/88 
30/03/88 
28/09/88 
10/04/89 
25/11/87 
06/08/87 
26/05/89 
10/08/87 
26/08/88 
29/06/88 
09/12/87 
07/08/87 
24/12/87 
15/12/87 


4NI 8WCATR183 


3 NI 6WCATR247 


2/2 NI SWCATR202 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
780/87 06/08/87 2/2 NI -  $27/87 23/12/88 6 NI 
781/87 06/08/87 2/2 NI 828/87 23/11/88 6 NI 
782/87 06/08/87 2/2 NI 829/87L 13/10/87 2/2 NI 
783/87 06/08/87 2/2 NI 829/87L2 14/12/90 1 DDS 
784/87 06/08/87 2/2 NI 831/871 05/08/87 2/2 NI 
785/87 07/08/87 2/2 NI 831/87IR 17/03/88 3 NI 
786/87 07/08/87 2/2 NI 832/87 27/10/87 2/2 NI 
787/87 07/08/87 2/2 NI 833/87 18/04/88 4 NI 
788/87 22/12/87 3 NI 834/87, 22/08/88 5 NI 
789/87* 10/06/88 4NI SWCATRIS53 835/87* 09/02/88 3 NI 
790/871* 11/08/87 2/2 NI 837/87 17/02/88 3 NI 
790/87 11/09/89 TNI 838/87L 09/10/87 2/2 NI 
791/87* 05/11/87 2/2 NI 6WCATR253 839/87 20/01/88 3 NI 
792/87L 23/09/87 2/2 NI 840/87* 22/09/87 2/2 NI 
793/87 18/12/87 3 NI 841/87 27/5/88 4NI 
795/87* 16/10/87 2/2 NI 842/87 14/09/88 5 NI 
796/87 17/11/87 2/2 NI 843/87 17/11/88 6 NI 
797/87 02/05/88 4 NI 844/87* 25/09/87 2/2 NI 
798/87 21/06/88 4NI 845/87 28/10/87 2/2 NI 
799/87 03/09/87 6 NI 846/87* 23/11/87 3 NI 
799/87R 30/10/89 TNI 847/87L 15/02/88 3 NI 
800/87 06/05/88 4 NI 847/87 27N6/89 7NI 
800/87R 19/04/90 1 DDS 848/87 22/12/87 3 NI 
802/87 05/01/88 3 NI 849/87 26/11/87 3 NI 
803/87 01/02/88 3 NI 850/87* 11/02/88 3 NI 
804/87 17/11/88 6 NI 850/87R* 23/03/90 1 DDS 14WCATRI1 
805/871* 15/04/88 4NI 851/87* 25/09/87 2/2 NI 
805/87 08/01/91 1 DDS 852/87 29/09/87 2/2 NI 
806/87 05/07/88 4NI 853/87 13/10/87 2/2 NI 
807/87 13/03/89 © 6 NI 854/87 19/12/90 1 DDS 
808/87 05/07/90 1 DDS 855/87 20/11/87 2/2 NI 
808/87 21/09/90 1 DDS 856/87 03/06/88 4NI 
808/87R 28/03/91 1 DDS 857/87 13/10/87 5 NI 
809/87 08/02/88 3 NI : 858/87 20/05/88 4NI 
810/87* 04/10/88 § NI O9WCATRI5S9 859/87* 23/11/87 3 NI 
811/87 18/11/87 3 NI 860/87 09/12/87 3 NI 
812/87 01/09/87 6 NI 861/87 26/11/87 3 NI 
812/87R 08/03/89 6NI 862/87 02/11/87 2/2 NI 
813/87 04/12/87 3 NI 863/87 21/12/87 3 NI 
814/87 07/06/88 4NI 864/87 27/11/87 3 NI 
815/87 28/12/88 6 NI 865/87 27/11/87 3 NI 
816/87 02/10/87 4NI 866/871 21/08/87 3 NI 
817/87* 28/08/87 2/2 NI 866/87 27/04/88 4NI 
818/87L 09/05/89 6 NI 867/87* 15/07/88 4NI 
819/87 28/08/87 2/2 NI 868/87 23/01/88 3 NI 
820/87 15/09/87 2/2 NI 869/87 30/09/87 2/2 NI 
821/87* 10/09/87 2/2 NI 870/87 18/11/87 2/2 NI 
822/87 27/08/87 2/2 NI 871/87 27/09/88 5 NI 
823/87 28/08/87 2/2 NI 872/87* 07/12/87 3 NI 
824/87 25/09/87 2/2 NI 873/87 15/12/87 3 NI 
825/87 25/09/87 2/2 NI 874/87 30/10/87 3 NI 
826/871 27/08/87 2/2 NI 876/87L 13/09/87 2/2 NI 
826/87 20/11/90 1 DDS 877/87 07/04/88 4NI 
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878/87L 15/01/88 3 NI 924/87 02/12/87 3 NI 

879/87* 20/11/87 3 NI 925/87 03/12/87 3 NI 

880/87 10/11/88 5 NI 926/87 02/12/87 3 NI 

881/87L 09/12/87 3 NI 927/87 12/02/88 3 NI 

882/87L 01/06/88 4 NI 927/87F 29/11/88 6 NI 

882/871* 26/01/89 6 NI 928/87 10/03/88 3 NI 

882/87* 10/07/90 1 DDS 1SWCATR29 929/87L 08/09/87 2/2 NI 

883/87 24/08/88 5 NI 930/87* 29/09/88 5 NI 9WCATRI75 
884/87* 01/12/87 3 NI 931/87 30/10/87 2/2 NI 

885/87 17/11/87 3 NI 932/87 27/10/87 2/2 NI 

886/87 18/04/89 6 NI 933/87 05/02/88 3 NI 

887/87 04/12/87 3 NI 934/87 28/10/87 2/2 NI 

888/87 27/05/88 4NI 935/87 19/04/88 4NI 

889/87 26/09/88 5 NI 936/87* 13/07/88 4NI 

890/87L* 13/10/87 2/2 NI 937/87* 04/12/89 7 NI 13WCATR32 
890/87 12/10/88 5 NI 938/87* 05/02/88 3 NI 

891/87 30/03/88 4NI 939/87* 29/02/88 3 NI 

892/87L 22/09/87 2/2 NI 940/87* 22/12/87 3 NI 

892/87 29/12/88 6 NI 941/87* 19/01/88 3 NI 

893/87 20/11/87 3 NI 942/87 18/12/87 3 NI 

894/87 09/08/88 5 NI 943/87 25/07/88 5 NI 

895/87 13/10/87 2/2 NI 944/87LR(2) 31/01/90 1 DDS 

896/87L 23/06/88 4NI 944/87L 01/12/87 3 NI 

896/87 15/02/89 6 NI 944/87LR* 27/11/89 TNI 

897/87 11/04/88 4NI 945/87 05/02/88 3 NI 

898/87 18/12/87 3 NI 946/87 04/05/88 4NI 

899/87 25/07/88 5 NI 947/87* 11/03/88 3 NI 8WCATR207 
900/87 26/02/88 3 NI 948/87 21/09/88 5 NI 

901/87 10/12/87 3NI 949/87* 30/12/88 6 NI 

901/87(2)I* 08/11/89 7NI 950/87 27/06/88 4NI 

902/87 29/01/88 3 NI 951/87 04/02/88 3 NI 

903/87 08/06/88 4NI 952/87 08/12/87 3 NI 

904/87L 06/11/87 2/2 NI 953/87 5/10/87 2/2 NI 

905/87 28/07/89 7 NI 954/87 12/05/88 4NI 

906/87 04/07/88 4NI 955/87 07/10/87 2/2 NI 

907/87L 24/12/87 3 NI 956/87 02/12/87 3 NI 

908/87 15/08/88 5 NI 957/87 12/11/87 2/2 NI 

909/87 29/04/88 4NI 958/87 05/11/87 2/2 NI 

910/87 19/11/87 2/2 NI 959/87 14/10/87 2/2 NI 

911/87 13/11/87 2/2 NI 960/87 15/02/88 3 NI 

912/87 18/07/88 $ NI 961/87 13/11/87 2/2 NI 

913/871 22/09/87 2/2 NI 962/87 06/11/87 2/2 NI 

913/87F 19/10/89 7NI 963/87* 04/11/87 2/2 NI 

914/87 13/05/88 4NI 964/87 08/02/88 3 NI : 
915/87 30/10/87 2/2 NI 965/871* 20/05/88 4NI 8WCATR214 
916/87 03/10/88 5 NI 965/87 03/03/89 6 NI 

917/87 17/03/89 6 NI 966/87 07/03/88 3 NI 

918/87* 29/04/88 4NI 8WCATR197 967/87 24/03/88 4NI 

919/87 19/02/88 3 NI 968/87 26/10/87 2/2 NI 

920/87* 24/12/87 3 NI 969/87LI 16/06/88 4NI 

921/87 08/12/87 3 NI 970/87 21/01/88 3 NI 

922/87 02/11/87 2/2 NI 971/87 25/11/87 3 NI 

923/87 02/12/87 3 NI 972/87* 13/04/88 4NI 8WCATR226 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
973/87 11/05/88 4NI 1024/87 03/11/88 5 NI 
974/87 30/12/87 3 NI 1025/87 25/07/88 5 NI 
975/87* 31/12/87 3 NI 1026/87 30/06/88 4NI_ - 
976/87 02/11/87 2/2 NI 1027/87LM 19/10/87 2/2 NI 
977/87 02/11/88 5 NI 1028/87 16/11/88 6 NI 
978/87 04/07/88 4 NI 1029/87 07/03/88 3 NI 
979/87* 25/11/87 3 NI 1030/87 05/04/88 4 NI 
980/87 20/07/88 5 NI 1031/87 08/04/88 4NI 
981/87 03/06/88 4NI 1032/87 06/12/88 6 NI 
981/87R 23/03/90 1 DDS 1033/87 14/04/88 4NI 
982/87* 28/06/88 4 NI 1034/87 28/10/88 5 NI 
983/87 24/03/88 4 NI 1035/87 25/01/88 3 NI 
984/87 22/01/88 3 NI 1036/871* 24/11/87 3 NI 
985/87 06/01/88 3 NI 1036/87 04/11/88 6 NI 
986/87 13/10/87 2/2 NI 1037/87 26/10/87 2/2 NI 
987/87 27/07/88 5 NI 1038/87 29/12/87 3 NI 
988/87 27/01/89 6 NI 1039/87* 23/11/87 3 NI 6WCATR256 
989/87 30/11/87 3 NI 1040/87 23/12/88 6 NI 
990/87 18/07/88 5 NI 1041/87 07/12/87 3 NI 
992/87L 20/10/87 2/2 NI 1041/87A* 10/03/89 6 NI 
993/87 24/05/88 4NI 1042/87 26/02/88 3 NI 
994/871 05/11/87 2/2 NI 1043/87 28/06/88 4 NI 
994/87* 25/01/88 3 NI 1044/87 07/04/89 6 NI 
995/87 23/01/89 6 NI 1045/871 22/01/88 3 NI 
996/87 16/10/87 2/2 NI 1046/87 221285 3 NI 
997/87* 29/01/88 3 NI 1047/87 15/01/88 3 NI 
998/87 25/07/88 5 NI 1048/87 18/01/88 3 NI 
999/87 21/03/88 4NI 1049/87 08/12/87 3 NI 
1000/87 22/10/87 2/2 NI 1050/87* 09/03/88 3 NI S8WCATR250 
1001/87* 25/03/88 4NI 8WCATR239 1051/87 09/03/88 3 NI 
1002/87 14/03/88 3 NI 1052/87 15/12/87 3 NI 
1003/87 01/12/87 3 NI 1053/87 18/01/88 3 NI 
1004/87 18/07/88 5 NI 1054/87* 04/02/88 3 NI 
1005/87 11/05/88 4 NI 1055/87 04/10/88 5 NI 
1006/87 18/12/87 3 NI 1056/87 25/01/88 3 NI 
1007/87 24/08/88 5 NI 1057/87 11/10/89 TNI 
1008/87 18/04/89 6 NI 1058/87 26/02/88 3 NI 
1009/87 03/11/87 2/2 NI 1058/87F 23/06/89 7 NI 
1010/871 27/07/88 5 NI 1059/87 09/12/87 3 NI 
1011/87 23/11/87 2/2 NI 1060/87 08/12/87 3 NI 
1012/87 05/02/88 3 NI 1061/87 07/12/87 3 NI 
1013/87 19/11/87 2/2 NI 1062/87 08/01/88 3 NI 
1014/87L 06/11/87 2/2 NI 1063/87 09/12/87 3 NI 
1015/87 30/09/88 5 NI 1064/87 09/12/87 3 NI 
1016/871* 07/12/87 3 NI 1065/87L 27/05/88 4NI 
1017/87 14/07/88 4NI 1066/87 06/04/88 4NI 
1018/87* 23/02/89 6 NI 10OWCATR82 1067/87* 30/03/88 4NI 8WCATR253 
1019/87 17/06/88 4 NI 1068/87 11/12/87 3 NI 
1020/87 14/04/88 4 NI 1069/87* 07/12/87 3 NI 6WCATR259 
1021/87 21/01/88 3 NI 1070/87 15/03/89 6 NI 
1022/87 05/11/87 2/2 NI 1071/87 14/03/88 3 NI 
1023/871 18/12/87 3 NI 1072/87 13/06/88 4NI 
1023/87 20/10/88 5 NI 1073/87 28/01/88 3 NI 
Pal 
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Number Date Cite Cite Number Date Cite Cite 
1074/87 10/03/88 3 NI 1123/87* 26/05/88 4NI 8WCATR274 
1075/87 24/06/88 4 NI 1124/87 14/10/88 5 NI ; 
1076/87 28/06/88 5 NI 1125/87 11/08/89 7 NI 
1077/87 30/05/88 4 NI 1126/871* 27/06/88 4NI 
1078/87 11/12/87 3 NI 1127/87 04/01/88 3 NI 
1079/87 05/02/88 3 NI 1128/87 18/02/88 3 NI 
1080/87 21/01/88 3 NI 1129/87 22/01/88 3 NI 
1081/87 05/04/88 4 NI 1130/87 09/02/88 3 NI 
1082/87 28/07/88 5 NI 1131/87 06/01/88 3 NI 
1083/87* 24/06/88 4 NI 9WCATR181 1132/87 07/04/88 4 NI 
1084/87* 29/08/89 2 DDS 1133/87 14/04/88 4NI 
1085/87 02/06/88 4 NI 1134/87* 22/01/88 3 NI 
1086/87 19/01/88 3 NI 1135/87 18/04/88 4NI 
1087/87 15/01/88 3 NI 1136/87 02/11/88 5 NI 
1088/87 26/02/88 3 NI 1137/87* 24/12/87 3 NI 
1089/87 30/12/88 6 NI 1138/87 28/11/88 6 NI 
1090/871 26/10/87 2/2 NI 1139/87 26/02/88 3 NI 
1091/87* 02/12/87 3 NI 1140/87 07/04/89 6 NI 
1092/87 02/12/87 3 NI 1141/87 03/12/87 3 NI 
1093/871 21/10/88 5 NI 1142/87 03/12/87 3 NI 
1093/87 05/01/90 1 DDS 1143/87 03/12/87 3 NI 
1094/87 30/12/87 3 NI 1144/87 02/12/87 3 NI 
1095/87 18/12/87 3 NI 1145/87 03/12/87 3 NI 
1096/87 23/12/87 3 NI 1146/87* 03/12/87 3 NI 
1097/87 17/12/87 3 NI 1146/87R 06/04/89 6 NI 
1098/87 24/12/87 3 NI 1147/87 03/12/87 3 NI 
1099/87 24/12/87 3 NI 1148/87 03/12/87 3 NI 
1100/87 18/12/87 3 NI 1149/87 18/04/88 4NI 
1101/871 23/12/87 3 NI 1150/871 27/01/88 3 NI 
1102/87 09/02/88 3 NI 1150/871A 29/09/88 5 NI 
1103/871 08/03/88 3 NI 1151/87 10/08/88 5 NI 
1103/87 12/08/88 5 NI 1152/871 24/11/87 3 NI 
1104/87 28/04/88 4 NI 1153/87* 28/07/88 5 NI 
1105/87 18/03/88 3 NI 1154/87L 16/12/87 3 NI 
1106/87* 12/01/89 6 NI 1OWCATR112 1154/87 08/191 1 DDS 
1107/87 11/02/88 3 NI 1155/87 07/03/88 3 NI 
1108/87 14/04/88 4NI 1156/87* 24/12/87 3 NI 6WCATR269 
1109/87 04/12/87 3 NI 1157/87 28/03/88 4NI 
1110/87 02/12/87 3 NI 1158/87L 01/12/87 3 NI 
1111/87 04/02/88 3 NI 1159/87* 28/09/88 5 NI 
1112/87 12/02/88 3 NI 1160/87 07/02/89 6 NI 
1113/87L 06/06/88 4NI 1161/87 07/03/88 3 NI 
1114/87* 09/05/89 6 NI 11WCATR92 1162/87* 29/01/88 3 NI 
1115/87L 03/12/87 3 NI 1163/87 14/09/89 TNI 
1115/87LR 20/06/90 1 DDS 1164/87 23/02/88 3 NI 
1116/87 02/12/87 3 NI 1165/87 11/04/88 4NI 
1117/87 14/03/88 3 NI 1166/87 06/07/88 4NI 
1118/87 10/05/88 4NI 1167/87 11/02/88 3 NI 
1119/871 31/05/88 4 NI 1168/871* 13/04/88 4NI 
1119/87 13/07/89 7NI 1169/87 10/02/88 3 NI 
1120/87 05/05/88 4 NI 1170/87* 02/05/90 1 DDS 
1121/87 24/12/87 3 NI 1171/87 17/0288 3 NI 
1122/87 25/02/88 3 NI 1172/87 19/12/88 6 NI 
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Number Date Cite Cite Number Date Cite Cite 
1173/87 30/11/87 3 NI 1226/87 11/07/88 4 NI 
1174/87* 22/06/88 4NI 9WCATR192 1227/87 25/11/88 6 NI 
1175/87* 21/12/87 3 NI 1228/87 10/11/88 6 NI 
1176/87 16/12/87 3 NI 1229/87 14/06/88 4 NI 
1177/87 22/12/87 3 NI 1230/87 29/02/88 3 NI 
1178/87 16/12/87 3 NI 1231/87 22/07/88 5 NI 
1179/87 16/12/87 3 NI 1232/87 21/01/88 3 NI 
1180/87 05/05/88 4 NI 1233/87 20/01/88 3 NI 
1181/87 04/02/88 3 NI 1234/87* 15/02/88 3 NI 
1182/87 09/03/88 3 NI 1235/87 15/08/88 5 NI 
1183/87* 02/10/89 7NI 1236/87 20/06/88 4NI 
1184/87 20/12/88 6 NI 1237/87 08/12/88 6 NI 
1185/87 02/11/88 5 NI 1239/87 15/07/88 4 NI 
1186/87 15/08/88 5 NI 1240/87 18/04/88 4 NI 
1187/87 14/03/88 3 NI 1241/87* 25/04/88 4 NI 8WCATR289 
1188/87* 14/12/88 6 NI 1OWCATR122 1242/87 15/11/88 5 NI 
1189/87 23/06/88 5 NI 1243/87 25/01/88 3 NI 
1190/87 26/02/88 3 NI 1244/87L 06/12/88 6 NI 
1191/87 14/12/87 3 NI 1245/871 07/01/88 3 NI 
1192/87 14/12/87 3 NI 1246/87* 05/10/88 5 NI 9WCATR210 
1193/87* 24/02/88 3 NI 1247/87 07/04/88 4NI 
1°94/87 26/01/88 3 NI 1248/87 27/01/88 3 NI 
1195/87 26/01/88 3 NI 1248/87R* 18/07/89 7NI 11WCATR103 
1196/87 15/01/88 3 NI 1249/87* 28/01/88 3 NI 8WCATR300 
1197/87 24/12/87 3 NI 1250/87 27/01/88 3 NI 
1198/87 24/12/87 3 NI 1251/87 27M1288 3 NI 
1199/87 16/12/87 3 NI 1252/87* 08/02/88 3 NI 
1200/87 11/02/88 3 NI 1253/87 27/01/88 3 NI 
1201/87 04/01/88 3 NI 1254/87 11/04/88 4NI 
1202/87 1702/88  3NI 1255/871 11/02/88 3 NI 
1203/87 10/03/88 3 NI 1255/87 20/03/89 6 NI 
1204/87 14/12/88 6 NI 1255/87R 20/11/90 1 DDS 
1205/87 11/02/88 3 NI 1257/87 24/05/88 4 NI 
1206/87 22/03/89 6 NI 1258/87* 02/03/88 3 NI 
1207/87 12/02/88 3 NI 1259/871 1003/88 3 NI 
1208/87 26/02/88 3 NI 1259/87 20/04/89 6NI 
1209/871 24/03/88 4NI 1260/87 23/02/88 3 NI 
1210/87 24/12/87 3 NI 1261/87* 12/02/88 3 NI 
1211/87 24/12/87 3 NI 1262/87 1103/88 3 NI 
1212/87 24/12/87 3 NI 1263/87L 19/05/88 4 NI 
1213/87 05/01/88 3 NI 1264/87* 25/09/89 7NI 12WCATRI18 
1214/87 07/01/88 3 NI 1265/87 25/07/88 5 NI 
1215/87 03/06/88 4NI 1266/87* 11/05/88 4NI 
1216/87 03/02/88 3 NI 1267/87 23/05/88 4NI 
1217/87 24/02/88 3 NI 1268/87L 28/06/88 4 NI 
1218/87 14/07/88 4NI 1268/87* 05/11/90 1 DDS 16WCATRI14 
1219/87L 16/05/88 4NI 1269/87* 13/06/88 4NI 
1220/87 19/01/88 3 NI 1270/87* 08/04/88 4NI 
1221/87 16/02/88 3 NI 1271/871 11/04/88 4NI 
1222/87 29/02/88 3 NI 1271/87 26/05/88 4NI 
1223/87 01/02/88 3 NI 1272/8713* 12/05/88 4NI 
1224/87 21/04/88 4NI 1272/871 19/01/88 3 NI 
1225/87 14/03/88 3 NI 1272/8712 04/03/88 3 NI 
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Number Date Cite Cite Number Date Cite Cite 
1273/87 04/03/88 3 NI 23/88* 05/08/88 5 NI Q9WCATR222 
1274/87 04/05/88 4 NI 24/88 20/06/88 4NI 
1275/87 16/05/88 4NI 25/88 06/04/88 4NI 
1276/87 17/05/88 4NI 26/88L 1102/88 3 NI 
1277/87 11/05/88 4NI 26/88 28/05/90 1 DDS 
1278/87L 17/02/88 3 NI 28/88 28/03/88 4NI 
1278/87 14/09/88 5 NI 29/88 21/04/88 4NI 
1279/87 22/06/88 5 NI 30/88 16/02/88 3 NI 
1280/87 11/01/88 3 NI 31/88 30/11/88 6 NI 
1281/87 08/01/88 3 NI 32/88* 12/05/88 4NI 
1282/87 08/01/88 3 NI 33/88 28/09/88 5 NI 
1283/87 03/02/88 3 NI 34/88 22/07/88 5 NI 
1284/87 03/02/88 3 NI 35/88 16/05/88 4NI 
1285/87 11/01/88 3 NI 36/88* 14/03/89 6 NI 
1286/87 11/01/88 3 NI 37/88 06/04/89 6 NI 11WCATR127 
1287/87 11/01/88 3 NI 38/88 15/08/88 5 NI ; 
1288/87 26/05/88 4 NI 39/88 212/89 6NI 
1289/87 25/01/88 3 NI 40/88* 11/04/88 4NI 
1290/87 18/01/88 3 NI 41/88 04/08/88 5 NI 
1291/87 18/01/88 3 NI 42/88 31/03/89 6 NI 
1292/87 30/03/88 4NI 43/88 22/12/88 6 NI 
1293/87 03/06/88 4NI 44/88 22/02/88 3 NI 
1294/87 05/04/88 4 NI 45/88 06/02/89 6 NI 
1295/87 09/06/88 4NI 46/88 29/04/88 4NI 
1296/87* 20/05/88 4NI 47/88 09/05/88 4NI 
1297/87 18/02/88 3 NI 48/88 30/05/88 4NI 
1298/87* 16/02/88 3 NI 49/88 15/06/88 4NI 
1299/87 09/06/89 7 NI 50/88 173/88 3 NI 
1300/87L 06/04/88 4 NI 51/88 03/10/88 5 NI 
1/88 31/10/88 5 NI 51/88A 27N6/89 7 NI 
2/88 03/08/88 5 NI 52/88 25/05/88 4NI 
3/88 11/04/88 4NI 53/88 24/02/88 3 NI 
4/88 01/09/88 5 NI 54/88 09/03/88 3 NI 
5/88* 25/04/88 4NI 8WCATR309 55/88 05/05/88 4NI 
6/88 27/04/88 4NI 56/88* 05/10/88 5 NI 
7/88 15/11/88 6 NI 57/88 23/02/88 3 NI 
8/88 04/05/88 4NI 58/88 13/04/89 6 NI 
9/881 13/05/88 4NI 59/88 26/05/88 4NI 
9/88 03/08/88 5 NI 60/88 18/03/88 3 NI 
10/88* 14/02/89 6 NI 10WCATR138 61/88 08/06/88 4NI 
11/88 07/04/88 4 NI 62/88 05/02/88 3 NI 
12/88 14/03/88 3 NI 63/88 08/02/88 3 NI 
14/88L 16/02/88 3 NI 64/88 08/02/88 3 NI 
14/88 22/12/88 6NI 65/88 08/02/88 3 NI 
15/88 17/02/88 3 NI 66/88 08/02/88 3 NI 
16/88 17/02/88 3 NI 67/88 08/02/88 3 NI 
17/88* 30/11/90 1 DDS 68/88 05/02/88 3 NI 
18/881 22/03/88 4NI 69/88 173/88 3 NI 
18/88 27/10/88 S NI 70/88 22/03/88 4NI 
19/88 03/03/88 3 NI 71/88 16/06/88 4NI 
20/88 12/07/88 4NI 72/88 13/06/88 4 NI 
21/88 29/04/88 4NI 73/88 25/08/88 5 NI 
22/88 01/03/88 3 NI T4288 31/03/88 4NI 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
75/88 19/09/88 5 NI 124/88R 06/06/90 1 DDS 
76/88 09/02/88 3 NI 125/88 05/06/89 7NI 
77/88 15/04/88 4NI 126/88 08/04/88 4 NI 
78/88 15/03/88 3 NI 127/88 03/05/88 4 NI 
79/88L 28/04/88 4NI 128/88 29/12/88 6 NI 
79/88 21/02/89 6 NI 129/88 24/03/88 3 NI 
80/88 12/04/89 6 NI 129/88A 23/09/88 5 NI 
81/88 14/03/88 3 NI 130/88 24/03/88 3 NI 
82/88 16/05/88 4NI 131/88 05/04/88 4NI 
83/88 25/03/88 4NI 132/88 24/03/88 3 NI 
83/88A 26/09/88 5 NI 133/88 24/03/88 3 NI 
84/88 13/05/88 4NI 134/88 24/03/88 3 NI 
85/88 03/03/88 3 NI 135/88 24/03/88 3 NI 
86/88 24/02/88 3 NI 136/88 24/03/88 3 NI 
87/88 24/02/88 3 NI 137/88 18/07/88 5 NI 
88/88 23/02/88 3 NI 138/88 06/04/88 4 NI 
89/88 13/04/88 4 NI 139/881 30/03/88 4NI 
90/88 23/02/88 3 NI 139/88 26/04/89 6 NI 
91/88 24/02/88 3 NI 140/88 06/04/88 4NI 
92/88 07/04/88 4 NI 141/88 22/01/90 1 DDS 
93/88 18/04/88 4NI 142/88 10/05/88 4 NI 
94/88 23/02/89 6 NI 143/88 11/04/88 4 NI 
95/88 09/06/88 4NI 144/88* 20/09/88 5 NI 
96/88 21/07/88 5 NI 145/88L 14/09/88 5 NI 
97/88 11/04/88 4NI 145/88 05/06/89 TNI 
98/88 06/10/88 5 NI 146/88 06/07/88 4NI 
99/88 13/05/88 4 NI 147/88 08/06/88 4 NI 
100/88* 15/06/88 4 NI 148/88* 12/04/88 4NI 
101/88 06/07/88 4NI 149/88 16/05/88 4NI 
102/88L 11/03/88 4 NI 150/88 19/05/88 4NI 
102/88* 25/05/89 7 NI 11WCATR140 151/88 07/07/88 4 NI 
102/88R 07/03/90 1 DDS 152/88* 05/5/89 6 NI 
103/88 03/03/88 3NI 153/88 29/09/88 5 NI 
104/88 11/01/91 1 DDS 154/88 04/10/88 5 NI 
105/88 24/10/88 5 NI 155/88 1507/88 4NI 
106/88 12/08/88 5 NI 156/88 16/03/88 3 NI 
107/88* 25/03/88 4 NI 8WCATR318 157/881 13/04/88 4NI 
109/88* 06/05/88 4NI 157/88 30/01/90 1 DDS 
110/88* 28/03/88 4NI 158/88 22/03/88 3 NI 
111/88 22/03/88 4NI 160/88 22/03/88 3 NI 
112/88 01/11/88 5 NI 161/88 22/03/88 3 NI 
113/88 23/03/88 4NI 162/88 22/03/88 3 NI 
114/88 18/04/88 4NI 163/88 23/03/88 3 NI 
115/88 18/04/88 4 NI 164/88 02/05/88 4NI 
116/88 18/04/88 4 NI 165/88 28/04/88 4 NI 
117/88 22/04/88 4NI 166/88 12/04/88 4NI 
118/88 25/07/88 5 NI 167/88 18/10/88 5 NI 
119/88 21/09/88 5 NI 168/88 22/04/88 4 NI 
120/88L 28/07/88 5 NI 169/88L 11/04/88 4NI 
121/88 19/05/88 4NI 169/88 06/02/89 6 NI 
122/88* 05/05/88 4NI 170/88 17/5/88 4 NI 
123/88 05/04/88 4NI 171/88 28/06/88 4 NI 
124/88* 28/07/88 5 NI 9WCATR231 172/88 22/04/88 4 NI 
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Decision Release 
Number Date 
173/88L 12/04/88 
173/88 21/02/89 
174/88 28/04/88 
175/88 03/06/88 
176/88L 05/04/88 
176/88* 17/05/89 
177/88* 09/11/89 
178/88 28/03/88 
179/88 28/03/88 
180/88 18/05/88 
182/88 28/03/88 
183/88 20/05/88 
184/88 27/05/88 
185/88 13/10/88 
186/88 11/04/88 
187/88 20/04/88 
188/88 13/05/88 
189/88 17/06/88 
190/88 26/04/88 
191/88 11/05/88 
192/88 18/04/88 
193/88 02/05/88 
194/88 10/05/88 
195/88 11/04/88 
196/881 27/07/88 
196/88 07/09/89 
197/88 21/07/88 
198/88 29/04/88 
199/88* 29/04/88: 
200/88 08/06/88 
201/88 22/07/88 
202/88 13/02/89 
203/88 02/05/88 
204/88 11/05/88 
205/88* 09/06/88 
206/88 * 30/09/88 
207/88 09/06/88 
208/88 04/08/88 
209/88 22/04/88 
210/88 01/06/88 
211/88 04/06/88 
212/881 08/04/88 
212/88* 22/08/88 
213/88* 14/06/88 
213/88A 06/03/89 
214/88* 13/05/88 
215/88 20/05/88 
216/881 31/03/88 
216/88 26/09/88 
217/88 13/05/88 
218/88 26/09/88 
219/88 08/06/88 
220/88 20/06/88 


Reporter 
Cite 


9WCATR248 


8WCATR333 
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221/88 
222/881 
223/88 
224/88 
225/88 
226/88 
227/88 
228/88 
229/88 
230/88 
231/88 
232/88 
233/88 
234/88 
235/88* 
236/88* 
237/88 
238/88 
239/88 
240/88 
241/88 
242/88 
243/88L 
243/88 
244/88 
245/88 
245/88R 
246/88 
247/88 
248/88 
249/88 
250/88* 
251/88 
252/88 
253/88 
254/88 
255/88* 
256/88 
257/88 
258/88* 
259/88* 
260/88L 
261/88 
262/88 
263/88* 
264/88L 
264/88F 
265/88L 
266/88 
267/88 
268/88 
269/88 
270/88 


Release 
Date 


03/05/88 
15/07/88 
10/11/89 
18/08/88 
19/05/88 
02/08/88 
16/05/88 
18/07/88 
24/08/88 
13/05/88 
16/05/88 
16/05/88 
16/05/88 
16/05/88 
30/05/88 
31/08/88 
13/07/88 
30/06/88 
09/05/89 
24/10/89 
16/09/88 
20/04/88 
15/06/88 
21/06/89 
08/08/89 
30/03/89 
20/09/90 
29/06/88 
27/06/88 
01/06/88 
10/06/88 
22/07/88 
19/12/88 
13/12/88 
30/06/89 
21/11/88 
19/05/88 
30/06/88 
15/08/88 
14/07/88 
22/06/88 
17/8/88 
04/10/88 
20/05/88 
13/02/89 
06/12/88 
09/08/89 
15/08/88 
04/08/88 
20/05/88 
11/07/88 
14/07/88 
23/05/89 


4 NI 8WCATR347 


5 NI 9WCATR264 


4NI 8WCATR358 
4NI SWCATR272 


6 NI 1OWCATRIS2 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
271/88 27/5/88 4NI 323/88 29/06/89 7NI 
272/88 18/07/88 5 NI 324/88L 07/06/88 4NI 
273/88 3005/88 4NI 325/88 1508/88 5 NI 
274/88L 27/09/88 5 NI 326/88 15/09/88 5 NI 
275/88 11/05/88 4NI 327/88 12/08/88 5 NI 
276/88 16/05/88 4NI 328/88 17/05/89 6 NI 
277/88 16/05/88 4NI 329/88 02/09/88 5 NI 
278/88 18/05/88 4NI 330/88 07/10/88 5 NI 
279/88 12/09/89 7NI 331/881 19/08/88 5 NI 
280/88 07/06/88 4NI 331/88 07/06/89 7NI 
281/88 17/08/88 5 NI 332/88 08/06/88 4NI 
282/88 25/05/88 4NI 333/88 25/08/88 5 NI 
283/88 03/08/88 5 NI 334/88 272/89 6 NI 
284/88 07/10/88 5 NI 335/88* 13/06/88 4NI 
285/88 01/06/88 4NI 336/88 23/08/89 7NI 
286/88 01/06/88 4NI 337/88* 16/12/88 6 NI ‘10WCATR182 
287/88 01/06/88 4NI 338/88 03/06/88 4NI 
288/88L 21/7/88 5 NI 339/88 24/11/88 6 NI 
289/88 25/10/89 7NI 340/88 11/04/89 6 NI 
290/88 28/06/88 4NI 341/88 12/07/88 4NI 
291/88 13/07/88 4NI 342/88 02/03/89 6 NI 
292/88 20/05/88 4NI 343/88* 26/5/89 ° 7NI 
294/88" 27/01/89 6 NI 344/88 04/08/88 5 NI 
295/88 11/05/88 4NI 345/88 11/04/89 6 NI 
296/88 01/11/88 5 NI 346/88 27A7/88 5 NI 
297/88 21/09/88 5 NI 347/881 12/08/88 5 NI 
298/88* 08/06/88 4NI 9WCATR281 347/88* 16/06/89 7NI 
299/88 26/05/88 4NI 348/88 12/08/88 5 NI 
300/88* 30/03/89 6 NI 349/88* 27AN 7288 5 NI 
301/88 14/07/88 4NI 350/88* 26/09/88 5 NI 9WCATR298 
302/88* 14/02/89 6 NI 1OWCATR162 351/88 27N6/88 4NI 
303/88L 30/05/88 4NI 352/88 27N6/88 4NI 
303/88* 19/0190 1 DDS 13WCATR44 353/88 27N6/88 4NI 
304/88 21/11/88 6 NI 354/88 276/88 4NI 
305/88 26/10/88 5 NI 355/88* 170289 6 NI 10OWCATR194 
306/88 17/11/88 6 NI 356/88 24/06/88 5 NI 
307/88 20/05/88 4NI 357/88 30A8/88 5 NI 
308/88 19/05/88 4NI : 358/88 "22/1188 6 NI 
309/88 26/05/88 4NI 359/881 18/08/88 5 NI 
310/88 21/07/89 7NI 359/88 06/01/89 6 NI 
311/88 18/07/88 4NI 360/88 07/10/88 5 NI 
312/88 05/10/88 5 NI 361/88L 26/07/88 5 NI 
313/88 14/11/89 7NI 362/88L 24/10/88 5 NI 
314/88 29/11/88 6 NI 363/88 1849/88 5 NI 
315/88 15/11/89 TNI 364/88 02/11/88 5 NI 
316/88 1307/88 4NI 365/88 23/02/89 6 NI 
317/88 24/06/88 4NI 366/88 22/08/88 5 NI 
318/88 19/08/88 5 NI 367/88L 21N7/88 5 NI 
319/88 02/03/89 6 NI 368/88 14/09/88 5 NI 
320/88* 16/08/88 5 NI 9WCATR292 368/89L 19/06/89 7NI 
321/88 29/09/88 5 NI 369/88 18/08/88 5 NI 
321/88A 28/07/89 7NI 370/88 12/09/88 5 NI 
322/88 02/08/88 5 NI 371/88 04/10/88 5 NI 
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419/88L 


Release 
Date 


277/88 
14/11/89 
19/07/88 
01/06/88 
27/10/88 
12/07/88 
26/08/88 
26/08/88 
24/8/88 
02/09/88 
04/10/88 
30/03/89 
09/5/89 
11/10/88 
13/10/88 
06/07/88 
05/10/88 
10/08/88 
16/08/88 
19/10/88 
2543/91 
31/10/88 
27/10/89 
10/08/88 
17/07/89 
05/10/88 
2406/88 
27N6/88 
23/06/88 
25/01/89 
212/89 
17/06/88 
24/06/88 
14/09/88 
27/10/88 
11/01/89 
29/11/90 
227/88 
03/10/89 
27/17/88 
14/12/88 
01/11/88 
15/12/88 
190788 
29/08/88 
28/06/89 
07N7/88 
12/08/88 
12/08/88 
25/08/88 
25/08/88 
17/06/88 
1507/88 
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Reporter Decision Release 
Cite Number Date 

420/88L 30/06/88 
420/88* 0305/90- 
421/88 04/10/88 
422/88 04/10/88 
423/88* 01/12/88 
424/88 18/07/88 
425/88* 11/10/88 
426/88* 27/7/88 
427/88* 04/10/88 
428/88* 18/01/89 
429/88 07/09/88 
430/88L* 18/08/88 
431/88L 28/06/88 
432/88* 05/10/88 
433/88 276/88 
434/88 27/04/89 
435/88* 26/08/88 
436/88 26/08/88 
437/88 28/09/88 
438/88 06/10/89 
439/88 29/07/88 
440/88 30/11/88 
441/88 23/09/88 
442/88 18/08/88 
443/88 08/09/88 
444/88L 18/08/88 
445/88 19/09/88 
446/88 20/07/88 
447/88 30/06/88 
1OWCATR205 448/88 20/07/88 
449/88 23/11/88 
450/88 20/06/88 
451/88 11/10/88 
453/88 20/07/88 
454/88 3108/88 
455/88 29/12/88 
456/88 02/11/88 
457/88L 27/7/88 
12WCATR30 458/88L 05/10/88 
459/88 08/07/88 
460/88 03/03/89 
461/88 19/06/89 
462/88* 23/11/88 
464/88 11/07/88 
465/88 29/08/88 
466/88 117/88 
467/88L 20/07/88 
468/88* 117/88 
469/88* 14/9/88 
470/88* 17/8/88 
471/88* 23/02/89 
472/88 06/07/88 
473/88 21/12/88 


1 DDS 14WCATR7 


6 NI 10OWCATR216 


5 NI 9WCATR306 


5 NI SWCATR315 
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Decision 
Number 


474/88 
475/88L 
475/88* 
476/88* 
477/88 
478/88 
479/88L 
480/88 
481/88 
482/88 
483/88* 
484/88 
485/88 
486/88 
487/88L 
488/88L 
489/88 
490/881* 
490/88* 
491/88 
492/88 
49°/88R 
492/88R2 
493/88 
494/88 
495/88* 
496/88 
497/88 
498/88 
499/88 
500/88 
501/88 
502/88 
503/88 
504/881* 
505/88 
506/88 
507/88 
508/88 
509/88 
510/88* 
511/88 
511/88R 
512/88 
513/88 
514/88* 
515/88 
516/88 
517/88 
518/88 
519/88 
520/88 
521/88 


18/08/88 
11/07/88 
22/02/90 
11/07/88 
25/10/88 
04/07/88 
04/07/88 
11/07/88 
01/12/88 
26/10/88 
18/11/88 
21/09/88 
28/10/88 
21/09/88 
27/07/88 
26/07/88 
05/01/89 
02/08/88 
14/08/89 
08/08/88 
10/07/90 
05/10/90 
19/12/90 
21/07/88 
14/07/88 
22/12/88 
28/10/88 
15/02/89 
17/1289 
11/01/89 
14/12/88 
29/08/88 
14/09/88 
29/07/88 
31/08/88 
25/07/88 
26/07/88 
26/07/88 
22/09/88 
14/12/88 
09/11/88 
05/10/88 
22/0491 
19/09/88 
12/12/88 
22/11/88 
27/07/88 
11/10/88 
30/12/88 
02/08/88 
18/07/88 
14/09/88 
29/06/89 
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Reporter Decision Release 
Cite Number Date 
522/88L 2203/90 
523/88L 24/08/88- 
13WCATR64 524/88 21/09/88 
9WCATR325 525/88 07/04/89 
526/88 29/09/88 
527/88 26/07/88 
528/88 24/10/88 
529/88 21/07/88 
530/88 25/07/88 
531/88 13/06/90 
10WCATR227 532/88 05/10/88 
533/88 15/08/88 
534/88 14/09/88 
535/881* 25/07/88 
536/88 06/07/89 
537/88 27/10/88 
538/88 09/12/88 
9WCATR332 539/88 03/05/89 
12WCATR41 540/88 26/09/88 
541/88 23/01/90 
542/88L 04/04/89 
543/88 05/10/88 
544/88 06/10/88 
545/88 06/10/88 
546/88 05/10/88 
10WCATR241 547/88 272490 
548/88 277/88 
549/88 08/11/88 
550/88 21/12/88 
551/88L 24/08/88 
552/88* 18/01/89 
553/88 10/01/89 
554/88 20/10/88 
555/88 03/11/88 
556/88 09/12/88 
557/88 23/09/88 
558/88 26/09/88 
559/88 26/09/88 
560/88 16/09/88 
561/88 16/09/88 
1OWCATR259 562/88 26/09/88 
563/88 26/09/88 
564/88 17/08/88 
565/88 13/10/88 
566/88 17/8/88 
567/88 12/10/88 
568/88* 21/10/88 
569/88* 11/08/88 
570/88 25/10/89 
571/88 04/10/88 
572/88 03/10/88 
573/88* 09/08/88 
574/88 11/12/88 


5 NI SWCATR342 
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Decision 
Number 


575/88 
576/88 
577/88 
578/88 
579/88* 
580/88 
581/88L 
582/88* 
584/88 
585/88 
586/88 
$87/88 
588/881 
588/88 
589/88 
590/88L 
591/88 
592/88 
593/88 
594/88 
595/88 
596/88 
597/88 
598/88L 
599/88 
600/88 
601/88 
602/88 
603/881 
603/88* 
604/88* 
605/88 
606/88 
606/88R* 
607/88 
608/88 
609/88 
610/88 
611/88L 
612/88 
613/881* 
613/88 
614/88 
615/88 
616/88 
617/88 
618/88 
619/88 
620/88 
621/88 
622/88 
623/88 
624/88 


Release 
Date 


09/11/88 
29/08/88 
30/11/88 
25/08/88 
12/12/88 
04/10/88 
02/11/88 
07/12/88 
13/10/88 
24/08/88 
09/01/89 
22/08/88 
22/08/88 
05/12/89 
22/08/88 
22/08/88 
08/12/88 
22/08/88 
03/03/89 
17/08/88 
30/05/89 
18/08/88 
18/08/88 
12/07/90 
08/08/88 
25/10/88 
25/10/88 
29/11/89 
13/10/88 
05/11/89 
09/09/88 
17/02/89 
14/06/89 
02/01/90 
31/08/88 
02/09/88 
22/11/90 
09/03/89 
13/07/89 
30/01/89 
24/10/88 
23/08/89 
9/11/88 

04/04/89 
24/04/90 
31/10/88 
31/10/88 
31/10/88 
27/07/89 
02/12/88 
17/10/88 
28/09/88 
29/09/88 


Summary 
Cite 
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Reporter 
Cite 


1OWCATR268 


10WCATR279 


13WCATR73 
9WCATR349 


13WCATR85 


9WCATR352 
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Decision 
Number 


625/88 
626/88 
627/88 
628/88 
629/88L 
629/88* 
630/88 
631/88 
632/88 
633/88 
634/88 
635/88L 
635/88 
636/88 
637/88 
638/88* 
639/88L 
640/88 
641/88 
642/88 
643/88L 
644/88L 
645/88 
646/88 
647/88 
648/88 
649/88* 
650/88 
651/88 
652/88 
653/88* 
654/881 
654/88 
655/88 
656/88* 
660/88 
661/88 
662/88 
663/88 
664/881 
664/88 
665/88 
666/88 
667/88 
668/88 
669/88 
670/88 
671/88 
672/88* 
673/88 
674/88 
675/88* 
676/88 


Release 
Date 


03/10/88 
13/10/88 
29/08/88 
22/11/89 
01/03/89 
26/09/89 
09/09/88 
08/09/88 
16/09/88 
09/09/88 
20/12/88 
02/09/88 
03/02/89 
06/10/88 
28/05/90 
09/11/88 
13/0690 
27/10/88 
20/12/89 
30/12/88 
23/09/88 
21/09/88 
29/12/88 
18/10/88 
18/01/89 
24/10/88 
11/01/89 
09/09/88 
10/11/88 
14/12/88 
142/89 
19/01/90 
14/06/90 
26/09/88 
09/12/88 
06/12/88 
02/12/88 
26/09/88 
05/10/88 
27/09/88 
25/10/89 
26/09/88 
21/11/88 
26/07/89 
17/10/88 
30/05/89 
17/07/89 
13/09/88 
18/10/88 
09/09/88 
04/10/88 
18/11/88 
11/10/89 


TNI 12WCATRSS 


6 NI 1OWCATR287 


5 NI S9WCATR360 
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MASTER LIST OF DECISIONS April 26, 1991 


Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
677/88 26/09/88 5 NI 724/88 22/08/89 TNI 
678/88L 15/02/89 6 NI 725/88 01/11/88 5 NI 
679/88 28/09/88 5 NI 726/881 12/12/88 6 NI 
680/88 14/12/88 6 NI 726/88 12/04/89 6 NI 
681/88 22/02/89 6 NI 727/881 12/12/88 6 NI 
682/88 28/09/88 5 NI 727/88 26/01/89 6 NI 
683/88 19/09/88 5 NI 728/881 12/12/88 6 NI 
684/88* 19/12/88 6 NI 10OWCATR296 728/88 25/01/89 6 NI 
685/88 18/11/88 6 NI 729/881 12/12/88 6 NI 
686/88* 13/10/88 5 NI 729/88 25/01/89 6 NI 
687/88 15/03/89 6 NI 730/881 12/12/88 6 NI 
688/88 12/04/89 6 NI 730/88 16/05/89 6 NI 
689/88L 26/09/88 5 NI 731/881 _ 12/12/88 6 NI 
690/88 14/10/88 5 NI 731/88 24/04/90 1 DDS 
691/88 24/10/89 de 732/881 12/12/88 6 NI 
692/88 27/10/88 5 NI 732/88 13/04/89 6 NI 
693/88 17/04/89 6 NI 733/881 12/12/88 6 NI 
694/88L 11/10/88 5 NI 733/88 30/03/89 6 NI 
694/88 30/11/89 7 NI 734/88 06/02/89 6 NI 
695/881 14/10/88 5 NI 735/88 05/12/88 6 NI 
695/88 09/03/89 6 NI 736/88 0707/89 7TNI 
696/881* 13/10/88 5 NI 9WCATR367 737/88* 03/11/88 5 NI 10WCATR318 
696/88* 09/03/89 6 NI 10OWCATR308 738/88 10/01/89 6 NI 
697/881 14/10/88 5 NI 739/88 - 05/09/89 7 NI 
697/88 09/03/89 6 NI 740/88 30/12/88 6 NI 
698/88 13/04/89 6 NI 741/88 06/02/89 6 NI 
699/88L 16/12/88 6 NI 742/88 19/10/88 5 NI 
700/88L* 02/11/88 5 NI 743/88 09/02/89 6 NI 
701/88* 09/06/89 7 NI 11WCATR150 744/88 18/10/88 5 NI 
701/88R* 13/08/90 . 1 DDS ISWCATR39 745/88 02/08/90 1 DDS 
702/881 26/09/88 5 NI 746/88 01/03/89 6 NI 
702/88 19/11/90 1 DDS 747/88 17/1289 6 NI 
703/88 16/03/89 6 NI 748/88 10/02/89 6 NI 
704/88L 10/01/89 6 NI 749/88 13/12/88 6 NI 
705/88 10/03/89 6 NI 750/88 14/10/88 5 NI 
706/88 03/11/88 5 NI : 751/88 14/10/88 5 NI 
707/88 16/02/89 6 NI 752/88 14/10/88 5 NI 
708/88 22/03/89 6 NI 753/88* 21/04/89 6 NI 
709/88 25/01/89 6 NI 754/88 19/01/89 6 NI 
710/88 11/08/89 7 NI 755/88* 17/11/88 6 NI 1OWCATR323 
711/88 15/11/88 6 NI 755/88R 2002/91 1 DDS 
712/88 27/01/89 6 NI 756/88 21/07/89 7NI 
713/88 29/05/90 1 DDS 757/88 06/12/88 6 NI 
714/88 11/05/89 6 NI 758/88 17/07/90 1 DDS 
715/88 25/04/89 6 NI 759/88 25/0590 1 DDS 
716/88 09/03/89 6 NI 760/88 01/12/88 6 NI 
718/88 15/11/89 7NI 761/88* 01/12/88 6 NI 
719/88 03/04/89 6 NI 762/88 01/12/88 6 NI 
720/88 29/05/89 7 NI 763/88 16/02/89 6 NI 
721/88 02/03/89 6 NI 764/88 23/01/89 6 NI 
722/88 18/10/88 5 NI 765/88 14/02/89 6 NI 
723/88 15/03/89 6 NI 766/88 16/03/89 6 NI 
723/88R 19/12/89 1 DDS 767/88 12/12/88 6 NI 
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768/88 30/03/89 
769/88 12/10/88 
770/88 21/10/88 
771/88 21/10/88 
772/88 21/10/88 
773/88L* 16/12/88 
774/88 07/02/89 
775/88 14/02/89 
776/88 31/10/88 
777/88 10/01/89 
778/88 02/11/88 
779/88 25/05/89 
780/88 29/12/88 
781/88 26/10/88 
782/88 25/09/90 
783/88L 16/11/88 
784/88 15/11/89 
785/88* 10/04/89 
786/88* 09/12/88 
787/88 03/11/88 
788/88 03/03/89 
789/881* 25/04/89 
789/88* 04/12/89 
790/88 10/11/88 
791/88 07/10/88 
792/88 22/11/88 
793/88 11/01/89 
794/88 28/11/88 
795/88 24/11/88 
796/88 09/12/88 
797/88* 03/04/89 
798/88 16/02/89 
799/88 23/02/89 
800/88L 30/12/88 
800/88 17/07/89 
801/88 23/11/88 
802/88* 09/11/88 
803/88 13/01/89 
804/88 10/04/89 
805/88 10/04/89 
806/88 24/08/89 
807/88 14/12/88 
807/88F 06/04/90 
808/88L 04/11/88 
809/88 16/11/88 
810/88 10/11/88 
811/88 13/06/90 
812/88 11/09/89 
813/88 21/02/89 
814/88 06/12/88 
815/88 06/12/88 
816/88 06/12/88 
817/88 16/11/88 


MASTER LIST OF DECISIONS 


Decision 
Number 


818/88 
819/88L 
820/88 
821/88 
822/88 
823/88* 
824/88 
825/88 
826/88* 
827/88 
828/88 
829/88* 
830/88 
831/88* 
831/88F* 
832/88 
833/88 
834/88 
835/88 
836/88 
837/88 
838/88 
839/88 
840/88 
841/88 
842/88L 
842/88 
843/88 
844/88 
844/881 
845/88* 
845/88R* 
846/88 
847/88 
848/88L 
848/88LF 
848/88 
849/881 
850/88* 
851/88* 
852/88 
853/88 
854/88 
855/88 
856/88 
857/88 
858/88 
858/88R 
859/88 
860/88* 
861/88 
862/88L 
862/88LA 


Release 
Date 


02/12/88 
23/11/88 
16/02/89 
29/12/88 
10/04/89 
11/01/88 
15/11/88 
15/11/88 
07/12/88 
03/11/88 
03/11/88 
29/11/88 
28/02/89 
02/03/89 
19/10/90 
16/02/89 
28/11/88 
27/09/89 
02/12/88 
27/06/89 
06/02/89 
03/03/89 
26/07/89 
08/06/89 
16/03/89 
15/03/89 
10/12/90 
20/01/89 
25/01/89 
30/01/89 
26/04/89 
23/0491 
08/06/89 
05/12/88 
22/11/88 
09/0390 
17/10/90 
15/11/88 
05/12/88 
19/12/88 
08/02/91 
10/01/89 
06/12/88 
12/12/88 
09/03/89 
05/12/88 
30/11/88 
12/0490 
17/0190 
20/06/89 
25/11/88 
05/12/88 
09/01/89 


Summary Reporter 
Cite Cite 


6 NI 10WCATR334 
1 DDS 16WCATR26 


6 NI 11WCATRI154 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
863/88L 01/12/88 6 NI 907/88 30/01/89 6 NI 
864/88L 05/12/88 6 NI 908/88* 26/01/89 6 NI 
865/88L 12/01/89 6 NI 909/88 25/01/89 6 NI 
866/88 12/12/88 6 NI 910/88 10/01/89 6 NI 
867/88L 12/12/88 6 NI 911/88* 06/12/88 6 NI 
867/88 22/12/89 1 DDS 912/88 05/12/88 6 NI 
868/88L 09/12/88 6 NI 913/88L 14/12/88 6 NI 
869/88 18/07/90 1 DDS 914/881 30/12/88 6 NI 
870/88L 06/02/89 6 NI 915/88 11/0590 1 DDS 
870/88 14/1190 1 DDS 916/88 10/01/89 6 NI 
871/88 17/05/89 6 NI 917/88 11/08/89 7 NI 
872/88 10/01/89 6 NI 918/88L 13/12/88 6 NI 
873/88 13/12/88 6 NI 919/88 14/03/89 7TNI 
874/88 07/12/88 6 NI 920/88 07/12/88 6 NI 
875/88 04/01/89 6 NI 921/88 30/03/89 6 NI 
876/88L 14/02/89 6 NI 922/88 22/12/89 1 DDS 
876/88* 23/01/90 1 DDS 13WCATR89 922/88 22/12/89 NI 
877/88 30/12/88 6 NI 923/88 28/04/89 6 NI 
878/88 12/12/88 6NI 924/88* 09/03/89 6 NI 11WCATR188 
879/88L 02/12/88 6 NI 925/88 09/12/88 6NI 
879/88LR 19/10/90 1 DDS 925/88R 23/10/90 1 DDS 
879/88L2 08/02/91 1 DDS 926/88* 15/11/89 TNI 
880/88* 27/04/90 1 DDS 14WCATR26 927/88 14/12/88 6 NI 
880/88R 19/02/91 1 DDS 928/88L 03/04/89 6 NI 
881/88 20/01/89 6 NI 928/88F 25/10/89 7TNI 
882/88L 21/02/89 6NI 929/88 14/12/88 6 NI 
882/88* 25/07/89 7NI 930/88 30/12/88 6NI 
883/88 15/12/88 6 NI 931/88L 14/02/89 6 NI 
884/88 22/12/88 6 NI 932/88 21/12/89 1 DDS 
885/88* 24/05/89 6 NI 11WCATR163 933/88 18/05/89 6 NI 
886/88L 29/12/88 6 NI 934/88* 13/07/89 TNI 11WCATR196 
886/88 30/06/89 TNI 935/88 22/02/89 6 NI 
887/88 21/12/88 6 NI 936/88* 07/02/89 6 NI 
888/881 05/01/89 6 NI 937/88 20/02/89 6 NI 
888/88 12/12/89 TNI 938/88 05/01/89 6NI 
889/88 25/01/89 6NI 939/88 23/01/89 6 NI 
890/88L 07/09/89 7TNI 940/881 15/12/88 6 NI 
890/88 25/0590 1 DDS 940/88 11/11 1 DDS 
891/88 18/01/89 6 NI 941/881 08/02/89 6NI 
892/88 19/12/89 1 DDS 941/88* 07/8/90 1 DDS 1SWCATRS9 
894/88 15/11/90 1 DDS ‘ 942/88 09/01/90 1 DDS 
895/88 22/03/89 6 NI 943/88 18/01/90 1 DDS 
896/88L 01/06/90 1 DDS 944/88 13/02/89 6 NI 
897/88* 08/06/90 1 DDS 1SWCATR45 945/88 10/01/89 6NI 
898/88 31/01/89 6 NI i 946/88 16/02/89 6NI 
899/88 20/06/89 7TNI 947/88 14/08/89 7 NI 
900/88 20/12/88 6 NI 948/88* 16/11/90 1 DDS 16WCATR32 
901/88 06/02/89 6 NI 950/881 01/02/89 6 NI 
902/88* 06/02/89 6 NI 950/88 1303/1 1 DDS 
903/88 06/02/89 6 NI 951/88 18/01/89 6 NI 
904/88* 13/03/90 1 DDS 14WCATR44 952/88 04/04/89 6 NI 
905/88 21/02/89 6 NI 953/88 23/12/88 6 NI 
906/88 12/12/88 6 NI 954/88 23/12/88 6 NI 
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Number Date Cite Cite Number Date Cite Cite 

955/88 28/04/89 6 NI 1004/88 . 08/02/89 6 NI 

956/88 23/12/88 6 NI 1005/88 13/09/90 1 DDS 

957/88 16/01/89 6 NI 1/89L 26/01/89 6 NI 

958/88 21/12/88 6 NI 2/89 31/01/89 6 NI 

959/88L 01/03/89 6 NI 3/89 27/01/89 6 NI 

960/88 _ 14/09/89 7NI 4/89* 26/04/89 6 NI 11WCATR226 
961/881 28/02/89 6 NI 5/89 27/01/89 6NI — 

961/88 25/07/89 TNI 6/891 24/01/89 6 NI 

962/88 01/02/89 6 NI 6/89 17/08/89 7NI 

963/88L 11/04/89 6 NI 7/89L 15/03/89 6 NI 

963/88 21/12/89 1 DDS 8/89 12/01/89 6 NI 

964/88 23/12/88 6 NI 9/89 12/01/89 6 NI 

965/88 07/09/89 TNI 10/89 12/01/89 6 NI 

966/88 05/01/89 6 NI 11/89* 07/03/89 6 NI 

967/88 02/02/89 6 NI 12/89 18/05/89 6 NI 

968/88 14/09/89 7 NI 13/89 06/03/89 6 NI 

969/88 29/12/88 6 NI 15/89 14/08/89 7NI 

970/88 11/01/89 6 NI 16/89 03/03/89 6 NI 

971/88 30/12/88 6 NI 17/891 06/02/89 6 NI 

972/88* 14/02/89 6 NI 17/8912* 06/02/90 1 DDS 13WCATR118 
973/88 08/02/89 6 NI 17/89* 31/10/90 1 DDS 16WCATR46 
974/88* 28/12/88 6 NI 10WCATR345 18/89 24/01/89 6 NI 

975/88 21/02/89 6 NI 19/89 16/05/89 6 NI 

976/88 18/04/89 6 NI 20/89 3141/89 6 NI 

977/881* 09/03/89 6 NI 21/89L 03/03/89 6 NI 

977/88 10/04/89 6 NI 21/89 06/02/90 1 DDS 

978/88 08/06/89 TNI 22/89* 10/01/91 1 DDS 

979/88 07/02/89 6 NI 23/89* 28/03/91 1 DDS 

980/88 21/02/89 6 NI 25/89 01/02/89 6 NI 

981/88 21/02/89 6 NI 26/89 10/04/89 6 NI 

982/88 11/01/89 6 NI 27/89 26/01/89 6 NI 

983/88 11/01/89 6 NI 28/89 02/03/89 6 NI 

984/88 25/01/89 6 NI 29/89 14/02/89 6 NI 

985/88 07/03/89 6 NI 30/89 26/05/89 7NI 

986/88 23/12/88 6 NI 31/89* 14/02/89 6 NI 1OWCATR351 
987/88 17/02/89 6 NI 32/89L* 08/06/89 TNI 

988/88 13/06/89 7NI 33/89L 28/02/89 6 NI 

989/88 07/02/89 6 NI 34/89 13/02/89 6 NI 

990/88 14/02/89 6 NI 35/89 23/02/89 6 NI 

991/881 28/12/88 6 NI 36/89 1402/89 6 NI 

992/88 31/01/89 6 NI 37/89 02/03/89 6 NI 

993/88 12/01/89 6 NI 38/89 08/02/89 6NI 

994/88I* 14/03/89 6 NI 11WCATR210 39/89 25/01/89 6 NI 

994/88* 18/10/89 TNI 12WCATR61 40/89 15/05/89 6 NI 

995/88 10/02/89 6 NI 41/89 16/06/89 TNI 

996/88 14/04/89 6 NI 42/891* 22/03/89 6 NI 11WCATR232 
997/88 22/03/89 6 NI 42/89* 20/09/89 TNI 12WCATR85 
998/88 27/12/89 1 DDS 43/89 21/7/89 7NI 

999/88* 17/01/89 6 NI 44/89L 03/02/89 6 NI 

1000/88 17/02/89 6 NI 45/89 03/02/89 6 NI 

1001/88* 14/09/89 TNI 46/89* 21/03/89 6 NI 

1002/88* 26/01/89 6 NI 47/89 1303/91 1 DDS 

1003/88 05/04/89 6 NI 48/89 06/06/89 7NI 
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Number Date Cite Cite Number Date Cite Cite 
49/89 06/12/89 TNI 101/89 14/04/89 6 NI 
50/89 01/02/89 6 NI 102/89* 09/05/89 6 NI 
51/89 01/02/89 6 NI 103/89 03/04/89 6 NI 
§2/89L 13/02/89 6 NI 104/89 10/25/89 7NI 
53/89 01/06/89 7NI 105/89* 17/05/89 6 NI 
54/89 07/02/89 6 NI 106/89* 21/09/90 1 DDS 16WCATRS9 
$5/891* 28/03/89 6 NI 107/89* 13/02/90 1 DDS 13WCATR153 
55/89 08/01/91 1 DDS 108/89 01/03/89 6 NI 
56/89 06/03/89 6 NI 109/891 28/06/89 7NI 
57/89 03/02/89 6 NI 109/89 29/09/90 1 DDS 
59/89 12/07/89 TNI 109/8912 29/11/90 1 DDS 
60/89 25/05/89 TNI 110/89 19/07/89 7NI 
61/89 03/02/89 6 NI 110/89R 277/90 1 DDS 
62/89* 19/01/90 1 DDS 13WCATR130 111/89 10/05/89 6 NI 
63/89 09/08/89 7NI 112/89 30/01/90 1 DDS 
64/89* 10/03/89 6 NI 112/89 30/0190 1 DDS 
65/89L 22/03/89 6 NI 113/89* 28/02/89 6 NI 10WCATR355 
66/89 15/02/89 6 NI 114/89 10/05/89 6 NI 
67/89 16/02/89 6 NI 115/89* 01/08/89 7NI 
68/89 19/06/89 TNI 116/89 17/03/89 6 NI 
69/89* 15/09/89 7NI 12WCATR172 117/89 28/03/89 6 NI 
70/89 06/04/89 6 NI 118/89 05/06/89 7NI 
71/89* 27/02/89 6 NI 119/89 03/04/89 6 NI 
72/89 07/02/89 6 NI 120/89 19/12/90 1 DDS 
73/89 07/06/89 7NI 121/89 01/08/89 7NI 
74/89 07/02/89 6 NI 122/89 08/03/89 6 NI 
75/89 07/02/89 6 NI 123/89 07/04/89 6 NI 
76/89 07/02/89 6 NI 124/89 07/04/89 6 NI 
77/89 13/02/89 6 NI 125/89 10/04/89 6 NI 
78/89 23/02/89 6 NI 126/89 30/06/89 7TNI 
79/89 28/02/89 6 NI 127/89 21/04/89 6 NI 
80/89 15/02/89 6 NI 128/89 10/03/89 6 NI 
81/89 28/11/89 TNI 129/89 08/03/89 6 NI 
82/89 10/04/89 6 NI 130/89 10/04/89 6 NI 
83/89 01/03/89 6 NI 131/89 06/03/89 6 NI 
84/89 30/03/89 6 NI 132/89 272/89 6 NI 
85/89 10/03/89 6 NI 133/89* 14/04/89 6 NI 
86/891 09/02/89 6 NI 134/891 17/05/89 6 NI 
86/89* 14/0390 1 DDS 14WCATR63 135/89 13/04/89 6 NI 
87/89 06/03/89 6 NI 136/89 09/03/89 6 NI 
88/89* 19/02/90 1 DDS 13WCATR141 137/89 30/03/89 2 DDS 
89/89 05/06/89 7NI 138/89* 13/04/89 6 NI 11WCATR284 
90/891 13/04/89 6 NI 139/89* 12/04/89 6 NI 
91/89 02/03/89 6 NI 140/89 03/04/89 6 NI 
92/89 03/04/89 6 NI 141/89 2103/89 6 NI 
93/89 02/03/90 1 DDS 142/89 21/03/89 6 NI 
94/89* 27/06/89 TNI 11WCATR260 143/89 21/03/89 6 NI 
95/89 14/02/89 6 NI 144/891 23/11/89 7NI 
96/89 07/03/89 6 NI 145/89* 03/0490 1 DDS 14WCATR74 
97/89 17/08/90 1 DDS 146/89* 07/06/89 7NI 
98/89 01/03/89 6 NI 147/89 17/11/89 7TNI 
99/89* 30/03/89 6 NI 11WCATR274 148/89 19/06/89 7NI 
100/89L 05/04/89 6 NI 149/89 03/04/89 6 NI 
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150/891 02/03/89 
151/89 22/03/89 
152/89 13/03/89 
153/89L 21/04/89 
154/89 _ 12/04/89 
155/89L* 17/05/89 
156/89 03/03/89 
157/891 17/03/89 
157/89L 20/03/89 
157/89F 28/03/89 
158/89L 26/04/89 
159/89 01/05/89 
160/89 08/06/89 
161/89 07/03/89 
162/89 31/05/89 
163/89 22/08/89 
164/89 17/05/89 
165/89 24/11/89 
166/89 10/05/89 
167/89 07/03/91 
168/89 04/04/89 
169/89 15/05/89 
170/89 15/06/89 
171/89 17/03/89 
172/89* 19/04/89 
173/89R2 12/06/90 
173/89A 04/12/90 
173/89 20/03/89 
173/89R 15/09/89 
174/89 13/04/89 
175/89 21/03/89 
176/89 30/06/89 
177/89 12/07/89 
178/89 25/04/89 
179/89 03/04/89 
180/89 16/06/89 
182/89 16/11/89 
183/89R 06/03/89 
183/89 19/12/89 
184/89 17/04/89 
185/89 22/03/89 
186/89 22/03/89 
187/89 21/03/89 
188/89* 20/03/89 
189/89 20/03/89 
191/89 14/08/89 
192/89 28/09/89 
193/89 26/04/89 
194/89 11/04/89 
195/89 11/07/89 
196/89 21/03/89 
197/89* 07/07/89 
198/89 27/09/89 


MASTER LIST OF DECISIONS 
Seer SE a ee eee eee 


Summary Reporter 
Cite Cite 


6 NI 11WCATR292 
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Number 


199/89 
200/89 
201/89 
202/89 
203/89 
204/89 
205/89L* 
206/89 
207/89 
208/89 
209/89 
210/89 
211/89 
212/89 
213/89 
214/89* 
215/89 
216/89 
217/891 
219/89 
220/89 
221/89L 
222/89 
223/89* 
224/89 
225/89 
226/89* 
226/89A* 
227/89 
228/89 
229/89 
230/89 
231/89 
232/89 
233/89 
234/89* 
235/89 
236/891 
237/89L 
238/89* 
239/89 
240/89* 
241/89 
242/89 
243/89 
244/89 
245/89 
246/89 
247/89 
248/89 
249/89 
250/89 
251/89 


Release 
Date 


09/05/89 
11/08/89 
10/05/89 
19/07/89 
18/05/89 
18/10/90 
20/08/90 
17/0491 
20/09/89 
11/08/89 
16/06/89 
08/06/89 
18/10/90 
22/03/89 
22/03/89 
22/03/89 
13/04/89 
11/10/89 
16/05/89 
05/04/89 
18/05/89 
14/04/89 
17/05/89 
18/05/89 
17/04/89 
22/09/89 
21/07/89 
11/09/90 
10/07/89 
25/04/89 
24/05/89 
16/08/89 
12/04/89 
14/04/89 
05/04/89 
24/11/89 
19/04/89 
89/03/30 
01/05/89 
20/09/90 
18/04/89 
18/10/90 
05/04/89 
28/07/89 
26/06/89 
15/05/89 
31/07/89 
18/04/89 
270291 
12/06/89 
19/06/89 
12/02/91 
02/05/89 


Summary Reporter 
Cite Cite 


1 DDS 1SWCATR66 


6 NI 11WCATR302 


7NI 11WCATR307 
1 DDS 16WCATR91 


TNI 12WCATR181 


1 DDS 16WCATR96 


1 DDS 16WCATR113 
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MASTER LIST OF DECISIONS April 26, 1991 
Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
252/89L 06/07/90 1 DDS 300/89 02/04/90 1 DDS 
253/89 04/05/89 6 NI 301/89 19/05/89 6 NI 
254/89* 02/05/89 6 NI 302/89 20/06/89 7 NI 
255/89 17/05/89 6 NI 303/89 13/07/89 TNI 
256/89 20/04/89 6 NI 304/89 20/09/89 7 NI 
257/89* 16/03/90 1 DDS 14WCATR87 305/89 16/02/90 1 DDS 
258/89 09/05/89 6 NI 306/89 24/05/89 6 NI 
259/89 10/07/89 7 NI 307/891 23/05/90 1 DDS 
260/891* 03/05/89 6 NI 307/8912 12/0491 1 DDS 
260/89 01/02/90 1 DDS 308/89 22/02/90 1 DDS 
261/89 13/02/91 1 DDS 309/89 24/04/89 6 NI 
262/89 14/11/89 TNI 309/89R 04/04/91 1 DDS 
263/89 08/06/89 7 NI 310/89 15/05/89 6 NI 
263/89R 20/01/91 1 DDS 311/89 03/05/89 6 NI 
264/89 31/10/90 1 DDS 312/89 27/04/89 6 NI 
265/89 03/011 1 DDS 313/89 16/05/89 6 NI 
266/89 26/09/90 1 DDS 314/89* 18/05/89 6 NI 
267/89 18/04/89 6 NI 315/89 28/11/90 1 DDS 
268/89 24/08/89 TNI 316/89 05/07/89 TNI 
269/89 18/01/91 1 DDS 317/89 02/05/89 6 NI 
270/89 25/04/89 6 NI 318/89 04/05/89 6 NI 
271/89 27/07/89 7 NI 319/89 04/05/89 6 NI 
272/89L 13/06/89 TNI 320/89 04/05/89 6 NI 
273/89 29/09/89 7 NI 321/891 03/05/89 6 NI 
274/89 13/06/89 TNI 322/891 19/11/90 1 DDS 
275/891* 23/05/89 6 NI 323/89 14/08/89 TNI 
275/8912 12/06/90 1 DDS 324/89 25/0590 1 DDS 
275/89* 05/04/91 1 DDS 326/89 28/06/89 7NI 
276/89 19/02/91 1 DDS 327/89 19/07/89 7TNI 
277/89 21/07/89 TNI 328/89* 27/06/89 7NI 11WCATR321 
278/89L 29/05/89 7 NI 329/89 11/05/89 6 NI 
279/89 19/04/89 6 NI 330/89 18/12/89 1 DDS 
280/89 26/04/89 6 NI 331/89 26/03/91 1 DDS 
281/89 17/04/89 6 NI 332/89 13/06/89 TNI 
282/89 27/04/89 6 NI 333/89* 28/06/89 TNI 11WCATR326 
282/89R 07/12/90 1 DDS. 334/89 10/07/89 7NI 
283/89 28/11/89 7NI 335/89 1902/90 1 DDS 
284/89 14/04/89 6 NI 336/89 22/08/89 TNI 
285/89 28/02/90 1 DDS 337/89 14/11/89 TNI 
286/89 14/1190 1 DDS 338/89 23/05/89 6NI 
287/89 27/04/89 6 NI 339/89L* 23/05/89 6 NI 
288/89 17/08/89 7 NI 339/89* 28/02/90 1 DDS 13WCATRI169 
289/89 08/06/89 TNI 340/89 01/12/89 7NI 
290/89 05/06/89 TNI 341/89 19/06/89 7TNI 
291/89 15/06/89 TNI 342/89 09/05/89 6 NI 
292/89 07/03/90 1 DDS 343/89 16/11/89 TNI 
293/89 06/09/90 1 DDS 345/89 25/05/89 7TNI 
294/89* 15/05/89 6 NI 346/89 19/06/89 TNI 
295/89 02/11/89 7 NI 347/89 27/09/89 TNI 
296/89* 09/05/89 6 NI 348/89 11/05/89 6 NI 
297/89* 12/06/89 7NI 349/89 30/05/89 TNI 
298/89L 01/05/89 6 NI 350/89 12/05/89 6 NI 
299/89 02/05/89 6 NI 351/89 05/07/89 TNI 
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Number 


352/89 
353/89 
354/89 
355/89 
356/89 
357/89 
358/89 
359/89 
360/89 
361/89 
362/89 
363/89 
364/891 
364/89 
365/89* 
366/89 
367/89 
368/89 
368/89R 
369/89 
370/89 
370/89R 
371/89 
372/89* 
373/89 
374/89L 
375/89* 
376/89 
377/89 
378/89* 
379/89 
380/89 
381/89* 
382/89 
383/89 
384/89 
385/89 
386/89 
387/89* 
388/89 
389/891 
390/89 
391/89 
392/89 
393/89 
394/89 
395/89 
396/89 
397/89 
398/89* 
399/89 
400/89 
401/89 


Release 
Date 


12/05/89 
17/05/89 
16/06/89 
28/06/89 
31/08/89 
04/10/89 
13/09/89 
10/11/89 
17/07/89 
01/08/89 
21/06/89 


01/06/89 
22/08/89 
18/05/89 
06/09/89 
19/07/89 
03/11/89 
07/09/89 
01/06/89 
16/05/89 
15/06/89 
09/05/89 
06/07/89 
12/06/89 
19/07/89 
25/07/89 
16/06/89 
11/10/89 
30/05/89 
12/05/89 
25/05/89 
16/05/89 
12/05/89 
02/05/90 
05/10/89 
06/09/89 
16/02/90 
10/07/89 
18/01/90 
04/10/89 
23/03/90 
15/06/90 
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11WCATR336 


11WCATR345 


13WCATR195 
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Decision 
Number 


402/89 
403/89 
404/89 
405/89 
406/891 
406/89 
407/89 
408/89* 
409/89 
410/89 
411/89 
412/89 
413/89 
414/89 
415/89 
416/89 
417/89 
418/89 
419/89 
420/89 
421/89 
422/89 
423/89 
424/89 
425/89L1 
425/89L2 
426/89 
427/89 
428/89L 
428/89 
429/89 
430/89 
431/89* 
432/891 
433/89 
434/891 
434/89 
434/8912 
435/89 
436/89 
437/89 
437/89R* 
438/89 
439/891 
440/89 
441/891 
441/89* 
442/89 
443/89 
444/89L 
444/89 
445/89 
447/89 


Release 
Date 


12/06/89 
08/11/89 
07/07/89 
16/06/89 
26/05/89 
210729 
19/09/90 
29/1190 
28/06/89 
21/07/89 
15/06/89 
29/11/90 
30/06/89 
11/07/89 
30/06/89 
08/09/89 
23/0491 
06/09/90 
09/08/89 
06/11/89 
12/09/90 
09/08/89 
15/06/89 


Summary Reporter 
Cite Cite 


TNI 11WCATR335 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
449/89 10/07/89 7NI »  §03/89L 27N6/89 7 NI 
450/89 10/07/89 7 NI 503/89 16/02/90- 1 DDS 
451/89 11/07/89 7 NI 504/89 11/08/89 7 NI 
452/89 04/07/89 7NI 505/89 18/08/89 7NI 
453/89* 20/08/90 1 DDS 1SWCATR81 506/89 11/08/89 7 NI 
454/89 14/08/89 7 NI 507/89 18/08/89 7TNI 
455/89 01/08/89 7NI 508/89 28/06/89 TNI 
456/89* 08/09/89 7NI 12WCATR192 509/89L 18/09/89 7TNI 
457/89 29/09/89 7 NI 510/89 27N7/89 7NI 
458/89 12/06/89 7 NI 511/89 31/07/89 TNI 
459/89 10/08/89 7 NI 512/89 26/06/90 1 DDS 
460/89 22/03/91 1 DDS 513/89 3107/89 7TNI 
461/89 21/06/89 7 NI 514/89 14/08/89 7NI 
462/89 16/01/90 1 DDS 515/89 07/07/89 TNI 
463/89 07/09/89 7 NI 516/89 11/0990 1 DDS 
464/89 19/09/89 7 NI 517/89 07/12/90 1 DDS 
465/89* 20/10/89 7 NI 518/89 29/09/89 TNI 
466/89* 04/07/89 7 NI 11WCATR369 519/89* 1202/90 1 DDS 13WCATR208 
467/89* 28/05/90 1 DDS 14WCATRI117 $20/89* 03/04/90 1 DDS 14WCATR145 
468/89 21/07/89 7 NI 521/89 28/06/89 TNI 
469/89 24/0580 1 DDS $22/89 12/07/89 7NI 
471/89 26/06/89 7NI $23/89 21/07/89 7NI 
472/89 13/09/90 1 DDS 524/89 1511 1 DDS 
473/89 27/07/89 7NI 525/89 05/07/89 7NI 
474/89* 14/08/89 TNI 12WCATR199 526/89L 11/10/89 7TNI 
475/89 21/06/89 7 NI §26/89LR 28/03/91 1 DDS 
476/89 11/08/89 TNI §27/89 20/09/89 TNI 
477/89 18/12/89 1 DDS 528/89 28/07/89 TNI 
478/89 12/09/89 7 NI 529/89 13/09/89 TNI 
479/89 09/03/90 — 1 DDS 530/89* 07/09/89 TNI 
480/89 20/12/90 1 DDS 531/89 21/06/90 1 DDS 
481/89L 06/02/90 1 DDS 532/89 19/02/91 1 DDS 
482/89 17/0491 1 DDS $33/89 01/11/89 7 NI 
483/89 26/10/89 7NI : $§34/89 08/06/90 1 DDS 
484/89 15/06/89 7 NI 535/89 11/04/90 1 DDS 
485/89 15/06/89 TNI $36/89* 06/09/89 7NI 
486/89 22/06/89 7NI $38/89 08/09/89 TNI 
487/891* 26/06/89 7TNI $39/89* 02/10/89 7NI 12WCATR208 
488/89 29/08/89 2 DDS 540/89 2706/0 1 DDS 
489/89 29/08/89 2 DDS 541/89 12/09/89 7TNI 
490/89 19/0290 1 DDS $42/89 12/09/89 7 NI 
491/89 20/06/89 7NI 543/89 19/09/89 7NI 
492/89 03/11/89 TNI 544/89 04/09/90 1 DDS 
493/89 04/07/89 7 NI $45/89 20/10/89 7 NI 
495/89 14/09/89 TNI 546/89 25/291 1 DDS 
496/89 05/07/89 7 NI 547/89 25/07/89 TNI 
497/89 17/07/89 7 NI 549/89 27N7/89 TNI 
498/89 05/07/89 TNI 550/89 19/09/89 TNI 
499/89L 17/07/89 7 NI 551/89 213/90 1 DDS 
499/89 11/01/90 1 DDS 552/89 19/02/91 1 DDS 
500/89 13/09/89 TNI §53/89 22/08/89 TNI 
501/89* 27/11/89 7 NI 554/89 06/09/89 7NI 
502/89 19/12/89 1 DDS 555/89 24/11/89 7NI 
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556/89 31/08/89 
§57/89 24/07/89 
558/89 20/12/90 
$59/891 07/09/89 
559/89 09/04/90 
560/89 12/09/89 
561/89 15/11/89 
$62/89 22/09/89 
563/89 08/02/90 
564/89 19/07/89 
565/89* 07/11/90 
566/89 18/12/89 
567/89 24/07/89 
568/89 22/02/90 
569/89 23/08/89 
570/89* 25/07/89 
571/89 07/09/89 
$72/89 27/11/89 
573/89L 19/07/89 
573/891 06/03/90 
574/89 22/08/89 
575/89 22/08/89 
576/89 22/08/89 
§77/89 22/08/89 
578/89 04/04/91 
579/89 20/01/91 
580/89 25/07/89 
581/89L* 14/08/89 
582/89 23/08/89 
583/89 19/12/89 
584/89 25/07/89 
585/89 22/11/89 
586/89 11/09/89 
587/89 31/08/89 
588/891 04/03/91 
$89/89 22/09/89 
590/89 22/12/89 
591/89 28/09/89 
592/89 24/11/89 
593/89 21/0990 
594/89L 17/0190 
595/89L 27/09/89 
596/89 15/09/89 
597/89 20/09/89 
598/89 17/02/91 
600/89* 06/11/89 
601/89 09/08/89 
602/89 09/08/89 
603/89 09/08/89 
604/89 09/08/89 
605/89L 02/08/89 
606/89 15/01/90 
607/89 08/08/89 
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Reporter 


Cite 


16WCATR121 
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Decision 
Number 


608/89* 
609/89 
610/891 
611/89 
612/89 
615/89 
616/89* 
617/89 
618/89 
619/89 
620/891 
622/891 
622/89 
623/89 
624/89 
625/891 
626/891 
627/89* 
628/89L 
628/89LR 
629/89* 
630/89 
631/89 
632/89 
633/89 
634/89 
635/89 
636/89 
637/89L 
637/89 
638/891* 
638/89 
639/89 
640/89 
641/89 
642/89 
643/89 
644/89 
645/89 
647/89 
648/89L 
649/89 
650/89 
651/89 
652/89 
653/89 
654/89 
655/89 
656/89 
657/89 
658/89 
659/89 
660/89 


Release 
Date 


07/11/89 
02/08/89 
07/09/89 
01/03/90 
13/12/90 
19/10/89 
25/10/89 
19/10/89 
11/0490 
14/08/89 
10/08/89 
22/03/90 
13/03/91 
10/08/89 
15/08/89 
06/09/89 
12/09/89 
30/11/89 
16/11/89 
13/09/90 
13/0290 
14/08/89 
28/12/89 
20/09/89 
11/10/89 
22/11/89 
28/09/89 
24/11/89 
24/11/89 
29/06/90 
26/09/89 
03/05/90 
07/09/89 
11190 
03/11/89 
19/12/89 
17/08/89 
05/10/89 
17/05/90 
27/09/89 
27/9/89 
14/09/89 
22/08/89 
04/12/89 
202/90 
14/09/89 
05/07/90 
18/09/89 
24/05/90 
11/10/89 
14/02/90 
12/09/89 
07/09/89 


1 DDS 13WCATR218 


7 NI 12WCATR221 
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MASTER LIST OF DECISIONS April 26, 1991 
Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
661/89 11/09/89 7NI 713/89 27/12/89 1 DDS 
662/89 30/11/89 TNI 714/89 30/11/89 7 NI 
663/89 25/09/89 7NI 715/89 05/02/89 1 DDS 
664/89 08/09/89 TNI 716/89 24/11/89 TNI 
665/89 01/05/90 1 DDS 717/89L 25/09/89 7TNI 
666/89 20/09/89 TNI 717/89 06/09/90 1 DDS 
667/89L 20/09/89 7 NI 718/89 15/11/89 7NI 
667/89LR 13/09/90 1 DDS 719/89L 25/09/89 7NI 
668/89 20/09/89 7 NI 720/89* 23/11/89 7NI 
669/89 22/12/89 1 DDS 721/89 + 10/11/89 7NI 
670/89 26/09/89 7 NI 722/89 22/09/89 7 NI 
671/89 28/09/89 © 7NI 723/89 19/12/89 1 DDS 
672/89 20/09/89 7NI 724/89 01/0590 1DDS - 
673/89* 27/12/89 1 DDS 13WCATR223 725/89 25/10/89 TNI 
674/89 01/03/90 1 DDS 726/89 18/10/89 7NI 12WCATR246 
675/89 25/10/89 7NI 727/89 27/11/89 TNI 
676/89L 25/10/89 7 NI 728/89 16/10/89 TNI 
677/89 19/09/89 7 NI 729/89* 20/11/89 7NI 12WCATR2S51 
678/89 19/09/89 7NI 730/89 21/09/89 7TNI 
679/89 18/09/89 7NI 731/89 28/09/89 7NI 
680/89 11/10/89 TNI 732/89 22/09/89 7 NI 
681/8- 13/03/90 1 DDS 733/89 23/10/89 7 NI 
682/89 22/09/89 7NI 734/89 18/09/89 7NI 
683/89 05/01/90 1 DDS 735/89 18/09/89 TNI 
684/89* 20/09/90 1 DDS 16WCATR132 736/89 18/09/89 7 NI 
685/89 28/09/89 7NI 737/89 21/12/89 1 DDS 
686/891 30/08/89 2 DDS 738/89 25/09/89 TNI 
687/891 27/09/89 7 NI 739/89 22/12/89 1 DDS 
687/89 07/03/90 1 DDS 740/89 04/12/89 TNI 
688/89* 27/04/90 1 DDS 14WCATRI156 741/891 06/10/89 7NI 
689/89 07/09/89 7NI 741/89* 1104/90 1 DDS 14WCATRI69 
690/89 27/09/89 7NI 742/89 22/09/89 TNI 
691/89 08/09/89 7NI 743/89 21/11/89 7NI 
693/891* 24/10/89 7TNI 12WCATR236 744/89 - 04/12/89 7NI 
693/89 28/05/90 1 DDS 745/89 09/11/90 1 DDS 
694/89 25/09/89 TNI 746/89 16/11/89 7TNI 
695/89 13/10/89 7 NI 747/89 12/10/89 TNI 
696/89 22/09/89 7 NI 748/89 28/09/89 7TNI 
697/89 05/10/89 TNI 749/89 22/0190 1 DDS 
698/89 24/10/89 7TNI 750/89 25/09/89 TNI 
699/89 03/10/89 7NI 751/89 24/10/89 TNI 
700/89 02/01/90 1 DDS 752/89 29/09/89 TNI 
701/89L 30/10/89 7TNI 753/89 29/09/89 7 NI 
702/89 30/10/89 TNI 753/89R 28/02/90 1 DDS 
703/89 30/10/89 7TNI 754/89* 04/10/89 7TNI 12WCATR263 
704/89 30/10/89 TNI 755/89 06/10/89 7 NI 
705/89 30/10/89 TNI 756/89L 11/12/89 TNI 
706/89 30/05/90 1 DDS 756/89LR 03/1090 1 DDS 
707/89 17/12/89 1 DDS 757/89 06/06/90 1 DDS 
708/89 18/12/90 1 DDS 758/89 22/01/90 1 DDS 
710/89 02/10/89 TNI 759/89 02/10/89 TNI 
711/89 02/10/89 TNI 760/89 20/12/90 1 DDS 
712/89 08/02/91 1 DDS 761/89 02/10/89 TNI 
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13/10/89 
03/10/89 
05/12/89 
11/10/90 
02/10/89 
02/10/89 
23/01/90 
28/02/90 
08/02/90 
18/06/90 
12/03/90 
08/06/90 
28/12/89 
13/09/90 
10/11/89 
27/04/90 
28/11/89 
20/11/89 
17/01/90 
21/11/89 
21/12/89 
05/10/89 
04/10/89 
04/10/89 
24/01/90 
31/08/90 
08/02/90 
10/11/89 
12/09/90 
20/10/89 
04/10/89 
18/12/89 
17/09/90 
08/02/90 
06/02/90 
23/03/90 
12/27/89 
26/04/90 
28/11/89 
03/11/89 
10/11/89 
16/11/89 
16/10/89 
01/11/89 
31/10/89 
04/780 
07/12/89 
01/11/89 
01/11/89 
28/08/90 
30/11/89 
09/11/89 
23/08/90 


16WCATR150 


14WCATRI75 


13WCATR238 


12WCATR269 


Decision 
Number 


816/89* 
817/891 
818/89 
820/89 
821/89 
823/89 
824/89 
825/89 
826/89 
827/89* 
828/89* 
829/89 
830/89L 
831/89 
832/89* 
833/89 
834/89 
835/89 
836/89* 
837/89 
838/89 
839/891 
839/89 
839/89R 
840/89 
841/89 
842/89 
843/89 
844/89 
845/89 
846/89 
847/89 
848/89* 
849/89 
850/89L 
851/89 
852/89 
853/89 
854/89 
855/89 
856/89 
858/89L 
859/891 
859/89* 
861/89 
862/89L 
863/89 
864/89L 
865/89 
865/89R 
866/89 
867/89L 
868/89 


Release 
Date 


01/11/89 
03/0191 
08/11/89 
17/0590 


20/10/89 
29/11/89 
05/02/90 
11/09/90 
22/11/89 
20/10/89 
21/0291 
30/10/89 
30/10/89 
28/11/89 
23/04/90 
03/10/90 
2202/91 
22/06/90 
21/12/89 
13/12/89 
27/6/90 
15/11/89 
28/11/89 
202/90 
13/07/90 
29/10/90 
22/02/90 
20/11/89 
05/0790 
30/10/89 
02/11/89 
14/03/91 
16/08/90 
23/11/89 
16/05/90 
18/10/90 
14/11/89 
28/06/90 
02/01/90 
07/11/89 
115/90 
23/08/90 
05/01/90 
19/01/90 
31/10/89 


Summary Reporter 
Cite Cite 


1 DDS 13WCATR243 
1 DDS 13WCATR250 


1 DDS 13WCATR263 


1 DDS 1SWCATRSI 


1 DDS 16WCATRIS9 
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Decision 
Number 


869/89 
870/89 
871/89 
873/89 
875/89 
876/89 
876/89A 
877/89 
878/89 
879/89* 
880/89 
881/89* 
882/89 
883/89L 
884/89L 
885/89 
886/89 
887/89 
888/89 
889/89 
890/89 
891/89 
892/89 
893/89 
894/89* 
895/89 
896/89 
897/89* 
898/89 
899/89 
900/89 
901/89 


07/11/89 
06/11/89 
22/03/91 
16/11/89 
02/01/90 
28/05/90 
15/03/91 
22/03/90 
08/11/89 
22/03/91 
17/11/89 
16/01/90 
23/11/89 
11/0190 
15/11/89 
12/10/90 
16/11/89 
30/01/90 
09/04/90 
07/08/90 
25/03/91 
29/03/90 
09/11/89 
09/11/89 
25/04/90 
29/11/89 
09/11/89 
18/06/90 
09/11/89 


09/11/89 


16/11/89 
06/02/90 
01/02/90 
20/11/89 
14/12/90 
19/03/91 
27/03/91 
08/02/90 
22/01/90 
27/11/89 
16/05/90 
20/291 
01/12/89 
14/12/89 
30/08/90 
13/12/89 
15/11/89 
17/11/89 
12/12/89 
18/04/90 
23/01/90 
07/08/90 
28/05/90 


MASTER LIST OF DECISIONS 
Reporter Decision Release 
Cite Number Date 

925/89 06/03/90 
926/89 13/12/89 
927/891 16/11/89 
928/89 19/12/89 
929/89 21/12/89 
930/89 18/12/89 
931/89 15/0190 
932/89 29/11/89 
932/89R 1708/90 
933/89 07/12/89 
934/89L 13/03/90 
13WCATR267 935/89 29/11/89 
936/89 01/11/90 
937/89 30/10/90 
938/89L 08/01/90 
938/89 30/08/90 
939/89 06/12/89 
940/89 12/01/90 
941/89 06/12/89 
942/89 016/90 
943/89L 23/11/89 
944/89 24/11/89 
945/89 12/12/89 
946/89 05/12/89 
14WCATR194 947/89 05/12/89 
948/89 05/12/89 
949/89 150190 
1SWCATR100 950/89L 30/11/89 
951/89* 25/01/90 
952/89 23/191 
953/89 110590 
954/89* 17491 
955/89 01/11/90 
956/89 24/490 
957/89 08/02/90 
958/89 142/90 
959/89 05041 
960/89* 15190 
13WCATR274 961/89 01/12/89 
962/89L 01/12/89 
962/89 22/02/91 
963/89 29/11/89 
964/89 29/11/89 
965/89 29/11/89 
966/89 05/12/89 
12WCATR279 967/89* 28/08/90 
967/89A* 08/04/91 
968/89 22/12/89 
969/89 03/01/90 
14WCATR207 970/89 03/0190 
971/89 04/12/89 
972/89 13/12/89 
14WCATR228 973/89 13/12/89 
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Summary Reporter 
Cite Cite 


1 DDS 13WCATR283 


1 DDS 13WCATR289 


1 DDS 16WCATR181 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
974/89 18/01/89 1 DDS 1028/89 01/03/90 1 DDS 
975/89 07/12/89 7NI 1029/89 04/01/90 1 DDS 
977/89* 26/01/90 1 DDS 13WCATR298 1031/89 25/01/90 1 DDS 
978/89 04/01/89 1 DDS 1033/89 20/02/90 1 DDS 
978/89R 26/04/90 1 DDS 1035/89 30/01/90 1 DDS 
979/89 05/02/90 1 DDS 1036/89 12/04/90 1 DDS 
980/89* 17/01/90 1 DDS 13WCATR304 1037/89 19/11/90 ‘1 DDS 
981/89L 04/01/89 1 DDS 1038/89 31/08/90 1 DDS 
982/89 31/02/90 1 DDS 1039/89 02/05/90 1 DDS 
983/891 18/05/90 1 DDS 1040/89 02/03/90 1 DDS 
984/89 15/01/90 1 DDS 1041/89 01/06/90 1 DDS 
985/89 23/02/90 1 DDS 1042/89 22/03/91 1 DDS 
986/89 15/01/91 1 DDS 1043/89 15/10/90 1 DDS 
987/89 13/02/90 1 DDS 1044/89 140391 1 DDS 
988/89 16/02/90 1 DDS 1045/89* 12/03/90 1 DDS 14WCATR240 
989/89 23/02/90 1 DDS 1046/89 04/04/90 1 DDS 
991/89 11/01/90 1 DDS 1047/89 04/03/91 1 DDS 
992/89 01/05/90 1 DDS 1048/89 03/05/90 1 DDS 
993/89 05/01/90 1 DDS 1049/89 20/0290 1 DDS 
994/89 14/12/89 7NI 1050/89 23/01/90 1 DDS 
995/89 13/12/89 7NI 1051/89 06/02/90 1 DDS 
996/89 08/02/90 1 DDS 1052/89L 30/0190 1 DDS 
997/89 30/01/90 1 DDS 1053/89 12/01/90 1 DDS 
997/89 30/01/90 1 DDS 2/99 2103/90 1 DDS 
998/89 13/12/89 7NI 3/90 170491 1 DDS 
999/89 16/02/90 1 DDS 4/0 16/0490 1 DDS 
1000/89 21/03/90 1 DDS 5/90 09/01/90 1 DDS 
1001/89 22/01/90 1 DDS 6/90 15/0190 1 DDS 
1002/89 10/04/91 1 DDS 780 1501/90 1 DDS 
1003/89 24/05/90 1 DDS 8/90 1505/90 1 DDS 
1004/89* 14/12/90 1 DDS 9/90* 11/06/90 1 DDS ISWCATR108 
1005/89 04/01/90 ‘1 DDS 10/90 08/02/90 1 DDS : 
1006/89 04/01/90 1 DDS 11/90 13/02/90 1 DDS 
1007/89 15/12/89 TNI 12/90 13/0790 1 DDS 
1008/89 19/12/89 1 DDS 13/90* 12/01/90 1 DDS 13WCATR314 
1009/89 28/01/91 1 DDS 14/90 16190 1 DDS 
1010/89 01/02/90 1 DDS 1490R 05/10/90 1 DDS 
1010/89 12/06/90 1 DDS 14/90R2 09/11/90 1 DDS 
1011/89 12/02/90 1 DDS 15/90* 31/0190 1 DDS 13WCATR320 
1013/89* 13/12/90 1 DDS . 1SSOR 04/05/90 1 DDS 
1014/89 10/04/90 1 DDS 16/90* 20/03/90 1 DDS 14WCATR247 
1016/89 03/10/90 1 DDS 1790 29/05/90 1 DDS 
1017/89 11/01/90 1 DDS 18/90 21/02/90 1 DDS 
1018/89 12/01/90 1 DDS 19/90 1303/90 1 DDS 
1019/89 05/01/90 1 DDS 20/90 25/0190 1 DDS 
1020/89 27/03/91 1 DDS 2190 28/02/90 1 DDS 
1021/89 13/12/90 1 DDS 22/90 15/10/90 1 DDS 
1023/89 12/02/90 1 DDS 23/90 08/06/90 1 DDS 
1024/89 20/12/89 1 DDS 23/90R 29/11/90 1 DDS 
1025/89 09/07/90 1 DDS 24/90 13/02/90 1 DDS 
1026/89 09/01/90 1 DDS 25/90 01/03/90 1 DDS 
1027/89 19/12/89 1 DDS 26/90* 24/07/90 1 DDS ISWCATR120 
1027/89 19/10/90 1 DDS 2790L 06/02/90 1 DDS 
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Decision 
Number 


28/90 
29/90 
30/90 
31/90 
32/90 
33/90 
34/90L 
34/90* 
35/90 


36/90* ° 


37/90 
38/90 
39/90* 
40/90 
41/90 
4240 
45/90 
46/90 
470 
48/90 
49/90 
50/90 
51/90 
51/90R 
52/90 
53/90 
54/90 
55/90 
57/90 
58/90 
59/90* 
60/90 
61/01 
62/90 
63/90 
64/90 
65/90 
66/90 
67/90 
68/90* 
69/90 
70/90 
7190 
72/90 
730 
7490 
7590 
78/901 
79/90* 
80/90 
81/90 
83/90 
84/90 


06/02/90 
10/07/90 
20/06/90 
04/07/90 
15/03/90 
15/03/90 
13/02/90 
15/11/90 
29/06/90 
30/01/90 
15/03/90 
04/07/90 
23/02/90 
13/03/90 
14/03/90 
26/04/90 
21/12/90 
25/02/91 
16/02/90 
31/0190 
02/02/90 
27/02/90 
09/10/90 
03/04/91 
02/04/90 
30/01/90 
08/05/90 
28/06/90 
09/03/90 
29/03/90 
01/08/90 
07/03/90 
01/03/90 
17/0480 
10/04/91 
15/10/90 
28/02/90 
05/10/90 
09/03/90 
26/09/90 
03/07/90 
23/07/90 
20/03/90 
16/03/90 
04/07/90 
22/02/90 
14/050 
23/02/90 
23/08/90 
26/03/90 
18/05/90 
15/02/90 
24/07/90 


Summary 
Cite 


1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 


-1 DDS 


1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 


MASTER LIST OF DECISIONS April 26, 1991 
Reporter Decision Release Summary Reporter 
Cite Number Date Cite Cite 

85/90 170490 1 DDS 
86/90 20/0290 1 DDS 
87/90 13/02/90 1 DDS 
88/90 2002/90 1 DDS 
89/90 20/02/90 1 DDS 
90/90 12/04/90 1 DDS 
91/90 1703/90 1 DDS 
16WCATR202 920L 07/0390 1 DDS 
93/90 09/05/90 1 DDS 
13WCATR325 94/01 05/03/91 1 DDS 
95/90 05/0390 1 DDS 
97490 23/03/90 1 DDS 
13WCATR333 96/90 13/0390 1 DDS 
98/90 18/07/90 1 DDS 
99/90 12/04/90 1 DDS 
100/90 01/11/90 1 DDS 
101/90 12/03/90 1 DDS 
102/90 09/03/90 1 DDS 
103/901 13/03/90 1 DDS 
103/90 18/12/90 1 DDS 
104/90 02/03/90 1 DDS 
105/90 24/05/90 1 DDS 
106/90 11/04/90 1 DDS 
107/90 24/05/90 1 DDS 
108/90 28/08/90 1 DDS 
109/90 28/01/91 1 DDS 
110/90 10/08/90 1 DDS 
110/90R 29/11/90 1 DDS 
111/90* 163/90 1 DDS 14WCATR253 
112/90 29/11/90 1 DDS 
1SWCATR132 114/901 2102/90 1 DDS 
115/901 2103/90 1 DDS 
115/90 15/10/90 1 DDS 
116/90 02/11/90 1 DDS 
117/90 28/02/90 1 DDS 
118/90 29/11/90 1 DDS 
119/90 1403/91 1 DDS 
120/90 0503/90 1 DDS 
121/90 120490 1 DDS 
16WCATR211 122/90 03/04/90 1 DDS 
123/90 11191 1 DDS 
126/90 20/12/90 1 DDS 
127/90 01/10/90 1 DDS 
128/90 05/03/90 1 DDS 
129/90 05/03/90 1 DDS 
130/90 03/10/90 1 DDS 
131/90 08/05/90 1 DDS 
132/90L 24/0490 1 DDS 
ISWCATR144 132/90* 161/91 1 DDS 
133/90 12/0490 1 DDS 
134/90 05/06/90 1 DDS 
134/90R 20/08/90 1 DDS 
135/90* 26/03/90 1 DDS 14WCATR266 
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136/901 06/03/90 1 DDS 190/90 04/04/90 
137/90 06/03/90 1 DDS 191/90 04/0490 
138/90 06/03/90 1 DDS 192/90 03/04/90 
140/90 29/03/90 1 DDS 193/90 03/04/90 
141/90 09/05/90 1 DDS 194/90 03/04/90 
142/90 07/05/90 1 DDS 195/90 23/05/90 
143/90 07/03/90 1 DDS 196/90 29/08/90 
144/90 22/06/90 1 DDS 197/90 10/0790 
145/90 10/05/90 1 DDS 198/90 12/04/91 
146/90* 10/04/90 1 DDS ° 14WCATR278 199/90 26/07/90 
147/90 08/03/90 1 DDS 200/90* 27/11/90 
148/90 29/08/90 1 DDS 201/90 20/03/90 
150/90 22/06/90 1 DDS 202/90 03/04/90 
151/90 22/06/90 1 DDS 203/90 26/06/90 
152/90 22/06/90 1 DDS 204/90 03/04/90 
154/90 29/06/90 1 DDS 205/90 03/04/90 
155/90 12/03/90 1 DDS 206/90 06/07/90 
155/90R 08/03/91 1 DDS 207/90* 04/02/91 
155/90R2 18/04/91 1 DDS 208/901 28/03/90 
156/90 23/03/90 1 DDS 209/90* 24/05/90 
157/90 04/05/90 1 DDS 210/90 15/05/90 
158/90 27/03/91 1 DDS 210/90R 11/1090 
159/90 21/11/90 1 DDS 211/90 07/05/90 
160/90 05/12/90 1 DDS 212/90 12/04/90 
161/90 11/10/90 1 DDS 213/90 1505/90 
162/90 19/12/90 1 DDS 214/90 12/04/90 
163/90 30/03/90 1 DDS 215/90 13/03/91 
164/90 04/04/91 1 DDS 216/901 26/04/90 
165/90 20/08/90 1 DDS 216/90 23/1190 
166/90 16/11/90 1 DDS 217/90 276/90 
167/90 23/03/90 1 DDS 218/90 15/05/90 
168/90 12/03/90 1 DDS 219/90 2403/1 
169/90 23/05/90 1 DDS 220/90 02/04/90 
170/90* 26/03/90 1 DDS 14WCATR282 221/90 02/04/90 
171/90 07/0590 1 DDS 222/90 02/04/90 
171/90R 13/09/90 1 DDS 223/90 253/91 
172/90 02/490 . 1 DDS 224/90* 14590 
173/90 21/03/90 1 DDS 225/90 08/05/90 
174/90 18/04/90 1 DDS 226/90 30/91/91 
175/90* 18/04/90 1 DDS ISWCATR162 228/90 19/03/91 
176/90 18/04/90 1 DDS 229/901* 06/04/90 
177/90 08/05/90 1 DDS 229/90 29/11/90 
178/90 21/11/90 1 DDS 230/90 25/04/90 
179/90 29/03/90 1 DDS 231/90 20/04/90 
180/90 12/06/90 1 DDS 233/90 08/06/90 
181/90 10/07/90 1 DDS 236/901 06/04/90 
183/90 21/03/90 1 DDS 238/90 15/08/90 
184/90 23/03/90 1 DDS 239/90 20/06/90 
185/90 17/05/90 1 DDS 240/90 15/05/90 
186/901 03/04/90 1 DDS 241/90 19/1190 
186/90 04/03/91 1 DDS 242/90 18/10/90 
187/90 2103991 1 DDS 243/90 12/06/90 
189/90 04/04/90 1 DDS 244/90 12/0490 
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Cite Cite 


1 DDS 16WCATR223 


1 DDS 14WCATR304 


1 DDS 14WCATR310 


1 DDS 14WCATR325 
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Decision Release 
Number Date 
245/90* 18/04/90 
246/90L 03/07/90 
247/901 14/1290 
248/90 20/04/90 
249/90 08/06/90 
250/90 15/05/90 
251/90 01/06/90 
252/90 23/08/90 
253/90 14/0590 
254/90 08/0590 
255/90* 09/05/90 
257/90L 21/06/90 
258/90 23/04/90 
260/90 08/05/90 
261/90 04/0590 
262/90 16/0590 
262/90R 31/08/90 
263/90 01/0590 
264/90 26/04/90 
265/90 01/05/90 
266/90 25/09/90 
267/90 24/10/90 
268/90 24/050 
269/90 27/09/90 
270/90* 12/06/90 
273/90 14/050 
274/90 20/04/90 
275/901 20/04/90 
276/90 24/0191 
277/90 : 20/06/90 . 
278/90 08/05/90 
279/90 26/06/90 
279/90R 10/10/90 
280/90 27/1190 
281/90 02/05/90 
282/90* 04/12/90 
283/90* 05/07/90 
284/90 16/0491 
285/90 08/11/90 
286/90 02/04/91 
290/90 04/07/90 
291/90 12/0790 
292/90 02/05/90 
293/90 06/11/90 
294/90 03/05/90 
295/90 10/07/90 
296/90* 03/05/90 
297/90 05/06/90 
298/90 05/06/90 
299/90 17/0890 
300/90 11/05/90 
301/90* 11/06/90 
302/90 11/06/90 


Summary 
Cite 


1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
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14WCATR331 303/90* 13/07/90 

304/901 24/07/90 

305/90 19/07/90 

306/90 05/06/90 

307/90* 15/01/91 

308/90 18/07/90 

311/901 15/06/90 

312/90 15/04/91 

313/90 01/06/90 

313/90R 16/08/90 
14WCATR337 314/90 09/0590 
315/90 09/05/90 

316/90 23/0191 

317/90 15/5/90 

319/90 24/05/90 

320/90 06/06/90 

321/90 28/1190 

322/90 09/05/90 

323/90 05/06/90 

324/90 25/0590 

325/90 20/06/90 

326/901 14/02/91 

327/90 05/0790 

328/90 25/031 
1SWCATR166 329/90 14/0590 
330/90 29/06/90 

331/90 16/0141 

332/90 24/05/90 

333/90 07/060 

334/90 08/06/90 

335/90 06/06/90 

336/901 05/06/90 

336/90 1202/91 

337/90 09/08/90 

338/90 2801491 

339/90 18/0790 
1SWCATR173 341/901 24/0491 
: 342/90 24/590 
343/90 07/06/90 

344/90 16/1190 

345/90 07/06/90 

346/90 20/08/90 

347/90 22/08/90 

348/901 11/0590 

349/90 11/04/90 

351/90* 05/12/90 
14WCATR346 352/90 14/05/90 
353/90 14/05/90 

354/90 14/5/90 

355/90 14/05/90 

357/90 06/06/90 
1SWCATR179 358/90 14/06/90 
359/90 06/06/90 
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Cite Cite 


1 DDS 1SWCATR187 
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360/90 01/08/90 1 DDS 411/90 - 12/0690 1 DDS 
361/90 20/12/90 1 DDS 412/901 27N6/90- 1 DDS 
362/90* 23/06/90 1 DDS ISWCATR195 413/90 12/06/90 1 DDS 
363/90 14/09/90 1 DDS 414/90 18/06/90 1 DDS 
364/90 07/08/90 1 DDS 415/90 05/1090 1 DDS 
365/90 06/07/90 1 DDS 416/90 21/06/90 1 DDS 
366/90 06/07/90 1 DDS , 417/90 22/06/90 1 DDS 
367/90 06/07/90 1 DDS 417/90R 25/1090 1 DDS 
368/90 14/06/90 1 DDS 418/90 14/1290 1 DDS 
369/90 19/06/90 1 DDS 419/90L 10/08/90 1 DDS 
370/90 18/06/90 1 DDS 420/90 28/06/90 1 DDS 
371/90 19/06/90 1 DDS 421/90 20/06/90 1 DDS 
373/90* 31/06/90 1 DDS 1ISWCATR202 422/90* 20/06/90 1DDS / 1SWCATR217 
374/90 29/06/90 1 DDS 423/90 20/06/90 1DDS — 
374/90R 20/11/90 1 DDS 424/90 20/06/90 1 DDS 
374/90R2 141/91 1 DDS 425/90 10/07/90 1 DDS 
375/90 05/10/90 1 DDS 427/90* 2703/1 1 DDS 
376/90 29/06/90 1 DDS 428/90 17/07/90 1 DDS 
377/90 03/04/91 1 DDS 429/90 29690 1 DDS 
378/90 10/07/90 1 DDS 430/90 06/07/90 1 DDS 
379/90 10/0790 1 DDS 431/90* 14/0690 1 DDS 1SWCATR221 
380/90 10/07/90 1 DDS 432/90 05790 1 DDS 
381/90 13/07/90 1 DDS 433/90 31/08/90 1 DDS 
382/901 14/06/90 1 DDS 434/90 31890 1 DDS 
383/90 08/06/90 1 DDS 435/90 31/08/90 1 DDS 
384/901 17/08/90 1 DDS 436/90 04/09/90 1 DDS 
384/9012 19/12/90 1 DDS 438/90 22/08/90 1 DDS 
385/90 30/08/90 1 DDS 439/90 17790 1 DDS 
386/90* 18/10/90 1 DDS 16WCATR236 440/90 26/06/90 1 DDS 
387/90L 04/07/90 1 DDS 441/90 15/1190 1 DDS 
387/90 27/02/91 1 DDS 442/90* 13/12/90 1 DDS 
388/90 06/07/90 1 DDS 443/90* 05/1190 1 DDS 16WCATR253 
389/90 05/07/90 1 DDS 447/90 04/07/90 1 DDS 
390/90 05/11/90 1DDS - 448/90 250790 1 DDS 
391/90 03/07/90 1 DDS 449/90 2007/90 1 DDS 
392/90 21/06/90 1 DDS 450/90 240790 1 DDS 
393/90 21/06/90 1 DDS 451/90 050790 1 DDS 
394/90 21/0690 1 DDS 453/90 11/1090 1 DDS 
395/90 21/06/90 1 DDS 454/90 1770 1 DDS 
396/90 18/06/90 1 DDS 455/90 03/07/90 1 DDS 
397/90 26/06/90 1 DDS 458/90L 26/7/90 1 DDS 
398/90 10/09/90 1 DDS 459/90 270790 1 DDS 
399/90L 21/0890 1 DDS 461/90 15/08/90 1 DDS 
400/90 31/01/91 1 DDS 462/90 27690 1 DDS 
401/90 18/10/90 1 DDS 463/90 08/02/91 1 DDS 
402/90 08/06/90 1 DDS 464/90* 24N1A91 1 DDS 
403/901 12/06/90 1 DDS 465/90 0803/1 1 DDS 
405/90* 17/09/90 1 DDS 16WCATR244 466/90 27690 1 DDS 
406/90 25/10/90 1 DDS 467/90 276/90 1 DDS 
407/90 27/06/90 1 DDS 468/90 276/90 1 DDS 
408/90 27/06/90 1 DDS 469/90 27/690 1 DDS 
409/90 22/08/90 1 DDS 470/90 21/09/90 1 DDS 
410/90* 15/06/90 1 DDS 1SWCATR211 471/90 06/09/90 1 DDS 
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10/09/90 
12/07/90 
03/07/90 
02/04/91 
20/11/90 
17/08/90 
31/07/90 
10/0790 
23/11/90 
15/08/90 
03/01/91 
31/0790 
31/0780 
310780 
31/07/90 
05/11/90 
04/07/90 
07/11/90 
12/09/90 
13/07/90 
31/1090 
23/04/91 
27/09/90 
17/0491 
25/07/90 
06/03/91 
22/08/90 
20/08/90 
16/03/91 
7/2/90 

08/11/90 
24/09/90 
30/07/90 
174/91 
30/07/90 
10/09/90 
28/031 
02/08/90 
17/0790 
10/10/90 
10/08/90 
10/08/90 
23/08/90 
20/07/90 
1707/90 
1707980 
02/08/90 
27/07/90 
267/90 
10/09/90 
25/10/90 
23/08/90 
10/09/90 


Summary 
Cite 


MASTER LIST OF DECISIONS April 26, 1991 
Reporter Decision Release Summary Reporter 
Cite Number Date Cite Cite 

533/90 10/09/90 1 DDS 
534/90I* 04/12/96 1 DDS 
535/901 114f1 1 DDS 
536/90 13/09/90 1 DDS 
537/90L 2801491 1 DDS 
538/90 13/08/90 1 DDS 
539/90 10/1090 1 DDS 
540/90L 270790 1 DDS 
541/90 270790 1 DDS 
542/90 01/08/90 1 DDS 
543/90 28/08/90 1 DDS 
544/90 24/07/90 1 DDS 
545/90 10/09/90 1 DDS 
546/90 10/09/90 1 DDS 
547/90 17990 1 DDS 
548/90 10/09/90 1 DDS 
550/90 22/08/90 1 DDS 
551/90 03/10/90 1 DDS 
552/90 01/11/90 1 DDS 
ISWCATR228 553/901 018/90 1 DDS 
553/90 19/12/90 1 DDS 
554/90 25/0790 1 DDS 
555/90 09/08/90 1 DDS 
556/901 26/11/90 1 DDS 
558/90 09/10/90 1 DDS 
559/90 0108/90 1 DDS 
560/90* 27/1290 1 DDS 
561/90 27N2491 1 DDS 
563/901 08/08/90 1 DDS 
564/90 03/10/90 1 DDS 
565/90 06/11/90 1 DDS 
566/90 30/11/90 1 DDS 
567/90 05/11/90 1 DDS 
568/901 15/08/90 1 DDS 
569/90 1009/90 1 DDS 
570/90 14/1190 1 DDS 
571/90 16/1190 1 DDS 
572/90 13/11/90 1 DDS 
573/90 05/10/90 1 DDS 
574/90 10/09/90 1 DDS 
575/90 11/10/90 1 DDS 
576/90 14/12/90 1 DDS 
577/90 03/10/90 1 DDS 
578/90 16/08/90 1 DDS 
579/90 TA2S0 1 DDS 
580/90 24/09/90 1 DDS 
582/90 28/09/90 1 DDS 
583/90 20/08/90 1 DDS 
585/90 17/10/90 1 DDS 
586/90 10/09/90 1 DDS 
587/90 10/09/90 1 DDS 
588/90 18/09/90 1 DDS 
589/90 10/09/90 1 DDS 
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590/90 
591/90 
592/90 
593/90 
594/90 
595/90 
596/90 
597/90 
598/90L 
600/90 
601/90 
604/90 
606/90 
607/90* 
608/90 
609/90 
610/90 
611/90 
612/90 
616/90 
617/90L 
618/90 
621/90 
623/90 
624/90 
625/90 
626/90 
627/90 
630/901 
631/90 
632/90* 
633/901 
634/90 
635/90L 
637/90 
638/90 
639/90L 
641/90 
643/90 
645/90 
646/90 
647/90 
648/90 
649/90 
650/90 
651/90 
652/90 
653/90* 
654/901 
655/90 
656/90 
657/90 
658/90 


Release 
Date 


14/09/90 
04/09/90 
04/09/90 
04/09/90 
17/09/90 
17/09/90 
17/09/90 
17/09/90 
10/09/90 
30/11/90 
22/08/90 
06/11/90 
10/09/90 
31/08/90 
22/02/91 
28/08/90 
31/08/90 
12/12/90 
29/01/91 
27/09/90 
12/09/90 
12/09/90 
11/09/90 
11/10/90 
18/09/90 
18/09/90 
18/09/90 
18/09/90 
11/09/90 
26/09/90 
01/10/90 
03/10/90 
01/10/90 
28/11/90 
04/12/90 
10/10/90 
26/11/90 
03/10/90 
03/10/90 
28/11/90 
28/11/90 
06/11/90 
12/09/90 
09/10/90 
16/0491 
28/11/90 
05/11/90 
04/12/90 
13/09/90 
13/02/91 
14/11/90 
01/02/91 
15/11/90 


Summary 
Cite 


1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
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Reporter Decision Release 
Cite Number Date 
660/90L 20/11/90 
661/90 22/01/91 
662/90* 19/1190 
663/90 17/10/90 
664/90 18/10/90 
666/90 10/10/90 
666/90R 27/2/91 
667/90 11/10/90 
669/90 21/0990 
670/90 14/11/90 
671/90I* 18/10/90 
672/90 09/11/90 
674/90* 02/10/90 
ISWCATR236 675/90L 27/1190 
677/90 20/11/90 
678/901 19/09/90 
678/90 30/1190 
679/90 25/09/90 
680/90 . 30/1190 
681/90 19/11/90 
682/90 05/1090 
683/90 09/10/90 
684/90 09/10/90 
685/90 15/10/90 
688/90 08/11/90 
689/90 25/0990 
690/90 12/10/90 
691/90 19/10/90 
692/90 11/10/90 
693/90 27/990 
16WCATR268 697/90* 012/91 
698/90 07/1190 
700/90 15/10/90 
701/90 ED/12/90 
702/90 28/12/90 
703/90 28/090 
704/90L 279/90 
705/90 19/10/90 
706/90 300191 
708/90 29/1090 
709/90 20/1290 
710/90 27/1190 
711/90 193/91 
713/90 26/03/91 
714/90 19/11/90 
715/90 10/12/90 
716/90 19/11/90 
717/90 27/11/90 
718/90 18/12/90 
719/901 23/10/90 
720/90 19/10/90 
721/90 19/10/90 
722/90 19/11/90 
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Cite Cite 


1 DDS 
1 DDS : 
1 DDS 16WCATR273 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 16WCATR284 
1 DDS 
1 DDS 16WCATR299 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DLS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
1 DDS 
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723/901 
723/90 
724/90 
725/90 
726/90 
728/90 
729/901 
729/90 
730/90 
731/90 
732/90 
733/90 
736/90L 
737/90 
738/90* 
740/901 
742/901 
745/90 
746/90 
747/90 
748/90 
749/90 
750/90 
751/90 
751/90R 
752/90 
753/90 
754/90 
755/90 
756/90 


21/11/90 
15/04/91 
13/12/90 
09/10/90 
28/12/90 
04/03/91 
05/11/90 
27/02/91 
19/11/90 
14/11/90 
14/11/90 
14/11/90 
09/04/91 
19/10/90 
19/02/91 
14/01/91 
23/10/90 
23/10/90 
15/10/90 
31/10/90 
23/10/90 
13/03/91 
23/10/90 
23/10/90 
17/0491 
19/12/90 
17/04/91 
29/11/90 


- 23/10/90 
10/10/90 © 


31/1090 
12/0491 
11/12/90 
04/04/91 
10/04/91 
23/10/90 
22/04/91 
26/03/91 
05/11/90 
10/04/91 
05/11/90 
06/11/90 
05/11/90 
05/11/90 
25/10/90 
03/0191 
31/10/90 
28/03/91 
174/91 
01/11/90 
04/12/90 
14/03/91 
28/11/90 


MASTER LIST OF DECISIONS 

Summary Reporter Decision Release 
Cite Cite Number Date 

1 DDS 790/90* 28/11/90 
1 DDS 792/90 27/1190 
1 DDS 793/901 23/10/90 
1 DDS 794/90 26/02/91 
1 DDS 798/90L 14/03/91 
1 DDS 799/90 22/11/90 
1 DDS 800/90 22/11/90 
1 DDS 801/90 14/12/90 
1 DDS 802/90L 04/0491 
1 DDS 803/90 17/1190 
1 DDS 804/90 10/12/90 
1 DDS 805/90 29/1190 
1 DDS 806/90 09/11/90 
1 DDS 807/90 24/01/91 
1 DDS 808/90 20/11/90 
1 DDS 809/90 09/11/90 
1 DDS 810/90 09/11/90 
1 DDS 811/90 31/0191 
1 DDS 812/90 20/11/90 
1 DDS 813/90 28/03/91 
1 DDS 814/901 09/11/90 
1 DDS 817/90 29/11/90 
1 DDS 818/90 06/11/90 
1 DDS 819/90 20/11/90 
1 DDS 820/90 15/11/90 
1 DDS 821/90 15/0191 
1 DDS 823/90 16/01/91 
1 DDS 825/90 14/12/90 
1 DDS 826/90 10/12/90 
1 DDS 827/90 31N1/91 
1 DDS 828/901 20/12/90 
1 DDS 829/90 03/01/91 
1 DDS 831/90 260391 
1 DDS 832/90L 28/12/90 
1 DDS 833/90 11/12/90 
1 DDS 834/90 31/1090 
1 DDS 835/90 19/11/90 
1 DDS 836/90 19/1190 
1 DDS 837/90 27/1190 
1 DDS 839/90 29/11/90 
1 DDS 840/901 14/12/90 
1 DDS 841/90 29/11/90 
1 DDS 842/90 20/11/90 
1 DDS 844/90 09/04/91 
1 DDS 846/90 27/11/90 
1 DDS 847/90 22/01/91 
1 DDS 848/90 18/12/90 
1 DDS 849/90 18/12/90 
1 DDS 850/90 23/11/90 
1 DDS 851/90 23/11/90 
1 DDS 852/90 28/11/90 
1 DDS 853/90 17/04/91 
1 DDS 854/90 13/12/90 
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Decision Release 
Number Date 
855/90 11/12/90 
856/901 18/04/91 
858/90 28/02/91 
860/90 11/12/90 
861/90 15/0141 
861/90R 17/04/91 
863/90L 07/12/90 
864/90 28/01/91 
865/901 13/12/90 
866/90 26/03/91 
867/90 28/11/90 
868/90 13/03/91 
869/90 30/11/90 
870/90 02/04/91 
871/90 14/12/90 
872/90* 28/01/91 
874/90 28/01/91 
876/90 27/02/91 
879/90 07/12/90 
880/90 13/12/90 
881/90 11/12/90 
883/90 11/12/90 
884/90 19/03/91 
886/90 25/01/91 
887/90 05/12/90 
888/90 28/03/91 
890/90 04/01/91 
891/901 18/12/90 
892/90 14/01/91 
894/90 21/12/90 
895/90 10/12/90 
896/90 09/04/91 
897/90 13/12/90 
898/90 14/12/90 
900/90 28/01/91 
901/90 10/12/90 
902/90 10/12/90 
903/90 11/12/90 
904/90 08/01/91 
906/90 15/01/91 
907/90 12/03/91 
908/901 15/01/91 
910/901 18/12/90 
912/90I* 10/01/91 
913/90 08/01/91 
914/90 08/03/91 
915/901 20/12/90 
916/90 04/04/91 
918/90 11/0141 
919/90 27/02/91 
921/90 07/02/91 
923/90 17/0191 
924/90 25/01/91 


Summary Reporter 
Cite Cite 
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925/90 
926/901 
927/901 
929/90 
930/90 
931/90 
932/90 
933/90 
935/901 
936/90 
937/90 
938/901 
944/90 
947/90 
948/90 
949/90 
951/90 
952/90 
953/90 
956/901 
958/90 
960/90 
961/90 
964/90 
965/90 
966/90 
968/90* 
971/90 
972/90 
191 
2A11 
31 
41 
5A1 
691 
191 
9/91 
10/91 
11/91 
1491 
15/91 
1691 
17/1 
20/91 
21/91 
25/91 
26/91 
28/1 
29/91L 
30/91 
32/91* 
33/91 
3491 


Release 
Date 


28/01/91 
13/12/90 
27/1290 
1501/1 
20/12/90 
16191 
04/01/91 
17/1/91 


28/0191 


301491 
31/12/90 
072/91 
19/0291 
19/12/90 
18/12/90 
19/12/90 
29/1/91 
11/1/91 
28/03/91 
28/01/91 
2603/91 
17/01/90 
26/03/91 
17/191 
17/191 
26/02/91 
20/02/91 
29/1/91 
17/1/91 
28/01/91 
30/1/91 
28/01/91 
12/0291 
08/04/91 
1691/91 
2702/91 
2502/91 
1203/91 
24/04/91 
06/02/91 
2602/91 
08/02/91 
20/02/91 
25/1491 
25/01/91 
08/03/91 
1202/91 
222/91 
27N2/91 
15/031 
22/04/91 
29/0191 
20/01/91 
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Decision Release Summary Reporter Decision Release Summary Reporter 
Number Date Cite Cite Number Date Cite Cite 
35/91 30/01/91 1 DDS 119/91 12/03/91 1 DDS 
39/91 05/02/91 1 DDS 120/91 04/03/91 1 DDS 
41/91 08/02/91 1 DDS 122/911 05/04/91 1 DDS 
4211 08/02/91 1 DDS 123/91 12/03/91 1 DDS 
43/91 08/04/91 1 DDS 125/91 11/0391 1 DDS 
44/91 25/02/91 1 DDS 129/91 06/03/91 1 DDS 
4S591L 15/03/91 1 DDS 130/91 06/03/91 1 DDS 
S11 23/04/91 1 DDS 131/91 06/03/91 1 DDS 
52/91 26/03/91 1 DDS 135/91 28/03/91 1 DDS 
54/91 20/02/91 1 DDS 138/91 11/04/91 1 DDS 
55/91 08/02/91 1 DDS 142/91 10/04/91 1 DDS 
S7/911 25/02/91 1 DDS 143/91 14/03/91 1 DDS 
58/91 22/02/91 1 DDS 145/91 04/04/91 1 DDS 
59/91 26/03/91 1 DDS 150/91 04/0491 1 DDS 
60/91 26/03/91 1 DDS 151/911 22/03/91 1 DDS 
61/1 09/04/91 1 DDS 154/91 28/03/91 1 DDS 
63/91 07/03/91 1 DDS 155/911 27/03/91 1 DDS 
65/91 11/0491 1 DDS 156/91 05/04/91 1 DDS 
66/91 25/03/91 1 DDS 158/911 15/04/91 1 DDS 
67/91 07/03/91 1 DDS 159/911 15/0491 1 DDS 
68/911 20/02/91 1 DDS 160/91 21/03/91 1 DDS 
7191 16/04/91 1 DDS 167/91 23/04/91 1 DDS 
72/91 27/03/91 1 DDS 168/91 27/0341 1 DDS 
73/91 13/02/91 1 DDS 174/91 04/04/91 1 DDS 
TSA 12/03/91 1 DDS 176/91 2304/91 1 DDS 
78/911 22/02/91 1 DDS 178/91 04/0491 1 DDS 
78/91 08/04/91 1 DDS 179/91 28/0391 1 DDS 
81/91 19/02/91 1 DDS 180/91 04/04/91 1 DDS 
83/1 21/03/91 1 DDS 181/91L 08/03/91 1 DDS 
8491 08/04/91 1 DDS 184/911 03/04/91 1 DDS 
90/91* 16/0491 1 DDS 185/911 28/03/91 1 DDS 
92/1 05/04/91 1 DDS 186/91* 16/04/91 1 DDS 
93/91 21/03/91 1 DDS 187/911 28/03/91 1 DDS 
951 20/02/91 1 DDS 88/1L 03/04/91 1 DDS 
97/91 25/02/91 1 DDS 189/91 1604/91 1 DDS 
99/91* 19/03/91 1 DDS 196/91L 12491 1 DDS 
100/91 18/04/91 1 DDS 197/91 174A1 1 DDS 
104/91 08/03/91 1 DDS 198/91L 18/04/91 1 DDS 
106/91 11/0391 1 DDS 199/91 18/04/91 1 DDS 
107/91 19/031 1 DDS 202/91 16/0491 1 DDS 
108/91 22/02/91 1 DDS 211/91 23/04/91 1 DDS 
110/91L 22/03/91 1 DDS 231/91 17/491 1 DDS 
111/91 17/(04f1 1 DDS 234/911* 24/04/91 1 DDS 
114/91 17/04/91 1 DDS 240/91 16/0491 1 DDS 
115/91 26/03/91 1 DDS 241/91 16491 1 DDS 
117/91L 12/04/91 1 DDS 251/91 23/0491 1 DDS 
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Judicial Review 
Applications for judicial review of the following Tribunal decisions have been dismissed: 


241* 
391* 

449 

525* except in respect of Family Law Act claims which could be remitted back to the Tribunal 
698L* 
850/87* 
850/87R* 
981/87 
981/87R 
462/88* 
695/88 
696/88* 
697/88 
258/90 
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Ability to repay see Overpayment 
Absent parties see Procedure 
Abuse of process 967/89* 
Academic training see Rehabilitation 
Access roads see In the course of employment 
Access to worker file, P.D. 1 8951, 112/87, 393/871, 393/87, 1209/87I, 1271/871, 504/88I*, 807/88, 229/90I*, 
828/901, 865/901 

adverse consequences of disclosure 157/881 

conditions of access 754/89* 

confidentiality 535/88I* 

deletion of material 664/881 

harmful information 826/90 

issue in dispute 

SIEF 535/88I* 

jurisdiction 630/87R, 588/881 

offence 849/881, 754/89*, 828/90I 

subsequent disclosure 535/88I*, 354/89, 550/89 
Access to worker file, s. 77 112/87, 146/87R, 130/88, 134/88, 135/88, 136/88, 158/88, 160/88, 161/88, 162/88, 
164/88, 165/88, 166/88, 178/88, 179/88, 180/88, 182/88, 203/88, 204/88, 230/88, 231/88, 232/88, 233/88, 234/88, 
248/88, 276/88, 277/88, 278/88, 285/88, 286/88, 287/88, 307/88, 308/88, 351/88, 352/88, 353/88, 354/88, 390/88, 
394/88, 429/88, 446/88, 447/88, 448/88, 459/88, 464/88, 466/88, 499/88, 501/88, 502/88, 503/88, 505/88, 506/88, 
507/88, 529/88, 544/88, 545/88, 557/88, 558/88, 560/88, 561/88, 562/88, 563/88, 589/88, 617/88, 618/88, 619/88, 
622/88, 623/88, 624/88, 625/88, 651/88, 652/88, 655/88, 662/88, 663/88, 665/88, 671/88, 673/88, 677/88, 679/88, 
683/88, 750/88, 751/88, 752/88, 760/88, 762/88, 770/88, 771/88, 772/88, 787/88, 804/88, 805/88, 806/88, 814/88, 
815/88, 816/88, 824/88, 825/88, 827/88, 828/88, 837/88, 838/88, 901/88, 903/88, 912/88, 978/88, 979/88, 980/88, 
981/88, 5/89, 9/89, 10/89, 50/89, 51/89, 74/89, 75/89, 76/89, 95/89, 128/89, 129/89, 140/89, 141/89, 143/89, 149/89, 
175/89, 222/89, 318/89, 319/89, 320/89, 350/89, 361/89, 362/89, 363/89, 424/89, 426/89, 438/89, 440/89, 449/89, 
450/89, 451/89, 478/89, 485/89, 504/89, 505/89, 506/89, 521/89, 528/89, 529/89, 556/89, 567/89, 576/89, 577/89, 
601/89, 602/89, 603/89, 604/89, 636/89, 650/89, 666/89, 668/89, 675/89, 677/89, 702/89, 704/89, 711/89, 732/89, 
733/89, 734/89, 736/89, 752/89, 753/89, 754/89, 784/89, 785/89, 790/89, 811/89, 837/89, 838/89, 853/89*, 854/89, 
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Access to worker file, s.77 continued: 


866/89, 875/89, 892/89, 893/89, 896/89, 898/89, 899/89, 935/89, 944/89, 946/89, 947/89, 961/89, 963/89, 965/89, 
966/89, 972/89, 973/89, 1006/89, 4/90, 5/90, 6/90, 7/90, 28/90, 48/90, 49/90, 86/90, 88/90, 89/90, 117/90, 128/90, 
136/901, 137/90, 138/90, 150/90, 151/90, 152/90, 167/90, 168/90, 174/90, 175/90*, 183/90, 189/90, 191/90, 193/90, 
194/90, 202/90, 204/90, 205/90, 212/90, 213/90, 220/90, 221/90, 222/90, 274/90, 297/90, 298/90, 300/90, 302/90 
306/90, 322/90, 333/90, 335/90, 352/90, 353/90, 354/90, 355/90, 364/90, 365/90, 366/90, 367/90, 369/90, 370/90 
371/90, 378/90, 379/90, 380/90, 392/90, 393/90, 395/90, 396/90, 397/90, 402/90, 411/90, 413/90, 421/90, 423/90, 
424/90, 428/90, 430/90, 433/90, 435/90, 436/90, 448/90, 449/90, 450/90, 459/90, 462/90, 466/90, 467/90, 468/90, 
469/90, 486/90, 487/90, 488/90, 489/90, 510/90, 545/90, 546/90, 547/90, 554/90, 570,90, 571/90, 572/90, 586/90 
587/90, 588/90, 589/90, 590/90, 591/90, 592/90, 593/90, 595/90, 596/90, 597/90, 606/90, 618/90, 623/90, 624/90 
625/90, 626/90, 627/90, 637/90, 645/90, 646/90, 681/90, 689/90, 690/90, 691/90, 692/90, 703/90, 708/90, 720/90, 
722/90, 731/90, 732/90, 733/90, 771/90, 773/90, 774/90, 775/90, 776/90, 803/90, 809/90, 820/90, 833/90, 839/90, 
842/90, 849/90, 851/90, 880/90, 881/90, 887/90, 901/90, 902/90, 903/90, 929/90, 930/90, 947/90, 948/90, 949/90 
964/90, 965/90, 1/91, 2/911, 3/91, 20/91, 21/91, 34/91, 35/91, 59/91, 65/91, 67/91, 95/91, 129/91, 130/91, 131/91 
150/91, 167/91, 176/91, 197/91, 199/91, 240/91, 241/91 
conditions of access 826/88*, 177/89, 530/89*, 948/89, 1007/89 
confidentiality 911/88*, 530/89*, 765/89, 837/90 
Mental Health Act 350/88*, 697/90* 
deletion of material 1254/87, 89/88, 92/88, 163/88, 184/88, 379/88, 401/88, 482/88, 572/88, 647/89, 50/90, 147/90, 
381/90, 388/90, 429/90, 515/90, 548/90, 594/90, 6/91 
employer 123/89, 174/89, 507/89, 735/89, 964/89 
harmful information 1083/87*, 1174/87*, 350/88*, 766/89, 412/901, 312/90, 60/91 
issue in dispute 143/88, 184/88, 427/88*, 428/88*, 498/88, 546/88, 584/88, 791/88, 455/89, 799/89, 800/89, 12/90, 
33/90, 394/90, 407/90, 434/90, 569/90, 583/90, 806/90 
bona fides 114/88, 115/88, 116/88, 198/88, 199/88, 761/88* 
commutation 334/90 
initial entitlement 132/88, 133/88, 902/88*, 575/89, 678/89, 211/90 
interest of employer 836/89* 
Overpayment 378/88 
particulars 647/89 
rehabilitation, vocational 389/90 
relevance 1083/87*, 543/88, 142/89, 783/89, 175/90*, 850/90, 6/91 
new information 832/89*, 25/90 
prior claim files 516/90, 90/91 
SIEF 129/88, 131/88, 175/90*, 301/90*, 697/90* 
temporary disability benefits 1254/87 
multiple appeals 193/89 
non-medical information 766/89, 1005/89, 422/90* 
Board memos 697/90* 
social work report 697/90* 
offence 435/88*, 530/89* 
procedure, Board 882/901 
relevance of subsequent reports 46/89 
subsequent disclosure 401/88, 435/88*, 46/89, 124/89, 530/89*, 931/90 
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Access to worker file, s.77 continued: 


use of material 843/87, 401/88, 465/88, 559/88, 592/88, 826/88*, 911/88*, 1001/88*, 125/89, 484/89, 530/89*, 
553/89*, 574/89, 678/89, 835/89, 1007/89, 516/90 
Accident 
chance event see Chance event; Injury by accident 
definition of 24F*, 559/87*, 42/89*, 585/89, 727/89, 224/90*, 245/90*, 32/91 
effect of disciplinary action 322/891 
disablement see Disablement 
inconsistent witness 61/88 
occurrence 521, 798, 827R2, 16/87, 306/87, 333/87, 362/87, 372/87, 438/87, 521/87, 766/87, 806/87, 814/87, 
815/87, 946/87, 950/87, 906/87, 1031/87, 1075/87, 1089/87, 1227/87, 1239/87, 1271/87, 4/88, 45/88, 48/88, 59/88, 
82/88, 111/88, 119/88, 151/88, 155/88, 172/88, 189/88, 194/88, 229/88, 271/88, 299/88, 317/88, 318/88, 325/88, 
363/88, 425/88*, 443/88, 449/88, 461/88, 568/88*, 595/88, 660/88, 674/88, 706/88, 769/88, 788/88, 873/88, 
884/88, 958/88, 985/88, 992/88, 20/89, 264/89, 453/89*, 72/89, 225/89, 347/89, 370/89, 371/89, 376/89, 377/89, 
403/89, 476/89, 483/89, 490/89, 562/89, 612/89, 615/89, 644/89, 721/89, 724/89, 758/89, 782/89, 847/89, 864/89, 
891/89, 903/89, 922/89, 1002/89, 1014/89, 1031/89, 1038/89, 1044/89, 58/90, 107/90, 118/90, 133/90, 157/90, 
186/90, 197/90, 214/90, 247/901, 255/90*, 265/90, 307/90*, 329/90, 332/90, 363/90, 401/90, 406/90, 409/90, 
418/90, 451/90, 472/90, 491/90, 542/90, 551/90, 577/90, 647/90, 655/90, 661/90, 669/90, 700/90, 825/90, 884/90, 
921/90, 7/91, 83/91, 120/91, 160/91 
see also Credibility; Delay; Evidence; Injuring process 
Accidents away from employer’s premises see Arising out of employment 
Accident employer see Available employment 
Accommodation 
undue hardship 
cost 968/90* 
health and safety risks 968/90* 
Action 
section 15 application see Section 15 application; Words and phrases 
settlement 282/90* 
subrogation see Subrogation 
Addendum see Procedure 
Adjournment 212/881 
absent parties see Procedure 
additional evidence 236/871, 1185/87, 977/881, 991/881, 626/891, 61/90I, 403/901, 511/901, 521/90I, 793/901, 
926/901, 42/911, 187/911 
additional issues 856/901 
additional medical evidence 679, 347/881, 412/881, 830/88, 389/891, 620/891, 78/901, 304/901, 654/901, 840/901, 
875/901, 891/901, 935/901, 151/911, 155/911 
additional submissions 961/881, 910/90I 
addition of representative 95RI2*, 679, 699/87, 331/881, 550/88, 702/881, 150/891, 638/891*, 876/89A, 912/89, 
103/901, 186/901, 553/901, 563/901, 568/901, 742/901, 184/911 
admission of evidence 1027/891, 115/90I 
Board submissions 86/891, 817/891, 927/901, 75/911 
conflict of interest 393/881, 940/881, 57/911 
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Adjournment continued: 


consolidation of hearings 109/89I2 
exceptional circumstances 726/88I*, 727/881, 728/881, 729/881, 730/881, 731/881, 732/881, 733/881 
illness of worker 1272/8713* 
judicial review 854/87, 260/891*, 983/891 
lack of time 1271/871, 134/891 
notice 888/881, 927/891, 719/901, 814/901, 875/901 
peremptory hearing date 882/87I*, 336/90I, 384/90I2 
Preparation 775/87, 834/87, 1119/871, 914/881, 439/891, 684/89*, 185/911 
referral to Board 236/871, 417/89*, 573/891, 114/901, 122/90, 236/901, 275/901, 915/901, 956/901, 158/91], 159/911 
change in fact 122/911 
representative availability 296/88, 726/88I*, 727/881, 728/881, 729/881, 730/88I, 73 1/881, 732/881, 733/881, 779/88, 
364/891, 529/901, 869/90, 908/901 
section 77 application 80912 
standard of proof 726/881*, 727/881, 728/881, 729/881, 730/881, 731/881, 732/881, 733/881 
witness availability 867/87*, 882/87I*, 139/881, 686/891, 687/891 
Administrative Fund 
transfer of costs 930/87*, 22/89, 431/89, 859/89*, 908/89, 72/90, 169/90 
Admissibility after hearing see Evidence 
Adverse consequences of disclosure see Access to worker file, P.D. 1 
Agenda setting see Issue setting 
Aggravation 
compensable injury 328/87, 800/87, 880/87, 1040/87, 1239/87, 746/88, 97/89, 877/89, 941/89, 953/89, 341/901 ¢ 
disc, herniated 456/88 
disc, protruding 99/88 
epicondylitis 22/90 
myofascitis 
lumbar 382/89 
neuroma 1172/87 
psychotraumatic disability 906/89 
Strains and sprains 
lumbar 1082/87, 1166/87 
lumbosacral 1275/87 
thoracic 305/88 
white finger disease 793/89 
Preexisting condition 326/87, 894/87, 104/88, 222/88, 294/88*, 360/88, 647/88, 877/88, 915/88, 976/88, 54/89, 
80/89, 300/89, 396/89, 930/89, 679/90 
allergy 333/89* 
athlete’s foot 937/88 
arm condition 178/87 
arthntis 163/87, 810/88 
elbow 1119/87 
hip 345/87, 48/89 
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Aggravation (preexisting condition) continued: 


arthrosis 
sacroiliac 424/88 
asthma 1043/87, 171/88, 78/89, 197/89, 447/89, 1045/89* 
bronchiectasis 40/88* 
Carpal tunnel syndrome 886/89 
cyst 
pilonidal 206/90 
cystic lesion 182/89 
degeneration 429/89 
knee 833/89, 967/89* 
meniscus 1159/87* 
rotator cuff 310/89 
dermatitis 490/90 
disc, congenital malformation 679 
disc, degeneration 457F, 679, 20/87, 72/87, 335/87, 354/87, 377/87, 497/87, 652/87*, 671/87, 800/87R, 937/87*, 
999/87, 14/88, 83/88, 105/88, 140/88, 191/88, 221/88, 225/88, 310/88, 348/88, 730/88, 178/89, 282/89, 303/89, 
388/89, 400/89, 422/89, 655/89, 834/89, 878/89, 26/90*, 64/90, 386/90*, 550/90, 39/91 
asymptomatic 877/87, 983/87, 658/89 
cervical 332/87, 641/87, 227/88, 716/88, 749/88, 152/89, 245/89, 469/89, 1009/89, 924/90, 211/91 
lumbar 761/87, 252/88, 660/88 
symptomatic 935/87, 1020/87, 117/88 
dislocation 
shoulder 766/87, 971/88 
Dupuytren’s contracture 434/88 
dysuria 731/88 
enuresis 731/88 | 
flat feet 527/88 
asymptomatic 993/87 
hearing loss 869/88 
hernia 583/89, 661/90 
inguinal 900 
hypertension 503/90 
impotence 731/88 
knock knees 241/90 
Legg-Perthes’ disease 955/89 
mental condition 57/87, 125/87, 1018/87*, 240/88, 723/88 
multiple sclerosis 582/88* 
narcolepsy 207/90* 
necrosis 
avascular 722 
osteoarthritis 866/88, 176/89, 41/90, 70/90, 244/90 
asymptomatic 269/87, 1135/87, 314/88, 946/88 
hip 1103/87, 41/89 
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Aggravation (preexisting condition) continued: 


knee 1151/87, 245/89, 726/90 
Osteochondritis 141/88 
asymptomatic 993/87, 502/90 - 
symptomatic 1030/87 
pain 
low back 858/87 
polio 427/90 
respiratory condition 680/87 
rheumatoid arthritis 936/87*, 219/88, 73/89 
asymptomatic 982/87* 
rhinitis 1294/87 
rotoscoliosis 995/87 
sciatica 301/88 
spinal stenosis 20/87, 224/87, 183/88, 374/88 
asymptomatic 767/87 
spondylarthritis 215/88 
spondylarthrosis 215/88 
spondylitis 
ankylosing 134/87, 320/87, 379/87, 225/89 
spondylolisthesis 515/87, 877/87, 640/88, 497/89, 999/89, 32/90 
asymptomatic 856/87 
symptomatic 578/87 ( 
spondylolysis 740/89 
spondylosis 262/88, 293/89 
cervical 501/90 
Strains and sprains 
lumbar 281/87, 484/87, 487/87, 1189/87, 410/88, 741/88 
tear 
meniscus 942/89 , 
temporomandibular joint dysfunction 879/89 
tendonitis 954/87, 110/88*, 779/88 
arm 331/87 
rotator cuff 1157/87 
tenosynovitis 484F 
thoracic outlet syndrome 1120/87 
ulcer 
duodenal 650/88 
vascular disease 138/89*, 291/89 
xerostomia 214/88* 
see also Jntervening causes; Preexisting condition; Recurrences; Second Injury and Enhancement Fund: 
Subsequent incidents 
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Agreement 
parties 977/881, 311/89 
collective see Collective agreement 
Agriculture see Farming 
Aid in getting worker back to work see Rehabilitation 
Alcoholism 245, 653, 847/87, 405/88*, 939/88, 312/90 
see also /ntoxication 
Allergy 333/89*, 392/89 
extrinsic allergic alveolitis 214/89* 
Allocation 722, 810/87*, 186/88, 395/88 
Altered gait see Consequences of injury 
AMA Guides see Pensions (AMA Guides) 
Amalgamation of claims see Pensions 
American Medical Association Guides to the Evaluation of Permanent Impairment see Pensions (AMA Guides) 
Ammonia see Exposure 
Amputation 1106/87* 
finger 871/88 
leg 261/88, 138/89* 
Aneurysm 
cerebral 450* 
ventricular 10/88* 
Ankle condition see Arthritis; Burns; Osteoarthritis; Strains and sprains; Ulceration 
Anxiety 245, 674, 37/88, 882/89 
Apparatus see Health care 
Appeal 
withdrawal see Withdrawal (of appeal) 
Appeal on overpayment see Jurisdiction, Tribunal 
Appliances see Health care 
Apportionment 359/87*, 603/87, 1241/87*, 17/89*, 294/89*, 570/89*, 998/88, 586/89, 72/90, 386/90*, 916/90, 
111991 
health care 634/90 
industrial disease 1183/87*, 398/89*, 511/90 
pensions 420/88*, 880/88*, 132/90*, 200/90*, 427/90 
standard of proof 213/88*, 17/8912*, 427/89, 688/89* 
Arachnoiditis 826/87, 238/89* 
Arising out of and in the course of employment see Arising out of employment; In the course of employment 
Arising out of employment 107/88* 
added peril 490/88*, 531/90 
assault 245/90* 
causation see Causation 
employer’s premises 62/89* 
fighting 71/87, 1017/87, 327/88, 782/88, 13/89*, 678/90 
horseplay 234/87*, 558/89, 405/90* 
instrument of added peril 690/87*, 738/87*, 674/89, 179/90 
intervening causes see Intervening causes 
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Arising out of employment continued: 
intoxication 99/89*, 977/89* 
lunch 62/89* 
multiple causes see Multiple causes 
parking lots 913, 547/87*, 998/87, 585/89, 674/89, 179/90 
preexisting condition 483*, 1271/87, 342/89 
reasonably incidental activity test 62/89*, 909/89*, 101/90, 255/90*, 270/90* 
recreational activity 62/89*, 794/90 
remote location 42/89I* 
risk analysis 351/90* 
significant contribution see Significant contribution 
takes self out of employment 939/88 
breach of agreement with employer 1295/87 ‘ 
wilful and intentional act see Wilful and intentional act 
work relatedness test 470/88*, 585/89, 629/89* 
see also Preexisting condition 
Arm condition see Epicondylitis; Fibrositis; Nerve entrapment, ulnar; Reflex sympathetic dystrophy; Tendonitis; 
Tenosynovitis 
Arrears see Pensions 
Arrhythmia 666/90 
Arsenic see Exposure 
Arthritis 345/87 
ankle 762/87 
thumb 156/89 
see also Osteoarthritis; Rheumatoid arthritis 
Asbestos see Exposure 
Asbestosis 608/88, 904/88*, 665/89, 720/89 
see also Exposure; Industrial disease 
Asthma 584M, 680/87, 56/88*, 171/88, 894/88, 904/88*, 960/88, 78/89, 197/89, 447/89, 681/89, 757/89, 79/90" 
Assault see Arising out of employment; In the course of employment 
Assessment of disability see Pensions (assessment) 
Assessment of employers 
relief from additional sums 585/87*, 745/88 
retroactivity 585/87* 
see also Class of employer; Penalties 
Athlete’s foot 937/88 
Attendance allowance see Health care 
Attending school see Availability for employment 
Automotve industry 512/87*, 570/87, 606/87 
assembler 1120/87, 28/88, 300/88, 334/89 
scuff job 198/89 
glass worker 975/88 
auto body repair 842/88 
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Automotive industry continued: 


roof bow installer 530F 
sander 12/89 
Availability for employment 515*, 1005/87*, 1241/87*, 9/88 F; 
attending school 386 
cooperation 682/89 
considering self totally disabled 707/87, 1007/87, 1025/87, 236/88*, 281/88, 415/88, 
484/88, 962/88, 986/88, 201/89, 227/89, 242/89, 1040/89 
cooperation with vocational rehabilitation 318 
disabled by non-compensable condition 1184/87, 387/88, 957/88, 817/90 
job search 566M, 220/87, 224/87, 310/87, 313/87, 572/87, 674/87, 717/87, 882/87*, 943/87, 977/87, 1034/87, 
1235/87, 1240/87, 3/88, 11/88, 77/88, 84/88, 282/88, 510/88*, 513/88, 534/88, 709/88, 740/88, 870/88, 888/881, 
909/88, 924/88, 1002/88*, 36/89, 164/89, 200/89, 216/89, 274/89, 277/89, 700/89, 958/89, 11/90, 42/90, 129/90, 
131/90, 178/90, 266/90, 324/90, 330/90, 345/90, 415/90, 417/90, 750/90, 897/90, 900/90, 961/90 
written record 933/89 
motivation 84/88 
offer from accident employer 240, 982/88 
plant shutdown 56/89 
pregnancy 258/89 
reassessment of negative decision 
onus of proof 595/87*, 595/87R* 
standard of proof 595/87*, 595/87RI*, 595/87R* 
refusing suitable work 305/87*, 546/87, 768/87, 1172/87, 1279/87, 3/88, 240/88, 670/88, 703/88, 996/88, 309/89, 
474/89*, 539/89*, 800/90, 52/91 
personal reasons 112/89 
relocation 886/87, 399/88, 684/88, 195/89 
strike 250/88* 
trip outside Ontario 638/88*, 963/88 
see also Available employment; Rehabilitation; Suitable employment 
Available employment 305/87*, 694/87, 718/87, 1034/87, 1235/87, 187/88, 281/88, 164/89, 870/89 
crossing picket line 250/88* 
offer from accident employer 240, 727/87, 882/87*, 75/88, 77/88, 157/88, 270/88, 793/88, 891/88, 200/89, 
332/89, 803/89, 940/89, 345/90, 801/90, 52/91 
offer from employer 539/89* 
see also Availability for employment; Rehabilitation; Suitable employment 
Awkward position see Disablement 


Back conditions see Chronic pain; Disc; Nerve root compression; Osteoarthritis; Pain; Scoliosis; Spondylitis, 
Spondylarthrosis; Spondylolisthesis; Strains and sprains 
Bacteria see Exposure 
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Benefit of the doubt 162, 167, 779F*, 20/87, 168/87, 218/87R, 220/87, 354/87, 990/87, 995/87, 1118/87, 1265/87, 
14/88, 17/88*, 20/88, 45/88, 102/88*, 119/88, 196/88, 422/88, 425/88*, 488/88L, 527/88, 530/88, 578/89, 708/88, 
813/88, 844/88, 887/88, 898/88, 997/88, 73/89, 157/891, 202/89, 206/89, 207/89, 220/89, 291/89, 303/89, 328/89*, 
357/89, 501/89*, 535/89, 579/89, 681/89, 720/89, 724/89, 906/89, 955/89, 975/89, 988/89, 70/90, 180/90, 508/90, 
650/90, 726/90, 30/91, 41/91 
Benefits ; 
payments by employer 967/89A 
Beryllium-related disease 206/89 
Beta-naphthylamine see Exposure 
Bias 24F*, 896/87, 497/88, 17/891, 894/90 
Bleach fumes see Exposure 
Blindness 
hysterical 848/89* 
Blisters 528/90 
Board Directives and Guidelines 
adjudication 
medical treatment 525/88 
apportionment 1241/87* 
attendance allowance 102/88* 
cancer 
gastrointestinal 
standard of review 211* 
cardiac conditions 514/88*, 151/89 
unusual physical exertion 667/88, 122/89, 116/90 
Chronic pain 289/88, 465/90 
marked life disruption 75/911 
Rating Schedule 901/87(2)I*, 738/90 
class of employer 
industry test 131/87*, 160/87 
commutation 122/88*, 147/88, 606/88, 851/88*, 345/89, 828/89*, 844/90 
dependable source of income 414/89 
rehabilitative measure 233/90, 953/90 
reurement 714/90 
standard of review 235/88*, 569/88* 
ten per cent pension 839/88, 233/89*, 749/89, 319/90 
construction industry worker 701/87I*, 742/87, 1114/87*, 478/90, 876/90 
disablement 818, 279/89, 10/90 
earnings basis 1269/87* 
Overtime 934/88* 
permanent disability 303/00* 
employer’s premises 738/87* 
fibromyalgia 669/87F*, 218/90, 337/90 
fighting 804/89* 
gold miners 257/89* 
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Board Directives and Guidelines continued: 


health care 
glasses 792/89*, 888/90 
hearing loss 739/88, 19/89, 220/89, 434/891, 326/901, 30/91 
hearing aid 732/88 
individual susceptibility 871/87, 905/87, 376/88, 382/88, 98/89, 808/89, 195/90 
presbycusis factor 132/90* 
retroactivity 109/89] 
horseplay 804/89* 
in the course of employment 
repairing own equipment 1125/87, 431/90* 
logging industry workers 1067/87* 
maintenance allowance 
calculation 474/89* 
maximal medical rehabiliation 912/90I* 
parking lots 913, 547/87* 
partial disability benefits 768/87 
Suitable employment 997/89 
penalty assessments 141/87, 256/87, 672/88*, 745/88, 801/88, 845/88*, 852/88 
charitable organization 829/88*, 94/89*, 39/90*, 443/90* 
distortions 563/87*, 845/88R, 329/89*, 480/89, 836/90, 68/91I, 123/91 
onus of proof 836/90 
personal coverage 127/90 
homogeneous rate group 829/88*, 39/90*, 443/90* 
improved record 123/91 
pensions 
assessment 326/89 
enhancement factor 831/88*, 831/88F* 
preexisting condition 880/89, 520/89* 
provisional 339/89*, 442/90* 
permanent disability 
impotence 785/88* 
psychotraumatic disability 740/90I 
five year guideline 766/88, 591/89, 593/89 
reconsideration 68/911 
reinstatement 
essential duties 
job outcome 968/90* 
retroactivity 606/88, 140/90 
SIEF 
preexisting condition 186/91 
psychological condition 431/89, 571/89 
severity of accident 238/89*, 547/89 
severity of preexisting condition 884/90 
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Board Directives and Guidelines continued: 


standard of review 831*, 701/87I* 
supplements, older worker 378/89*, 575/90 
supplements, temporary 972/87*, 744/88, 366/89 
extension 870/88, 466/89* 
policy change 1048/89, 324/90 
temporary partial disability 
Canada Pension Plan 133/89* 
wage loss benefits 
self-employed worker 653/90* 
tinnitus 789/901 
continuous 941/88* 
severity 941/88* 
unusual circumstances 876/88* 
transportation industry 
taxi driver 423/88* 
treatment control 
chiropractors 4/89* 
tefusal of treatment 750/90 
white finger disease 307/87 
Board discretion see Discretion, Board 
Board doctors 533 
Board implicitly dealt with issue see Jurisdiction, Tribunal 
Board policy see Board Directives and Guidelines 
Board powers see Jurisdiction, Board 
Board procedure see Board Directives and Guidelines 
Bone see Specific condition . 
Brain damage 642/89 
see also Cerebellar dysfunction 
Break see Arising out of employment; In the course of employment 
Breathlessness 666/90 
Bronchial hyper-reactivity 381/87, 392/89 
Bronchiectasis 40/88* 
Bronchitis 680/87, 1084/87*, 335/89, 1009/89 
Buerger’s disease 1106/87* 
Bums 35/88, 144/88*, 535/89 
ankle 1085/87 
see also Disfigurement 
Bursitis 
knee 224/87 
shoulder 644/87, 627/88, 905/88, 975/88 
Bus driver, see Transportation industry 
Business investment, see Commutation 
Butcher 541/89 
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Cadmium dust see Exposure 
Callus 
plantar 131M 
Canada Pension Plan 1077/87, 94/88, 311/88, 133/89*, 140/90 
Cancer 


bladder 1268/87L, 1268/87* 
bronchioalveolar 370/87 
colon 211* 
lung 138/87, 349/87, 1188/87*, 1296/87*, 809/88, 246/89, 257/89*, 307/891, 331/89665/89, 1026/89 
tonsil 773/88L* 
see also Causation; Industrial disease; Mesothelioma 
Carbon monoxide see Exposure 
Carpal tunnel syndrome 14/87, 350/87*, 570/87, 1072/87, 168/88, pees 936/88*, 404/89, 886/89, 926/89, 59/90*, 
336/90, 476/90, 612/90 
Cartilage see Chondromalacia; Osteochondritis; Tear 
Case Description 72/90 
Case Direction Panel 1272/8713*, 6/91 
Cashier 590, 818, 1026/87, 269/88*, 478/88, 634/88, 648/88, 186/89, 198/90, 336/90, 476/90 
Casual employment 701/871*, 712/87*, 742/87, 185/88, 493/90 
Cataracts 515/87, 336/88, 115/90 
traumatic 243/88, 873/89 
Causalgia 364/87, 358/89 
Causation 
aneurysm 450* 
cancer 
lung 138/87* 
gold miners 257/89* 
carpal tunnel syndrome 936/88* 
conversion neurosis 1168/87I* 
disc, degeneration 72/87, 559/87*, 374/88 
epilepsy 926/88* 
heart attack 483*, 371/87*, 514/88*, 11/89*, 535/89, 1053/89* 
lipoma 443/89 
medical evidence 94/87*, 269/87, 937/89, 766/90 
standard of proof 1170/87, 138/89*, 206/89 
stress 684/89* 
pulmonary embolism 343/88* 
stress 94*, 918* , 980/89* 
stroke 88/87* 
suicide 
standard of proof 298/88* 
thin skull doctrine 245, 361/87*, 1246/87*, 880/88*, 894/88, 294/89*, 339/89* 
see also Aggravation; Arising out of employment; Consequences of injury; Continuing entitlement; Initial 
entitlement; Intervening causes; Multiple causes; Preexisting condition; Recurrences; Significant contribution; 
Subsequent incidents 
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Cease to apply see Words and phrases 
Cerebellar dysfunction 254/90 
Chalazion 834/88 
Chance event 521, 916, 80/87, 559/87*, 949/87*, 1159/87*, 88/87*, 8/88, 303/88*, 405/88*, 425/88*, 667/88, 
42/891*, 1044/89, 101/90 

interpretation 42/89* 

see also Injury by accident 
Change in work see Disablement 
Charitable organizations see Board Directives and Guidelines 
Charter of Rights 114/88, 115/88, 116/88, 180/88, 592/88, 762/88 

court of competent jurisdiction 227L, 423/88*, 755/88*, 534/90I* 

due process 105/90 

equality nghts 302/88*, 755/88* 

mobility rights 441/89 

retroactivity 755/88* 

see also Due Process 
Chemical exposure see Exposure 
Chiropractic treatment see Health care 
Chiropractor see Health care 
Chromium compounds see Exposure 
Chondromalacia 

knee 916, 1024/87, 1160/87, 616/88, 821/88 

thigh 616/88 
Chronic obstructive lung disease 94/87*, 680/87, 152/88*, 842/88, 859/891, 859/89*, 1009/89, 724/90 
Chronic pain 629, 674, 910, 915A*, 40/87*, 148/87, 151/87*, 163/87, 315/87, 646/87, 648/87, 686/87, 669/87F*, 
706/87, 773/87, 790/87, 978/87, 999/87, 1004/87, 1138/87, 1154/87, 1168/87I*, 5/88*, 284/88, 289/88, 321/88, 
598/88L, 656/89, 681/88, 823/88*, 962/88, 970/88, 3/89, 60/89, 106/89*, 276/89, 299/89, 358/89, 502/89, 512/89, 
519/89*, 534/89, 593/89, 638/891*, 638/89, 693/891*, 713/89, 739/89, 795/89L, 798/89, 15/90*, 63/90, 67/90, 69/90, 
102/90, 119/90, 122/90, 229/90, 250/90, 275/901, 315/90, 358/90, 385/90, 464/90*, 465/90, 553/90, 600/90, 638/90, 
671/90I*, 718/90, 780/901, 781/90, 813/90, 886/90, 894/90, 912/90I*, 966/90, 28/91 

genuineness 

special confidence 182* 

leg 364/871 

low back 275*, 334, 47/87, 797/87, 967/87 

marked life disruption 706/87, 999/87, 1002/87, 398/88, 932/89, 60/90, 293/90, 9/91, 75/911 

Rating Schedule 901/87(2)I*, 23/89, 738/90 

see also Pain; Psychogenic pain; Somatoform pain 
Cirrhosis 

primary biliary 328/89* 
Civil action see Section 15 application 
Class of employer 124/87*, 23/88*, 253/89 

catering 234/89* 

dual rates 710/90 

organization test 131/87*, 160/87 
farming 588/891, 284/90 
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Class of employer continued: 


golf club 897/89* 
industry test 131/87*, 160/87 
installation of heavy machinery 591/87* 
logging 93/90, 710/90 
manufacturing 
machinery 591/87* 
plaster statuary 558/90 
pottery 558/90 
mining 726/89 
operation of apartment building 897/88*, 497/90 
prospecting 726/89 
retail mercantile business 563/89 
road construction 93/90, 710/90 
supplier of non-clerical labour 234/89*, 729/90 
wholesale mercantile business 588/891 
wholesale operation 563/89 
wood operations 710/90 
worm picking 588/891 
Clarification of decision see Procedure 
Climate 
cold 483*, 178/87, 40/88*, 251/88 
draught 700/87, 1206/87, 104/88, 171/88, 418/88, 607/88, 834/88, 841/88, 413/89, 649/89 
heat 35/88, 88/87*, 273/89 
sick building syndrome 214/88* 
Clothing allowance see Rehabilitation 
Coal tar emissions see Exposure 
Collective agreement 274/87*, 305/87*, 882/87*, 981/87, 649/88*, 695/88, 696/88", 697/88, 914/88], 1004/89*, 
730/90 
Common law 
role of 206A*, 915A* 
see also Legal precedent 
Common law spouse see Member of Family 
Commutation 414/89 
academic training 1004/88 
business investment 201/87, 639/87, 1270/87*, 25/88, 685/88, 851/88*, 895/88, 927/88, 69/89*, 248/89, 249/89, 
288/89, 296/89*, 582/89, 699/89, 718/89, 895/89, 24/90, 65/90, 156/90, 292/90, 643/90, 4/91 
debt liquidation 70/88, 100/88*, 122/88*, 147/88, 175/88, 192/88, 235/88*, 239/88, 413/88, 518/88, 685/88, 
754/88, 990/88, 26/89, 29/89, 101/89, 162/89, 173/89, 173/89A, 296/89*, 369/89, 379/89, 608/89*, 659/89, 664/89, 
895/89, 900/89, 1050/89, 30/90, 166/90, 292/90, 374/90, 714/90, 953/90, 81/91I, 174/91 
bankruptcy 173/89R 
business loans 288/89, 623/89, 697/89 
farm 606/88 
home mortgage 892/88, 317/89, 750/89, 762/89, 839/891, 24/90, 91/90, 233/90, 844/90 
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Commutation (debt liquidation) continued: 


Overpayment 566/90* 
psychiatric report 569/88* 
home purchase 100/88*, 128/88, 290/88, 754/88, 69/89*, 386/89, 471/89, 839/89, 2/90, 716/90 
home renovation 128/88, 231/91 
pressing need 790/90* 
telocation 201/87, 851/88*, 188/89, 574/90 
reversibility 831*, 827/89*, 566/90* 
social rehabilitation 892/88 
vehicle purchase 175/88, 219/89, 345/89, 369/89, 664/89, 671/89, 828/89*, 1039/89, 74/90, 91/90, 121/90, 
879/90, 4/91 
see also Pensions (lump sum) 
Conflict of interest 227L, 393/881, 940/88I, 311/89 
see also Adjournment; Evidence (witness); Parties 
Company see Corporation; Employer 
Condition of access see Access to worker file, s.77 
Confidential information see Evidence 
Conjunctivitis 524*, 834/88, 1028/89 
Consequences of injury 1044/87, 266/88, 304/88, 803/88, 768/90 
altered gait 871, 892/87, 1231/87, 2/88, 14/88, 20/88, 149/88, 261/88, 512/88, 600/88, 698/88, 795/88, 40/89, 
68/89, 211/89, 233/89, 285/89, 420/89, 524/89, 802/89, 810/89, 881/89*, 995/89, 755/90, 93/91 
brace 382/87 
epilepsy 653 
headaches 186/89 
hypertension 503/90 
iatrogenic illness 157M, 767, 810/87*, 973/87, 1033/87 
hearing aid 262/89 
medication 361/87*, 120/90 
anxiolytic amnestic disorder 315/89 
chymopapain 826/87 
diazepam 315/89 
Nausea 354/89 
Percodan 962/89 
renal failure 141/88 
tinnitus 856/89 
ulcer 394/89 
treatment 1023/87, 336/88, 575/88, 283/89, 391/89, 119/90 
chiropractic manipulation 17/88* 
rehabilitation program 904/89 
TENS 126/90 
traction 391/89 
insomnia 857/87 
Osteoporosis 45/89 


Release No. 17, May 1991 


KEYWORD INDEX April 26, 1994 


Conseugences of injury continued: 


residual weakness 718, 515/87, 660/87, 5/88*, 145/88, 371/88, 441/88, 515/88, 727/88, 733/88, 916/88, 919/88, 

66/89, 131/89, 477/89, 500/89, 685/89, 840/89, 845/89, 863/89, 120/90, 92/91 

Stress 116/89 

suicide 298/88*, 631/88 

thrombosis 63/89 

torticollis 890/87 

see also Causation; Significant contribution; Subsequent incidents 
Consututional jurisdiction, see Jurisdiction, constitutional 
Construction industry see Board Directives and Guidelines 
Construction 517/89, 774/89, 303/90*, 478/90, 876/90 

cement finisher 821/88 

drilling 

air track 859/891, 859/89* 

labourer 573M 

new construction 1114/87* 

wear and tear repair 1114/87* 
Contemporaneity see In the course of employment 
Contempt 876/89A 
Continuing entitlement 514M, 635, 745M, 773M, 758, 771, 839, 2/87, 37/87, 54/87, 59/87, 218/87, 224/87, 236/87, 
364/87, 382/87, 387/87, 393/87, 454/87, 512/87*, 546/87, 644/87, 686/87, 706/87, 728/87, 730/87, 808/87, 854/87, 
896/87, 903/87, 908/87, 987/87, 988/87, 1057/87, 1093/871, 1093/87, 1157/87, 1180/87, 1242/87, 1255/87, 26/88, 
34/88, 52/88, 106/88, 111/88, 112/88, 137/88, 146/88, 194/88, 196/88, 201/88, 218/88, 237/88, 254/88, 272/88, 
280/88, 356/88, 383/88, 393/88, 395/88, 412/88*, 439/88, 436/88, 438/88, 486/88, 489/881, 492/88, 516/88, 537/88, 
553/88, 541/88, 554/88, 565/88, 580/88, 586/88, 594/88, 616/88, 628/88, 633/88, 642/88, 646/88, 674/88, 690/88, 
729/88, 733/88, 784/88, 800/88, 810/88, 812/88, 813/88, 817/88, 836/88, 858/88, 871/88, 877/88, 881/88, 919/88, 
935/88, 938/88, 947/88, 984/88, 3/89, 30/89, 37/89, 45/89, 49/89, 55/89, 82/89, 84/89, 92/89, 111/89, 118/89, 120/89, 
159/89, 160/89, 165/89, 191/89, 210/89, 230/89, 239/89, 243/89, 255/89, 261/89, 271/89, 294/89*, 299/89, 304/89, 
310/89, 322/891, 337/89, 346/89, 364/89, 368/89, 384/89, 385/89, 402/89, 410/89, 422/89, 428/89, 437/89, 462/89, 
469/89, 473/89, 475/89, 488/89, 501/89*, 534/89, 538/89, 543/89, 553/89, 555/89, 560/89, 578/89, 606/89, 607/89, 
624/89, 637/89, 641/89, 679/89, 694/89, 695/89, 714/89, 716/89, 717/89, 723/89, 728/89, 731/89, 743/89, 744/89, 
778/89, 809/89, 815/89, 831/89, 834/89, 878/89, 888/89, 910/89, 914/89, 915/89, 915/89R, 936/89, 938/89, 939/89, 
969/89, 979/89, 984/89, 985/89, 986/89, 993/89, 999/89, 1016/89, 1018/89, 1020/89, 1046/89, 34/90*, 35/90, 42/90, 
51/90, 63/90, 99/90, 112/90, 123/90, 126/90, 160/90, 162/90, 181/90, 225/90, 229/90, 252/90, 268/90, 277/90, 286/90, 
308/90, 314/90, 344/90, 377/90, 386/90*, 441/90, 490/90, 492/90, 526/90, 540/490, 541/90, 550/90, 56490, 573/90, 
576/90, 579/90, 679/90, 718/90, 745/90, 763/90, 769/90, 864/90, 867/90, 883/90, 896/90, 907/90, 938/901, 31/91, 
61/91, 71/91125/91, 138/91, 145/91 

reliance on Board decision 180/91 
Continuity 

of complaint 523/87, 804/87, 1070/87, 1160/87, 237/88, 255/88*, 313/88, 315/88, 416/88, 486/88, 554/88, 693/88, 

712/88, 743/88, 820/88, 874/88, 875/88, 922/88, 964/88, 995/88, 37/89, 39/89, 43/89, 45/89, 70/89, 119/89, 120/89, 

168/89, 180/89, 463/89, 542/89, 682/89, 820/89, 901/89, 27/90, 55/90, 144/90, 238/90, 383/90, 585/90 
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Continuity continued: 


of symptoms 393/87, 428/87, 497/87, 699/87, 912/87, 1015/87, 142/88, 314/88, 319/88, 508/88, 642/88, 738/88, 
774/88, 936/88*, 970/88, 59/89, 83/89, 85/89, 126/89, 211/89, 263/89, 391/89, 657/89, 912/89, 992/89, 1023/89, 
40/90, 157/90, 177/90, 612/90 
life disruption 901/89 
of treatment 759, 382/87, 454/87, 624/87, 913/87F, 1044/87, 1104/87, 1136/87, 58/88, 108/88, 137/88, 146/88, 
202/88, 291/88, 297/88, 377/88, 391/88, 342/88, 516/88, 547/88, 576/88, 661/88, 686/88*, 730/88, 743/88, 849/88, 
878/88, 906/88, 916/88, 923/88, 27/89, 43/89, 80/89, 85/89, 91/89, 119/89, 166/89, 180/89, 184/89, 196/89, 208/89, 
209/89, 210/89, 228/89, 297/89, 336/89, 395/89, 405/89, 416/89, 469/89, 491/89, 524/89, 549/89, 566/89, 569/89, 
640/89, 653/89, 705/89, 715/89, 787/89, 829/89, 887/89, 901/89, 959/89, 988/89, 17/90, 20/90, 29/90, 32/90*, 
54/90, 82/901, 106/90, 238/90, 243/90, 294/90, 325/90, 347/90, 390/90, 400/90, 453/90, 481/90, 508/90, 514/90, 
611/90, 664/90, 728/90, 753/90, 754/90, 819/90, 952/90, 43/91, 63/91, 93/91, 119/91 
Contract of service see Worker 
Control test see Worker 
Conversion neurosis 834/87, 1168/87I*, 372/88, 962/88, 106/89* 
blindness 848/89* 
Cooperation with vocational rehabilitation see Availability for employment 
Corporate veil see Corporation 
Corporation 
amalgamation 1123/87*, 94/901, 539/90 
piercing corporate veil 131/87*, 160/87, 337/88*, 789/881*, 1003/88, 170/90* 
Correctional officer 
young offenders 684/89* 
Cortisone injections see Medical treatment 
Courier see Transportation industry 
Court of competent jurisdiction see Charter of Rights 
Credibility 421/87, 646/87, 730/87, 790/87, 810/87*, 858/87, 866/87, 1104/87, 1157/87, 1257/87, 10/88*, 110/88*, 
125/88, 151/88, 153/88, 194/88, 292/88, 325/88, 449/88, 451/88, 453/88, 621/88, 729/88, 746/88, 91/89, 264/89, 
327/89, 357/89, 721/89, 758/89, 769/89, 782/89, 829/89, 937/89, 96/90, 112/90, 130/90, 242/90, 825/90 
conflict with other witnesses 815/87, 4/88, 483/89, 764/89, 506/90 
continuity 466, 366/87, 215/88, 342/88, 228/89, 125/91 
delay 762, 580/87*, 624/87, 1089/87, 8/88, 525/88, 280/89, 83/91 
interested witness 307/90* 
lay off 306/87, 488/87, 586/88, 900/88, 250/89, 280/89, 1047/89, 616/90 
see also Delay 
Cross-questioning 
limits 40/87* 
no direct evidence 281/88 
Cyst 
Baker’s 167 
pilonidal 1033/87, 206/90 
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Damages 
against Board 227L, 850/88*, 853/90 

Damages, contribution or indemnity 701/88R*, 422/87*, 816/87, 1266/87*, 93/89, 226/89A*, 559/89, 155/90R, 

150/90R2 

Dangerous driving see In the course of employment 4 

Death , 
maintenance of claim by estate 148/87, 410/87, 176/88*, 461/90, 670/90 

commutation 104/89, 447/90 
Suicide 265/88L, 298/88*, 631/88 
standard of proof 32/91 

Debt liquidation see Commutation 

Decisions, orders or rulings of the Board see Jurisdiction, Tribunal (final decision of Board) 

Deductions 
vacation pay 305/87* 

Degenerative disc disease see Disc, degeneration 

Degree of earnings impairment 244/87*, 768/87, 1279/87, 579/88*, 793/88, 986/88 
cognitive impairment 172/89* 

Delay 
appeal 624/87, 660/87, 635/88, 646/88, 184/89 
claim 762, 336/87, 668/87, 906/87, 1185/87, 1294/87, 109/88*, 155/88, 245/88, 246/88, 283/88, 386/88, 388/88, 
443/88, 521/88, 660/88, 853/88, 925/88, 53/89, 114/89, 280/89, 336/89, 564/89, 583/89, 615/89, 662/89, 727/89, 
891/89, 937/89, 179/90, 198/90, 249/90, 313/90, 461/90, 577/90, 921/90, 944/90 
diagnosis 674, 917, 512/87*, 534/87, 711/87, 1072/87, 166/89 
onset of symptoms 871, 185/87, 253/87R, 265/87, 775/87, 842/87, 883/87, 889/87, 1036/87, 1184/87, 1215/87, 
1255/87, 1/88, 2/88, 29/88, 55/88, 210/88, 241/88, 269/88*, 304/88, 328/88, 336/88, 339/88, 366/88, 404/88, 
416/88, 453/88, 460/88, 492/88, 512/88, 528/88, 549/88, 600/88, 620/88, 635/88, 640/88, 647/88, 676/88, 
720/88, 721/88, 724/88, 735/88, 832/88, 886/88, 925/88, 946/88, 987/88, 131/89, 132/89, 169/89, 229/89, 
259/89, 281/89, 351/89, 364/89, 380/89, 429/89, 445/89, 525/89, 554/89, 578/89, 580/89, 584/89, 589/89, 
617/89, 788/89, 815/89, 821/89, 844/89, 852/89, 855/89, 868/89, 869/89, 929/89, 955/89, 978/89, 1010/89, 
1029/89, 1033/89, 20/90, 31/90, 41/90, 141/90, 230/90, 248/90, 251/90, 254/90, 398/90, 479/90, 519/90, 621/90, 
651/90, 854/90, 860/90, 871/90, 914/90, 84/91 
reporting injury 533, 573M, 834, 839, 100/87, 306/87, 332/87, 333/87, 438/87, 580/87*, 666/87, 897/87, 
806/87, 1031/87, 1089/87, 4/88, 45/88, 72/88, 77/88, 105/88, 170/88, 197/88, 208/88, 454/88, 493/88, 564/88, 
595/88, 719/88, 843/88, 947/88, 20/89, 72/89, 77/89, 209/89, 295/89, 323/89, 357/89, 377/89, 489/89, 493/89, 
644/89, 683/89, 760/89, 923/89, 974/89, 107/90, 142/90, 203/90, 219/90, 255/90*, 409/90, 420/90, 472/90, 
789/901, 83/91 
section 15 application 729/01 
treatment 134/87, 641/87, 814/87, 950/87, 1185/87, 173/88, 246/88, 525/88, 565/88, 788/88, 822/88, 945/88, 
183/89, 327/89, 340/89, 490/89, 598/89, 731/89, 776/89, 782/89, 841/89, 903/89, 1014/89, 71/90, 180/90, 
884/90, 15/91 
see also Credibility 

Dental see Health care; Medical opinion 

Dependants 1266/87*, 32/88*, 185/88, 211/88, 217/88, 263/88*, 267/88, 432/88*, 490/88I*, 571/88, 919/89, 632/90* 
foreign 483/88* 
see also Jurisdiction, Tribunal; Member of family 
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Dependency benefits 560/90*, 632/90* 
death results from an injury 152/88*, 42/891*, 663/89 
remarriage 13/90* 
separation 560/90* 

Depression 361/87*, 386/87, 601/87, 857/87, 1007/87, 1015/87, 37/88, 472/88, 591/89, 882/89 

De Quervain’s disease see Tenosynovitis 

Derivative action 965/87, 185/88, 263/88*, 485/88, 552/88*, 567/88, 847/88, 1003/88, 93/90, 284/90 
see also Dependants; Member of family 

Dermatitis 490/90 

Deteriorating conditions 121/88, 271/88 

Detrimental reliance 585/87*, 296/90* 

Diesel fumes see Exposure 

Diplopia 37/89 

Disability 773MA*, 85/87*, 706/87, 1257/87, 1045/89*, 214/90, 
disabled from working 210F, 649, 756*, 424/87, 531/87*, 579/87, 710/87, 1294/87, 55/88, 109/88*, 110/88*, 
355/88*, 368/88, 398/88, 421/88, 493/88, 496/88, 626/88, 692/88, 775/88, 780/88, 794/88, 836/88, 114/89, 
116/89, 170/89, 199/89, 203/89, 289/89, 591/89, 691/89, 936/89, 970/89, 978/89, 9/90*, 142/90, 229/90, 242/90, 
385/90, 600/90, 801/90, 907/90, 33/91 
doctor’s recommendation 425/90 
length of recovery 920/88 
permanent see Permanent disability 
temporary see Temporary disability 

Disablement 110/88*, 152/89 
awkward position 255F*, 839, 606/87, 476/88*, 334/89, 842/89, 512/90 
Change in work 818, 80/87, 336/87, 767/87, 1020/87, 1118/87, 97/88, 117/88, 177/88*, 191/88, 223/88, 256/88, 
269/88*, 373/88, 410/88, 424/88, 511/88, 648/88, 811/88, 956/88, 401/89, 660/89, 722/89, 19/90, 201/90, 231/90, 
512/90, 656/90, 933/90, 106/91 
exposure 524*, 138/87*, 1296/87*, 80/88, 215/88, 607/88, 126/89, 163/89, 328/89*, 231/90 
interpretation 42/89* 
microtrauma 1055/87, 508/89 
nature of work 131M, 533, 590, 916, 241/87, 366/87, 484/87, 487/87, 521/87 618/87, 807/87, 1165/87, 1189/87, 
1239/87, 8/88, 49/88, 95/88, 253/88, 305/88, 306/88, 319/88, 388/88, 397/88, 425/88*, 455/88, 496/88, 515/88, 
517/88, 527/88, 719/88, 727/88, 741/88, 779/88, 788/88, 857/88, 958/88, 983/88, 108/89, 289/89, 313/89, 316/89, 
385/89, 476/89, 515/89, 923/89, 1042/89, 36/90*, 57/90, 70/90, 130/90, 244/90, 463/90, 501/90, 580/90, 641/90, 
751/90, 919/90, 43/91, 108/91 
repetitive work 500, 530F, 579, 818, 329/87, 655/87, 841/87, 1026/87, 1241/87*, 1265/87, 24/88, 58/88, 154/88, 
168/88, 227/88, 357/88, 365/88, 491/88, 588/88, 634/88, 710/88, 753/88*, 975/88, 12/89, 111/89, 359/89, 377/89, 
407/89, 472/89, 482/89, 486/89, 493/89, 522/89, 687/89, 745/89, 886/89, 949/89, 10/90, 18/90, 161/90, 171/90, 
198/90, 328/90, 336/90, 453/90, 476/90, 561/90, 604/90, 827/90, 913/90, 10/91 
strenuous work 240, 900, 20/87, 97/87, 509/87, 734/87, 1040/87, 1140/87, 1149/87, 1163/87, 28/88, 42/88, 58/88, 
222/88, 245/88, 291/88, 348/88, 395/88, 434/88, 708/88, 714/88, 821/88, 873/88, 889/88, 920/88, 89/89, 97/89, 
156/89, 411/89, 423/89, 497/89, 541/89, 786/89, 931/89, 937/89, 939/89, 989/89, 1044/89, 26/90*, 64/90, 432/90, 
63/91, 143/91 
stress 918*, 1018/87*, 42/891*, 145/89*, 312/90 
unaccustomed strain 684/87, 769/87, 1028/87, 1135/87, 726/88, 301/88, 530/88, 540/88, 16/89, 54/89, 87/89 
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Disablement continued: 


vibrations 
tools 570/87, 1163/87, 300/88*, 269/90 
vehicular 275*, 779F*, 265/87, 559/87*, 867/87*, 1058/87F, 169/88, 533/88, 245/89, 279/89, 767/89 
see also Vibrations 
working conditions 1206/87, 40/88*, 153/88, 214/88*, 418/88, 841/88, 937/88, 413/89 
dampness 12/89 
draught 1163/87 
ventilation system 214/89* 
see also /njuring process 
Disc 590, 128/87 
Disc, bulging 224/87, 1229/87, 273/88 
lumbar 559/87* 
Disc, degeneration 457F, 72/87, 102/87, 903/87, 83/88, 887/88, 881/89*, 725/90 
cervical 897/87, 1026/87, 140/88, 987/88, 767/89, 465/90 
lumbar 771, 522/87, 559/87*, 877/87, 888/87, 252/88, 272/88, 430/89, 541/89, 294/90 
lumbosacral 521, 1020/87, 1149/87, 95/88, 140/88, 191/88, 55/89, 36/90* 
Disc, fused 1292/87 
Disc, herniated 377/87, 804/87, 1031/87, 1104/87, 8/88, 48/88, 117/88, 360/88, 238/89*, 844/89, 992/89 
lumbar 1215/87 
Disc, protruding 834, 366/87, 1104/87, 150/88, 715/89, 555/90, 564/90 
Disclosure of evidence, see Jurisdiction; Procedure ~ 
Disclosure of information 9/881 
Discretion, Board 102/88L, 124/88*, 349/88* 
apportionment 17/89* 
standard of review 427/89 
attendance allowance 102/88*, 706/90* 
commutation 831*, 569/88*, 91/90 
employer assessment 
fettering 845/88*, 852/88 
experience rating 296/90* 
fettering 894/89* 
standard of review 86/89*, 894/89* 
pension assessment 
fettering 876/88*, 326/89 
re-employment 
consequences of non-compliance 968/90* 
rehabilitation 437/87, 22/89, 375/89* 
standard of review 556/90I 
supplements, older worker 103/89 
supplements, temporary 212/88*, 495/88*, 612/88, 638/88*, 684/88*, 802/88*, 205/89L*, 657/90, 847/90 
part-time work 22/89 
standard of review 725/88 
travel expenses 205/89L* 
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Disfigurement 779/87 
see also Permanent disability 
Dislocation 
shoulder 766/87, 1274/87, 664/88, 510/89 
Dizziness 310/87, 421/87*, 387/89*, 642/89 
Doctors see Board doctors 
Documents see Leave to appeal (substantial new evidence) 
Downside risk 182*, 227L, 484F, 756*, 614/88, 107/89*, 192/89, 242/89, 680/90 
Driller see Mining 
Driving see Transportation industry; Vibrations (vehicular) 
Drug abuse 24F*, 157M*, 315/89, 962/89, 312/90, 671/90I* 
Drunkenness see Alcoholism 
Dual purpose test see In the course of employment 
Due process 260/891* 
see also Charter of Rights 
Dupuytren’s contracture 300/88*, 434/88, 304/901, 935/901 
Dust exposure see Exposure (dust) 
Dysphonia 519/88 
Dystrophy see Reflex sympathetic dystrophy 
Dysuria 731/88, 971/89 


Ear see Hearing loss; Otitis; Tinnitus 
Earning capacity of worker see Impairment of eamming capacity 
Earnings basis 
aggravation 951/89* 
average weekly earnings 994/88I* 
employer paid benefits 994/88I* 
escalation 1013/89* 
impractical to calculate 701/87*, 629/88* 
inflation 1264/87*, 102/89* 
interpretation 994/88I* 
learner 1027/89 
maximum 420/88*, 1013/89* 
nominal remuneration 1027/89 
Overtime 934/88* 
period of unemployment 712/87*, 206/88*, 948/88*, 994/88I*, 994/88*, 187/89, 362/90*, 752/90 
permanent disability 653/88*, 755/88*, 303/90* 
recurrences 712/87*, 64/89*, 305/89, 924/89*, 1013/89* 
retroactive pay increase 604/88* 
second accident 797/89* | 
short or casual employment 570/88, 629/88*, 187/89, 885/89, 303/90*, 799/90 
subsidized wages 712/87*, 102/89* 
temporary disability 1269/87* 
tips 934/88* 
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Earnings basis continued: 


unemployment insurance benefits 948/88*, 994/88*, 362/90*, 752/90 
wage loss supplement 797/89* 
see also Temporary partial disability (wage loss benefits) 
Earnings, degree of impairment see Degree of earnings impairment 
Effusion 
knee 77/88 
Election 1001/87*, 1123/87*, 263/88*, 323/88, 1003/88, 1000/89, 282/90* 
Embolism 
pulmonary 343/88*, 531/89 
Emphysema 680/87, 1009/89 
Employee see Worker 
Employer 1153/87*, 559/89, 868/90 
construction 876/90 
definition of 469/88, 518/89, 909/89*, 478/90, 658/90 
Schedule 1 and 2 employers 359/87* 
successor rights 55/891*, 296/90* 
see also Corporation; Independent operator 
Employer assessment see Discretion, Board 
Employer’s premises see In the course of employment 
Employment 
arising out of see Arising out of employment 
casual see Casual employment 
in the course of see In the course of employment 
nature of see Nature of employment 
resignation 109/88*, 851/89, 455/90 
retirement 235/88*, 579/88*, 235/89 
sale of business 823/88* 
seasonal 1269/87*, 885/89, 303/90* 
Enhancement factor see Pensions 
Enigmatic chronic pain see Chronic pain 
Entitlement see Continuing entitlement; Initial entitlement 
Enuresis 731/88 
Environmental hypersensitivity 1170/87 
Epicondylitis 905/88, 198/89, 500/89, 817/891, 997/89, 22/90, 502/90 
Epidemiology see Evidence 
Epididymitis 506, 471/88*, 580/89, 904/89 
Epilepsy 653, 926/88* 
Epoxy resin see Exposure 
Error of law see Reconsideration 
Escorts see Health care 
Essential duties see Re-employment 
Estoppel 580/87*, 355/88*, 967/89* 
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Evidence 


admissibility 
Board decision 115/90I 
improperly obtained evidence 879/89 

admissibility after hearing 606/87, 753/88* 

autopsy 621/87 

circumstantial 269/87, 1296/87* 

confidential information 334/89 

corroboration 946/87, 764/89, 820/89 

credibility see Credibility 

epidemiological 331/89 

hearsay 644/88L, 13/89*, 307/90* 

inconsistencies 366/87, 800/87, 646/88, 1002/89, 96/90, 186/90 
description of accident 906/87, 937/87*, 1227/87, 72/88, 96/88, 125/88, 151/88, 155/88, 229/88, 292/88, 
317/88, 318/88, 387/88, 421/88, 107/89*, 342/89, 347/89, 769/89, 506/90, 10/91 
examination for discovery 798/88, 858/90 
reporting of accident 16/87 

late see Three week rule 

medical report see Medical report 

privacy of worker 684/89* 

privilege 215/88, 844/881, 149/89 

rejection of direct testimony 126R, 307/90* 

relevance 1083/87*, 550/89, 879/89 

similar fact 9/88 

Statements 61/88 

testimony from other decision 334, 307/87, 381/88 

three week rule see Three week rule 

transcnpt see Transcript 

unwitnessed accident 306/87, 333/87, 1031/87, 1271/87, 59/88, 82/88, 299/88 videotape 510/87, 794/88 

weight 197/88, 342/88, 437/88, 531/88 

witness 
conflict of interest 531/88, 736/88 

see also Accident; Benefit of the doubt; Consequences of injury; Cross-questioning; Medical opinion; Medical 

report; Procedure (submission) 


Examination, medical see Medical examination _ 

Exclusion of parties see Hearing 

Exclusion of witness see Hearing 

Executive officers 436/87, 1153/87*, 211/88, 323/88, 337/88*, 609/88, 882/88*, 1003/88, 774/89, 170/90*, 258/90, 
416/90, 535/901, 737/90 


Exostosis 


toe 620/88 


Expenses 


travel see Travel expenses 
wage loss 686/88* 
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Experience rating 
CAD-7 86/891, 86/89*, 894/89*, aes 
Exposure 
ammonium nitrate 859/891 
anhydrous ammonia 381/87 
arsenic 1244/87L, 808/88L 
asbestos 211*, 85/87*, 349/87, 359/871, 359/87*, 680/87, 1188/87*, 608/88, 809/88, 115/89*, 246/89, 665/89 
bacteria 883/88 
beryllium 206/89 
beta-naphthylamine 1268/87L, 1268/87* 
bleach fumes 41/91 
cadmium dust 80/88 
carbon dioxide 916/87 
carbon monoxide 898/88 
chemicals 895, 31/88, 696/89, 882/89, 610/90 
chemical compounds 680/87 
chemical sealer 650/88 
chlorinated hydrocarbons 835/88 
chromium compounds 1296/87* 
coal dust 1009/89 
coke oven emissions 307/891 
coal tar emissions 246/89 
diesel fumes 211*, 808/88L 
diphenyl 829/90 
dust 381/87, 680/87, 497/88, 894/88, 78/89, 392/89, 859/891, 859/89*, 724/90 
epoxy resin 894/88 
formaldehyde 1170/87, 829/90 
freon 94/87* 
fumes 171/88 
glutaraldehyde 1294/87 
grain dust 152/88*, 757/89 
insecticide 216/88 
isocyanate fumes 842/88, 335/89 
lead 164/87, 885/88*, 79/90* 
malathion 454/89 
methyl ethyl ketone 681/89 
mercury 421/87* 
N-hexane 338/90 
oil fumes 519/88 
oil mist 584M 
perfume 333/89* 
pesticides 266/89 
carbamate 546/89 
organic phospahte 546/89 
pigeon droppings 303/88*, 214/89* 
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Exposure continued: 


polyvinyl acetate 904/88* 
radon 370/87, 257/89* 
Silica dust 1009/89, 762/90 2 
sintering dust 349/87 
solvents 
white gasoline 847/87 
Stantex 524* 
sulphur fumes 921/88 
sulphuric acid mist 80/88 
tetrahydronaphthalene 829/90 
toluene diisocyanate 444/88L 
trichloroethane 1084/87*, 37/90, 328/89* 
welding fumes 960/88, 307/891, 1053/89, 484/90 
wood dust 56/88* 
cedar 197/89 
sec also Climate; Disablement; Industrial disease 
Eye condition see Blindness (hysterical); Cataract; Chalazion; Conjunctivitis; Diplopia; Hemorrhage (retinal); Herpetic 
ulcer (corneal); Occlusion (retinal); Retinitis 


Family member see Member of family 
Farming 228/90, 312/90, 658/90 
Fasciitis 
plantar 1265/87, 154/88, 436/88, 530/88, 106/90 
Fibromyalgia 429, 629, 602/87, 669/87F*, 988/87, 294/88*, 486/89, 511/89, 991/89, 218/90 
see also Fibromyositis; Fibrositis 
Fibromyositis 496/88, 110/90, 337/90 
Fibrosis 
pulmonary 85/87* 
leg 436/88 
see also Asbestosis 
Fibrositis 514M, 758, 345/87, 731/87 
arm 1135/87 
Fighting see Arising out of employment; In the course of employment 
Final decision of Board see Jurisdiction, Tribunal 
Financial counselling see Rehabilitation 
Firefighter 371/87*, 1278/87, 898/88, 11/89*, 322/891 
Fistulae 
anal 208/88 
Flat feet 527/88 
Foot see Athlete’s foot; Callus (plantar); Fasciitis (plantar); Synovitis 
Forestry 931/89 
Formaldehyde see Exposure 
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Foundry worker 331/89, 1026/89 
Four-fold test see Worker 
Fracture 
knee 146/88 
wrist 917, 606/87 
Freedom of Information 427/88*, 503/88, 761/88*, 961/89, 136/90I 
Frostbite 793/89 
Fumes see Exposure 


Gangrene 268/89 

Geographic location see Rehabilitation, vocational 

Glutaraldehyde see Exposure 

Good reason to doubt correctness, see Leave to appeal 

Gradual onset of symptoms see Disablement ; 
Grain dust see Exposure 

Grave’s disease 31/88 


Hand see Osteoarthritis; Trigger finger; White finger disease; Writers’ cramp 
Headaches 157M*, 421/87*, 492/87, 1047/89 
Health care 112/88 
appliances or apparatus 
hearing aid 732/88 
orthopaedic bed 1003/89 
TENS unit 334 
whirlpool 494/00* 
attendance allowance 102/88L, 102/88*, 206/88*, 706/90* 
chiropracuc 527*, 4/89*, 207/89, 290/89, 998/89, 324/90, 398/90, 634/90 
dental aid 909/87, 370/88, 672/89, 846/90 
fimess club membership 872/90* 
glasses 792/89*, 888/90 
medical aid 675/87*, 220/88 
alternative treatment 826/87 
drugs 616/89* 
escorts 139/89*, 292/89 
surgical aid 1274/87 
Hearing 
attendance of worker 616/88, 103/90I 
de novo 568/88*, 260/891* 
exclusion of parties 40/87* 
exclusion of witness 11/88 
oral 139/881 
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Hearing continued: 


splitting 
witness availability 297/89* 

witness called by Panel 847/89 
Hearing aid see Health care (appliances or apparatus) 
Hearing loss 162, 443F, 846, 57/87, 99/87, 140/87*, 212/87, 871/87, 905/87, 1019/87, 1066/87, 1267/87, 123/88, 
312/88, 376/88, 382/88, 420/88*, 591/88, 593/88, 739/88, 797/88, 830/88, 844/88, 869/88, 19/89, 34/89, 98/89, 
109/891, 220/89, 262/89, 343/89, 355/89, 408/89*, 421/89, 434/891, 465/89*, 499/89, 517/89, 568/89, 570/89*, 
579/89, 646/89, 670/89, 738/89, 759/89, 975/89, 1029/89, 84/90, 132/90*, 172/90, 195/90, 217/90, 326/901, 387/90, 
500/90, 505/90, 511/90, 650/90, 755/90, 789/901, 812/90, 898/901, 30/91 

ear plugs 511/90 

impact noise 808/89, 816/89* 

traumatic 739/87, 336/88, 707/88, 749/88, 70/89, 301/89, 517/89, 627/89*, 500/90 

see also Otosclerosis; Presbycusis 
Hearsay see Evidence ; 
Heart attack 483*, 371/87*, 480/87*, 575/87, 1278/87, 244/88, 514/88*, 667/88, 898/88, 968/88, 11/89*, 42/891*, 
42/89*, 88/89*, 122/89, 135/89, 151/89, 185/89, 224/89, 240/89*, 535/89, 544/89, 572/89, 905/89, 1021/89, 1024/89, 
1053/89, 116/90, 162/90, 224/90*, 683/90, 783/90 
Heart condition see Arrhythmia; Heart attack 
Heat see Climate 
Hematunia 971/89 
Hemophilia 

Christmas disease 468/89 
Hemorrhage 

renal 781L ° 
Hemorrhoids 47/90, 57/90 
Hernia 

incisional 461, 607/87 

inguinal 900, 534/87, 1184/87, 894/88, 920/88, 583/89, 682/89, 420/90, 432/90 

umbilical 630/89 
Herniated disc see Disc, herniated 
Herpetic ulcer 

comeal 639/89 
Hip see Necrosis (avascular); Tendonitis (hip) 
Home purchase see Commutation 
Horseplay see Arising out of employment; In the course of employment; Misconduct 
Hospital employment 

nurse 360/88 — 

Nursing assistant 1133/87, 423/89 
Human rights 13/90* 
Hypertension 781L, 503/90 
Hysterical conversion reaction see Conversion neurosis 
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Iatrogenic illness, see Consequences of injury 
Impact noise see Hearing loss 
Impairment of earning capacity 718, 863, 972/87*, 255/88*, 381/88, 399/88*, 475/88*, 495/88*, 510/88*, 638/88", 
668/88, 670/88, 715/88, 740/88, 747/88, 757/88, 775/88, 785/88*, 802/88*, 807/88F, 910/88, 36/89, 102/89*, 132/89, 
231/89, 232/89, 83/90, 368/90, 415/90, 454/90, 477/90, 874/90 n 
asymptomatic condition 59/90* 
future wage loss 172/89* 
loss of stomach 849/89 
loss of teeth 633/901 
see also Degree of earnings impairment 
Impotence 731/88, 785/88* 
Imprisonment see Incarceration 
In the course of employment 943/88 
access roads 690/87*, 733/87*, 738/87*, 977/88, 360/89, 890/89 | 
assault 75/90 
benefit to the employer 1025/89, 290/90 
break 101/90, 351/90* 
contemporaneity 965/871*, 1186/87, 259/88*, 323/88, 739/881", 789/88*, 897/88*, 93/89, 136/89, 755/89, 775/89, 
723/90, 759/90, 937/90 
distinct departure test 669/89, 954/89, 187/90, 858/90 
dual purpose test 799/87, 796/88, 857/88, 306/89, 305/90, 391/90 
employment relationship 146/89 
employer’s premises 789/87*, 148/88, 944/88, 62/89*, 890/89, 3/90, 506/90 
fighting 782/88, 286/89, 804/89*, 245/90* 
horseplay 234/87*, 558/89, 804/89*, 956/89, 405/90* 
lunch 1288/87, 21/88, 174/88, 571/88, 62/89*, 669/89, 1000/89, 280/90, 276/90 
multi-storey buildings 779/89, 909/89* 
overnight accommodation 490/88*, 636/88, 372/89* 
overtime 331/90 — 
parking lots 913, 526/87, 547/87*, 998/87, 1226/87, 944/88, 353/89*, 612/89, 674/89, 982/89, cat 100/90, 
531/90, 543/90, 114/91 
pathways 1226/87, 847/88, 982/89 
personal activity 190/88, 195/88, 473/88, 759/88, 796/88, 857/88, 897/88*, 944/88, 977/88, 993/88, 136/89, 
669/89, 954/89, 96/90, 391/90, 523/90 
see also Jn the course of employment (dual purpose test) 
predominant risk test _733/87*, 897/88*, 958/90 
proceeding to and from work 1067/87*, 79/88L, 79/88, 127/88, 195/88, 217/88, 649/88*, 781/88, 105/89*, 287/89, 
360/89, 561/89, 890/89, 1025/89, 3/90, 52/90, 290/90, 291/90, 471/90, 532/90, 648/90, 662/90*, 818/90, 869/90, 
936/90, 958/90 . 
employer’s vehicle 908/89 
reasonably incidental activity test 234/87*, 580/87*, 32/88*, 107/88*, 323/88, 636/88, 977/88, 62/89*, 372/89*, 
100/90, 532/90, 711/90, 759/90 
recreational activity 62/89*, 794/90 
repairing own equipment 1125/87, 270/90*, 431/90* 
residential employees 24F*, 580/87*, 32/88*, 426/88*, 490/88*, 680/88 


29 


Release No. 17, May 1991 


— 
April 26, 1991 KEYWORD INDEX 
ee ee 


In the course of employment continued: 


status 351/90* 
takes self out of employment 234/87*, 23/88*, 680/88, 682/88, 711/90 
dangerous driving 622/891 
drug abuse 24F* 
intoxication 635/89, 674/89 
misconduct 24F*, 977/89* 
termination of employment 866/87, 897/88* 
travelling 1288/87, 127/88, 309/88, 432/88*, 609/88, 636/88, 682/88, 857/88, 284/89, 372/89*, 559/891, 622/891, 
661/89, 669/89, 748/89, 23/90, 276/90, 295/90, 532/90, 652/90, 918/90, 958/90 
work relatedness test 547/87*, 217/88, 789/88I*, 629/89*, 3/90, 405/90* 
Incapacity of worker see Disability 
Incarceration 
Provincial institution 515*, 302/88* 
Incidental activity test see Arising out of employment (reasonably incidental activity test); In the course of 
employment (reasonably incidental activity test) 
Inconsistencies, see Evidence 
Independent operator 499/87, 701/87I*, 742/87, 185/88, 211/88, 417/88, 469/88, 722/88, 226/90, 493/90, 649/90, 
729/901 
aulo parts distributor 860/88* 
construction 813/89*, 478/90, 876/90. 
courier 1036/89, 759/90 
diaper service driver 921/89 
farming 312/90 
newspaper distributor 590/89 
taxi driver 268/88, 423/88*, 164/90 
tow truck driver 574/88 
truck driver 840/88, 961/881, 226/89, 253/89, 945/89, 868/90 
vacuum Cleaner sales 158/90 
Indoor air see Sick building syndrome 
Industrial disease 
asbestosis 85/87*, 720/89 
cancer 
lung 138/87* 
characteristic of occupation 557/87*, 214/89* 
removal from exposure 666/90 
lymphoma 
malignant 495/87 
poisoning 
cadmium 80/88 
chlorinated hydrocarbons 835/88, 328/89* 
lead 885/88*, 79/90* 
mercury 421/87* 
zinc 80/88 
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Industrial disease continued: 


Schedule 1 and 2 employers 359/87* 
tenosynovitis 484IM*, 954/87 
threshold issue 495/87 
Silicosis 762/90 
vibrations 
vehicular 559/87* 
see also /njuring process; Presumption (section 21); Specific conditions 
Industrial Disease Standards Panel 
gold miners 257/89* 
Infection 
lung 1043/87 
Inflammatory condition see Specific conditions 
Inflation see Earnings basis 
Information access, see Access to worker file, P.D. 1; Access to worker file, s.77 
Initial entitlement 170F, 506, 661F, 224/87, 381/87, 642/87, 812/87, 6/88, 462/88*, 472/88, 509/88, 763/88, 751/90 
Injuring process 559/87*, 42/891*, 26/90* 
see also Accident; Disablement; Industrial disease 
Injury by accident 80/87, 88/87*, 949/87*, 1271/87, 59/88, 226/88, 451/88, 42/891*, 42/89*, 585/89, 342/90 
see also Chance event 
Inmate see Incarceration 
Insomnia see Consequences of injury 
Instrument of added peril see Arising out of employment 
Interest 206A*, 467/89* 
see also Jurisdiction, Board; Jurisdiction, Tribunal 
Interim decision, see Procedure 
Intervening causes 798, 660/87, 669/87LI, 999/87, 46/88, 186/88, 322/88, 328/88, 369/88, 406/88, 408/88F, 532/88, 
548/88, 594/88, 938/88, 992/88, 15/89, 493/89, 592/89, 638/89, 673/89*, 772/89, 19/90, 34/90*, 42/90, 20090*, 
229/90, 286/90, 347/90, 14/91 . 
preexisting condition 1106/87* 
suicide 
volitional 298/88* 
undermotivation 648/87, 810/87*, 823/88*, 967/87, 1004/87*, 5/88*, 339/89*, 9/91 
see also Aggravation; Subsequent incidents 
Intervenors 859/89*, 94/901, 827/90 
access to Case Description 434/8912 
see also Standing 
Intervertebral disc displacement see Disc 
Intoxication 99/89*, 635/89 
see also Alcoholism 
Investigation by Tribunal 170F, 55/87, 364/871, 266/88, 425/88*, 970/88, 307/891, 437/89R*, 859/891, 71/90, 840/901 
inspection 450*, 998/88, 708/89 
post-hearing 616/88 
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Investigation by Tribunal continued: 


pre-hearing 1126/87], 1255/87, 432/891, 905/89 

whether required 24/88, 576/90 
Issue setting 612/871, 669/87LI, 805/871*, 814/87, 1293/87, 95/88, 196/881, 405/88R, 412/881, 748/88, 55/89I*, 
144/891, 311/89, 335/89, 432/891, 444/89, 487/891*, 610/891, 638/89, 639/891*, 662/89, 680/891, 693/891*, 713/89, 
744/89, 769/89, 795/89L, 825/89, 985/89, 993/89, 78/901, 122/90, 132/90*, 133/90, 236/901, 264/90, 311/901, 359/90, 
382/901, 553/90, 684/90, 715/90, 813/90, 856/901912/90I*, 926/901 

section 77 680/90 

see also Jurisdiction, Tribunal; Scope of Hearing 
Issue in dispute, see Access to worker file, P.D. 1; Access to worker file, s.77 


Job search, see Availability for employment; Rehabilitation, vocational 
Judicial review 510/87IR* . 
Jurisdiction, Board 1001/87* 

class of employer 124/87* 

standard of review 588/891 

interest 206A*, 467/89* 

over own process 335/89 

overpayment 918/87*, 792/90 

reconsideration 102/88L 

reconsideration of Appeal Board decision 669/87L*, 258/88*, 550/89, 92/90L 

section 77 192/90 

section 86n 42/89* 

supplements 495/88* 
Jurisdiction, constitutional 1001/87*, 755/88*, 111/90* 

federal worker 695/881, 695/88, 696/881*, 696/88*, 697/881, 697/88, 485/90*, 730/90 

obligation of consider constitutional issues 534/90I* 

territorial 462/88* 
Jurisdiction, Tribunal 18/88 

appealable issue 86/89*, 763/89, 994/89, 296/90*, 44/91 

Board implicitly dealt with issue 510/87IR*, 1300/87L 

clarification 130A* 

class of employer 124/87* 

damages 227L, 850/88*, 882/88* 

direction to Board 412/881 

equitable justice 1047/89 

evidence 580/87* 

federal worker 695/88, 696/88*, 697/88, 1004/89* 

right of action 485/90* 
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Jurisdiction, Tribunal continued: 


final decision of Board 206A*, 210R*, 240, 900, 151/87*, 305/87*, 455/87, 510/87IR*, 615/871, 660/87, 789/87, 
805/871*, 1168/87I*, 1295/87, 9/881, 18/881, 42/88, 95/88, 109/88*, 196/881, 205/88*, 213/88*, 291/88, 316/88, 
330/88, 346/88, 347/88*, 393/8812, 412/881, 431/88L, 483/88*, 487/88L, 524/88, 568/88*, 654/88, 686/88*, 
916/88, 985/88, 35/89, 55/891*, 107/89*, 161/89, 171/89, 172/89*, 183/89R, 389/891, 415/89, 428/89, 438/89, 
439/891, 509/89L, 557/89, 638/891*, 693/891*, 742/89, 861/89, 1052/89L, 143/90, 312/90, 410/90*, 715/90, 813/90, 
823/90, 839/90, 912/90I*, 104/91, 115/91, 168/91 
decision of Commissioner 905/87 
decision of Ombudsman Administrator 55/90 
previous employment 211* 
reconsideration of Appeal Board decision 669/87L*, 848/88LF 
refusal to refer to Hearings Officer 534/90I*, 282/90* 
inspection 450* 
interest 206A*, 467/89* 
leave to appeal 862L, 669/87LI, 431/88L, 258/88*, 522/88L, 598/88L, 635/88L, 848/88L, 848/88LF, 876/88L, 
892/88, 573/89L, 713/89, 34/90L, 55/90, 342/90 
over own process 255F*, 695/881, 696/88I*, 697/881 
Overpayment 918/87*, 373/90*, 792/90 
payments pending appeal 182*, 277/89 
Practice Direction No. 1 588/881 
procedure 
tule making 1248/87R* 
see also Jurisdiction, Tribunal (over own process) 
production of documents 844/881 
retroactivity 915A* 
section 15 1001/87*, 426/88*, 567/88 
dependants 253/89, 551/89, 622/89, 919/89, 1000/89, 8/90, 291/90, 295/90 
derivative actions 263/88* 
Government Employees Compensation Act 485/90* 
initial entitlement 105/89*, 1025/89, 100/90, 331/90, 391/90, 662/90*, 688/90 
Occupier’s Liability Act 965/871*, 723/901 
section 21 981/87, 914/881 
see also Time limits 
section 77 843/87, 1083/87*, 116/88, 198/88, 199/88, 826/88*, 217/891, 880/89, 192/90, 301/90*, 408/90, 
680/90, 839/90, 90/91 
section 86h 905/89 
transfer of costs 930/87* 
see also /ssue setting; Scope of hearing 


i 


Keypunch operator see Office worker 
Knee see Aggravation (compensable injury); Chondromalacia; Cyst (Baker’s); Effusion; Osgood Schlatter’s disease; 
Osteochondrius; Patellofemoral pain syndrome; Strains and sprains; Tear (meniscus) 
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Labourer see Construction 
Lack of time see Adjournment 
Lead see Exposure 
Leasing company 422/87*, 816/87, 1266/87* 
see also Supplier of motor vehicle, machinery or equipment 
Leave to appeal 
cumulative grounds 773R* 
good reason to doubt correctness 
adequacy of representation 637L, 65/89L 
Appeal Board procedure 637L, 102/88L, 581/88L, 842/88L, 509/90L, 537/90L, 198/91L 
application of Board policy 399/88L, 467/88L, 694/88L, 876/88L, 928/88L, 1/89L, 157/89L, 339/89L*, 
499/89L, 676/89L 
bias 896/87L, 594/89L 
Board procedure 132/90L, 537/90L : 
consideration of evidence 759L, 20/87L, 236/87L, 326/87L, 336/87L, 523/87L, 818/87L, 882/87L, 1263/87, 
1268/87L, 79/88L, 176/88L, 243/88L, 264/88L, 274/88L, 303/88*L, 457/88L, 488/88L, 581/88L, 611/88L, 
800/88L, 863/88L, 865/88L, 867/88L, 879/88L2, 882/88L, 884/89L, 890/88L, 963/88L, 21/89L, 32/89L*, 
65/89L, 153/89L, 252/89L, 368/89L, 425/89L2, 428/89L, 444/89L, 502/89L, 503/89L, 598/0L, 637/89L, 
717/89L, 777/89L, 850/89L, 858/89L, 883/89L, 962/89L, 27/90L, 132/90L, 387/90L, 660/90L, 736/90L, 
863/90L, 45/91L, 188/91L 
consideration of issue 659L, 818/87L, 1113/87L, 1219/87L, 145/88L, 173/88L, 196/88L, 420/88L*, 430/88L*, 
523/88L, 629/88L, 773/88L, 870/88L, 886/88L, 931/88L, 963/88L, 155/89L*, 278/89L, 425/89L1, 499/89L, 
791/89L, 913/89L, 938/89L, 1052/89L, 419/90L, 458/90L, SO9M0L, 772/90L, 802/90L, 832/90L, 45/91L, 
11791L 
credibility 16/87L 
delegation of authority 594/89L 
discretion, Board 102/88L, 205/89L*, 581/89L* 
evidence to support Appeal Board conclusion 463, 552L, 604L, 21/87L, 1065/87L, 1113/87L, 1300/87L, 
120/88L, 169/88L, 260/88L, 265/88L, 288/88L, 362/88L, 367/88L, 419/88L, 444/88L, 458/88L, 479/88L, 
542/88L, 551/88L, 699/88L, 700/88L*, 704/88L, 864/88L, 868/88L, 879/88L, 808/88L, 819/88L, 896/88L, 
918/88L, 959/88L, 44/89L, 52/89L, 100/89L, 158/89L, 221/89L, 237/89L, 272/89L, 298/89L, 374/89L, 481/89L, 
526/89L, 595/89L, 628/89L, 648/89L, 719/89L, 756/89L, 780/89L, 781/89L, 830/89L, 862/89L, 864/89L, 
934/89L, 981/89L, 246/90L, 257/90L, 540/90L, 617/90L, 704/90L, 110/91L, 19691L 
minor error 324/88L 
natural justice 227L, 594/89L, 776/89L 
oversight 236/87L 
subsequent Appeal Board decision 848/88LF 
subsequent court decision 399/90L 
test 678/88L 
substantial new evidence 913/88L, 7/89L, 526/89L, 756/89L 
affidavit 1263/87L, 368/89L 
availability at time of Appeal Board hearing 643/88L, 798/90L 
documents 1244/87L, 475/88L, 120/88L, 298/89L 
medical literature 542/88L, 819/88L, 796/89L 
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Leave to appeal (substantial new evidence) continued: 


medical report 227L, 463, 495L, 551L, 604L, 629L, 637L, 659L, 781L, 862L, 818/87L, 825/87L2, 1065/87L, 
145/88L, 260/88L, 288/88L, 324/88L, 361/88L, 367/88L, 419/88L, 444/88L, 457/88L, 458/88L, 487/88L, 
590/88L, 598/88L, 639/88L, 689/88L, 699/88L, 783/88L, 800/88L, 862/88L, 862/88LA, 863/88L, 928/88L, 
52/89L, 221/89L, 252/89L, 278/89L, 298/89L, 374/89L, 573/89L, 605/89L, 667/89L, 701/89L, 795/89L, 
867/89L, 883/89L, 943/89L, 419/90L, 639/90L, 798/90L, 832/90L, 29/91L 
pension assessment 802/90L 
new Board policy 694/88L 
Statements 552L, 265/88L, 764/89L, 675/90L 
Subsequent Board decision 21/87L, 678/88L, 481/89L 
subsequent court decision 399/90L 
witness 643/88L, 644/88L, 33/89L, 635/90L 
Leg condition 126/88 5 
see also Cyst (Baker's); Spastic semiparesis; Strains and Sprains; Varicose veins 
Legal precedent 206A*, 915A*, 510/87IR*, 490/88I*, 1004/89*, 399/90L 
Lesion 
cerebral 1020/89 
Letter carrier see Postal workers 
Letter sorter see Postal workers 
Leukemia 266/89 
Level of benefits, see Temporary partial disability 
Lipoma 955/88, 443/89 
) Location of injury, subsequent incident outside work, see Subsequent incidents 
Logging 110/88*, 483/88* 
loader operator 199/89 
skidder 1067/87*, 79/88 
Long term service see Worker 
Low back pain see Chronic pain (low back); Pain (low back) 
Lump sum 
partial disability 779/87 
see also Commutation; Pensions 
Lunch see Arising out of employment: In the course of employment 
Lung see Asbestosis; Beryllium-related disease: Breathlessness; Bronchial hyper-reactivity; Cancer; Chronic 
obstructive lung disease; Exposure; Fibrosis; Pneumonoconiosis; Pneumonia; Silicosis; Smoking 
Lymphoma see Industrial disease 


Maintenance allowance see Rehabilitation, vocational 
Malathion see Exposure 
Marked life disruption see Chronic pain 
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Maximal medical rehabilitation 477, 127/87, 219/87, 148/87, 608/87, 728/87, 743/87, 810/87*, 891/87, 1007/87, 
121/88, 218/88, 292/88, 359/88, 468/88, 774/88, 909/88, 999/88*, 147/89, 161/89, 195/89, 435/89, 511/89, 703/89, 
739/89, 996/89, 59/90*, 185/90, 323/90, 427/90, 438/90, 470/90, 495/90, 513/90, 550/90, 633/901, 693/90, 814/901, 
894/90 
chronic pain 912/90I* - 
pension examination 1292/87 
see also Permanent disability; Temporary disability 
Mechanical strain, see Strains and sprains 
Medical aid see Health care 
Medical examination 981/87, 332/88 
section 21 809, 80912, 854/87, 1247/87, 1272/8713*, 193/88, 242/88, 333/88, 335/88*, 411/88, 433/88, 494/88, 
500/88, 550/88, 573/88*, 597/88, 599/88, 656/88*, 695/88, 696/88*, 697/88, 833/88, 861/88, 914/881, 917/88, - 
919/88, 951/88, 989/88, 8/89, 127/89, 213/89, 251/89, 256/89, 302/89, 352/89, 625/891, 710/89, 789/89, 801/89*, 
876/89, 917/89, 1004/89*, 1049/89, 44/90, 45/90, 46/90, 87/90, 104/90, 105/90, 145/90, 146/90*, 209/90*, 
210/90, 279/90, 414/90, 567/90, 730/90, 971/90, 972/90, 66/91, 142/91 
failure to attend 876/89A 
medical tests 1008/89 
provision of report to worker 876/89A 
selection by employer 254/89*, 283/90*, 848/90 
standard of proof 786/88* 
section 86h 484IM*, 937/87*, 1272/8713*, 527/88, 970/88, 138/89*, 905/89, 312/90 
failure to attend 8/89 
see also Time limits 
Medical opinion 
ancurysm 450* 
asthma 681/89 
atypical facial pain 85/90 
beryllium-related disease 206/89 
bronchial spasm 862/89L 
cancer 
gold miners 257/89* 
carbon dioxide 916/87 
Cataracts 243/88 
welding 115/90 
chromic mist exposure 1296/87* 
chronic obstructive lung disease 859/89* 
chronic pain 106/89* 
dental implants 370/88 
disc, degeneration 252/88, 430/89 
disc, herniated 393/89 
environmental hypersensitivity 37/90 
fibromyalgia 669/87F*, 991/89 
ganglion 482/89 
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Medical opinion continued: 


hearing loss 55/87, 98/89, 465/89* 
presbycusis 262/89 
testing procedures 408/89* 
heart attack 151/89 
respiratory disease 1024/89 
mesothelioma 359/87* 
multiple sclerosis 582/88* 
myofascial pain syndrome 991/89 
osteoarthritis 300/89 
patellofemoral joint syndrome 889/89 
psittacosis 303/88* 
rheumatoid arthritis 470*, 936/87*, 982/87* 
seizures 847/87 
spondylitis 
ankylosing 134/87, 320/87, 379/87 
tear 
meniscus 1159/87* 
thoracic outlet syndrome 711/87 
tinnitus 871/89 
transverse myelitis 303/88* 
VDT ergonomics 177/88* 
venous condition 531/89 
vibration induced carpal tunnel syndrome 570/87 
vibrations 
vehicular 779F*, 559/87* 
Medical report 
certainty of diagnosis 779F*, 214/89* 
clinical notes 984/89 
consistent diagnosis 255/88* 
acceptance of prior opinion 119/90 
DRC discharge report 
conclusion vs constituent reports 84/88 
early reports preferred 955/89 
evidence of specialist preferred 354/87, 274/88L 
opinion of Board doctor preferred 915/89R, 385/90 
opinion of s.86 assessor 387/89* 
opinion of treating doctor preferred 756/88, 463/89, 768/90 
payment for 128/89, 467/89*, 1041/89 
post-hearing 922/88 
varying diagnosis 758, 345/87, 382/87, 606/87, 675/87*, 912/87, 990/87, 1044/87, 146/88, 586/88, 628/88, 
501/89*, 720/89 
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Medical restrictions 
repetitive bending and lifting 1277/87 
repetitive gripping 1120/87 
repetitive heavy lifting 1236/87 
standing 1224/87 
weight carrying 367 
Medical treatment 
cortisone injections 891/87 
special 1246/87* 
fitness club membership 872/90* 
Member of family 485/88, 490/881*, 567/88, 596/88, 919/89 
common law spouse 765* 
see also Dependants 
Meniere’s disease 579/89, 172/90 
Meniscus tear see Tear (meniscus) 
Mental condition 918*, 40/87*, 421/87*, 455/87, 775/87, 834/87, 916/87, 186/88, 387/88, 412/88", hiastoat 810/88, 
926/88*, 6/891, 15/89, 56/89, 107/89*, 270/89, 314/89*, 642/89, 312/90 
standard of proof 298/88* 


see also Anxiety; Conversion neurosis; Depression; Paranoid psychosis; Post-traumatic stress disorder; 


Psychotraumatic disability; Writers’ cramp 
Mercury see Exposure 
Merits and justice 182*, 1248/87R*, 732/88, 581/89L*, 797/89, 1004/89*, 170/90*, ce bas PRIA 32/91 
interpretation 729/90] 
Mesothelioma 359/871, 359/87*, 115/89* 
Metatarsalgia 761/90 
Methanol see Poisoning 
Methyl ethyl ketone see Exposure 
Mining 350/87*, 138/87*, 395/87, 77/88, 808/88L, 907/88, 663/89, 859/89* 
drilling 280/87, 307/87, 418/89, 920/89 
diamond 694/88, 298/89L 
fan drill operator 584M 
jack leg 924/90 
long hole 1183/87*, 316/90, 361/90 
gold 176/88* 
raise drilling 257/89* 
nickel 495/87 
trackman 154/89 
uranium 370/87 
Misconduct 24F*, 234/87*, 776/87, 1017/87, ance 1295/87, 212/89, 101/90 
over-exertion 445/88 
provocation 13/89* 
Modified work see Suitable employment 
Motivation 810/87*, 344/88, 585/88, 339/89* 
Motor neuron disease 454/89 
Multiple causes 648/87, 769/87, 810/87*, 948/87, 1296/87*, 40/88*, 186/88, 25/89, 178/89, 386/90* 
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Multiple sclerosis 582/88* 

Muscle see Strains and sprains 

Muscle spasms 757, 532/88 

Myofacial pain syndrome see Fibromyalgia 

Myofascial strain see Strains and sprains - 


Narcolepsy 207/90* 
Natural justice 227L, 766LR*, 510/87IR*, 581/88L 
adequacy of representation 600/89* 
disclosure of evidence 776/89L, 68/911 
Opportunity to make submissions 594/89L, 594/89LR, 776/89L 
oral hearing 955/89 
procedural error 944/87LR* 
full and fair hearing 405/88R 
replacement of panel member 307/8912 
three week rule 1248/87R* 
Nature of employment 359/87*, 559/87* 
Nature of work, see Disablement 
Neck condition 227/88 
see also Disc, degeneration (cervical); Spondylosis (cervical) 
Necrosis 
avascular 648/88 
Negligence 738/87*, 32/88*, 213/88*, 998/88, 17/89*, 427/89, 586/89, 916/90, 111/91 
duty of care 688/89* 
res ipsa loquitur 17/8912* 
Neuroma 
acoustic 334/88 
Neuropathy 
ulnar 531/88 
Neurosis see Conversion neurosis 
Nerve entrapment 377/89 é 
ulnar 177/88*, 241/88 
Nerve root compression 456/88 
Nickel see Mining 
Non-work injury, see Intervening causes; Subsequent incidents 
Notice of accident 609/88 
as soon as practicable 45/88 
industrial disease 140/87* 
prejudice 443/88, 682/89 
Notice of hearing 779F*, 140/87*, 944/87LR*, 1/88, 222/881, 395/88, 490/881*, 695/88, 696/88*, 697/88, 823/88*, 
888/881, 924/88, 55/891*, 144/891, 311/89, 499/89, 208/901, 247/901, 377/90, 923/90 
adjournment request 726/88I*, 727/881, 728/881, 729/881, 730/881, 731/881, 732/881, 733/88I 
see also Parties 
Nursing assistant, see Hospital employment 
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Obcsity 705/87, 999/87, 1246/87*, 154/88, 538/88, 745/89, 525/90 
Occlusion 
retinal vein 474/88 
Occupational Health and Safety Act 
lead exposure 885/88* 
Occupational stress see Stress 
Occurrence of accident, see Accident 
Offer from employer, see Available employment 
Office worker 94*, 109/88, 214/88*, 418/88, 476/88* 
clerk 1018/87* 
keypunch operator 365/88 
typist 177/88*, 219/88 
VDT operator 888/90 
Oil mist see Exposure 
Older worker see Supplements, older worker; Words and phrases 
Ombudsman 95RI*, 95RI2*, 95R*, 356R, 258/88*, 864/88L, 550/89, 55/90 
Onus of proof 421/87* 
see also Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof); Rehabilitation 
(reassessment of negative decision) (onus of proof); Section 15 application (onus of proof) 
Oral submissions by Tribunal Counsel, see Procedure 
Ordcr of proceedings see Procedure 
Orders 891/88 
directions 134/891, 417/89* 
terms and conditions 201/87, 582/89 
see also Jurisdiction, Tribunal 
Organization test, see Worker 
Ostcoarthritis 631/89, 110/90 
ankle 993/87 
finger 1241/87* 
hand 244/90 
hip 512/88, 12/89 
knee 466, 1055/87, 600/88, 634/88, 821/88, 285/89, 745/89, 931/89 
spine 191/88, 261/88 
toe 820/90 
Ostcochondritis 
knee 1055/87, 1030/87 
Osgood-Schlatter’s disease 146/88 
Otitis 607/88, 763/88 
Otosclerosis 797/88, 70/89, 195/90 
Out of province 23/88*, 112/88, 462/88*, 441/891, 559/89, 967/89*, 111/90*, 518/90, 868/90 
dependants 483/88* 
payment of benefits 
worker ceasing to reside in Ontario 441/89 
Overnight accommodation, see In the course of employment 
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Overpayment 484F, 756*, 317/88, 774/88, 167/89, 192/89, 332/89, 353/89, 908/89, 922/89, 1047/89, 223/90, 
373/90*, 556/901, 566/90*, 792/90 
ability to repay 918/87*, 55/91 
Overruling 206A*, 915A*, 755/88R, 994/88I*, 467/89* 
Overtime see In the course of employment 
Overuse syndrome 407/89, 423/89, 477/89, 561/90 
Pain 756* 
arthritis see arthritic conditions 
back 210F 
chest 817 
chronic see Chronic pain 
low back 1292/87, 83/88 
psychogenic see Psychogenic pain 
real to worker 1157/87 
sciatic, see Sciatica 
somatoform see Somatoform pain 
thoracic 1081/87 
Paranoid psychosis 1108/87 
Parking lots, see Arising out of employment; In the course of employment 
Parties 140/87* 
absence see Procedure (absent parties) 
interest of employer 836/89*, 94/901 
of record 944/87LR*, 55/89I*, 967/89* 
previous employers 779F*, 144/891, 594/89L, 859/89* 
see also Notice of hearing; Standing 
participation 450*, 924/88, 55/891*, 368/89L, 517/89 
adequacy 183/89 
representation 702/881, 17/891, 260/891*, 467/89*, 950/89L 
adequacy 600/89* 
conflict of interest 393/88I, 940/881, 206/89, 311/89, 57/911 
representative instructed to withdraw 542/90 
representative giving evidence 894/88 
WCB 585/87* 
Patellofemoral joint syndrome 1132/87, 889/89 
Pathways see In the course of employment 
Penalties 141/87, 256/87, 563/87*, 672/88*, 801/88, 829/88*, 845/88*, 845/88R, 974/88, 94/89*, 269/89, 312/89, 
329/89, 480/89, 39/90*, 443/90*, 747/90, 870/90, 68/911, 123/91 
employer out of operation 745/88 
new owner 852/88, 960/89*, 127/90 
see also Assessment of employers 
Pensions 
AMA Guides 
intercostal neuralgia 654/89 
peripheral vascular disease 135/90* 
respiratory disease 859/89* 
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Pensions (AMA Guides) continued: 


respiratory impairment 904/88* 

upper respiratory tract 849/89 
arrears 424/87, 1138/87, 341/88, 359/88, 393/88, 412/88*, 468/88, 613/881*, 668/88, 686/88*, 840/88, 867/88, 
928/88F, 39/89, 161/89, 270/89, 453/89*, 565/89*, 643/89, 777/89, 1043/89, 261/90, 513/90, 552/90, 554/90, 
600/90, 667/90, 831/90, 871/90 
assessment 118/87, 144/88*, 205/88*, 255/88*, 282/88, 381/88, 430/88L*, 467/88L, 526/88, 577/88, 603/881, 
613/88I*, 614/88, 654/881, 747/88, 764/88, 767/88, 778/88, 799/88, 818/88, 855/88, 891/88, 907/88, 6/891, 179/89 

ankle 552/89, 871/90 

arm 82/901 

asbestosis 904/88* 

back 7/88, 412/88*, 492/88, 605/88, 676/88, 846/88, 950/88, 1000/88, 23/89, 67/89, 238/89, 261/89, 293/89, 

324/89, 348/89, 406/891, 406/89, 458/89, 479/89, 527/89, 638/89, 645/891, 645/89, 656/89, 693/89, 788/89, 

805/89, 824/89, 865/89, 987/89, 15/90*, 51/90, 60/90, 97/90, 119/90, 251/90, 285/90, 368/90, 427/90, 438/90, 

439/90, 578/90, 746/90, 831/90, 100/91 

chronic obstructive lung disease 859/89* 

chronic pain 23/89, 15/90*, 464/90*, 738/90, 886/90 

depression 520/89* 

disfigurement 365/89* 

dynamic testing 532/89* 

repetitive strain injury 817/891 

enhancement factor 381/88*, 831/88F*, 155/89L*, 275/89, 565/89*, 788/89, 840/89, 102/90, 135/90*, 427/90 

elbows 42/87F 

eye 807/88F, 880/88*, 194/89, 453/89*, 848/89* 

finger 702/88, 932/88, 514/89, 707/89, 798/89, 968/89 

amputation 38/89, 712/89, 417/90 

foot 741/891, 741/89*, 808/90 

glaucoma 880/88* 

hand 247/89, 173/90 

head 172/89* 

hip 808/87, 349/90 

impotence 785/88* 

intercostal neuralgia 654/89 

irrational fear 247/89 

knee 613/88, 788/89, 995/89, 68/90*, 80/90, 107/91 

leg 407/88*, 119/90, 427/90, 813/90, 28/91, 73/91 

mental condition 739/89 

metacarpal 968/89 

multiple factors see Pensions (assessment) (enhancement factor) 

neck 406/89, 427/90, 100/91 

perforated ear drum 31/89* 

preexisting condition 420/88*, 880/88*, 520/89*, 427/90 

prosthesis 741/89* 

psychiatric disability 412/88*, 756/88, 788/89, 1041/89, 375/90, 781/90 
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Pensions (assessment) continued: 


psychotraumatic disability 795/89L, 200/90* 
Silicosis 424/87, 621/87 
shoulder 400/88, 603/88*, 846/88, 565/89*, 747/89, 925/89, 102/90, 100/91 
Standard of review 776/88, 68/90* 
stomach 849/89 
thigh 808/87 
tinnitus 739/88, 876/88*, 326/89, 609/89, 871/89 
urethra 6/89 
varicocele 706/89 
vertigo 292/89 
white finger disease 275/891*, 275/8912, 275/89, 633/89, 135/90* 
whole person concept 831/88F*, 314/89*, 565/89*, 632/89, 795/89L, 907/89, 375/90, 427/90, 495/90 
wrist 654/88, 532/89*, 14/90 
calculation 38/89 
commutation see Commutation 
date of commencement 208/88 
examination see Maximal medical rehabilitation 
impairment of earning capacity see Impairment of earning capacity 
lump sum 831*, 295/88, 839/88, 223/89, 749/89 
accrual after death 113/89* 
amalgamation of claims 69/89*, 386/89, 659/89, 749/89, 233/90, 4/91 
ten per cent pension 697/89, 699/89, 156/90, 319/90, 852/90 
advantage to worker 204/89, 95/90, 233/90, 631/90, 906/90, 179/91, 189/91 
see also Commutation 
marked life disruption 865/89 
older worker supplement see Supplements 
provisional 442/90* 
extension 339/89L*, 339/89* 
Rating Schedule 144/88*, 205/88*, 764/88, 778/88, 155/89L*, 527/89, 285/90 
chronic pain 901/87(2)I*, 23/89, 738/90 
dominance 347/88*, 603/88*, 634/89 
eye 807/88F, 194/89, 453/89* 
hearing loss 759/89 
Taylor-Pelmear scale 275/891*, 275/8912, 275/89, 361/90 
stacking 519/89*, 15/90*, 427/90, 600/90 
supplements see Supplements 
temporary supplement see Supplements 
see also Permanent disability 
Peremptory hearing date see Adjournment 
Perfume see Exposure 
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Permanent disability 484F, 762, 326/87, 345/87, 891/87, 1085/87, 1242/87, 93/88, 209/88, 221/88, 254/88, 292/88, 
377/88, 450/88, 536/88, 615/88, 732/88, 757/88, 775/88, 790/88, 807/88F, 992/88, 43/89, 83/89, 160/89, 265/89, 
274/89, 349/89, 404/89, 27/90, 215/90, 442/90*, 552/90, 559/90, 674/90*, 693/90, 698/90, 713/90, 894/90, 912/90I*, 
938/901 
disfigurement 144/88*, 907/88, 172/89*, 365/89* 
hearing loss 34/89 
lead exposure 885/88* 
loss of body part 849/89, 633/901 
maximal medical rehabilitation see Maximal medical rehabilitation 
see also Disability; Pensions 
Personal activity see Arising out of employment; In the course of employment 
Personal coverage 799/87, 1114/87*, 211/88, 552/88*, 287/89, 518/89, 170/90*, 431/90* 
commencement 774/89, 807/89* 
estimated earnings 861/90 
Pharmacist 1020/87 
Phicbitis 223/90 
Picket line see Availability for employment (strike); Available employment 
Piercing corporate veil see Corporation 
Place of business of employer 23/88* 
Place of employment 518/90 
Plazas and malls see In the course of employment 
Pneumoconiosis 395/87, 6/88L, 176/88* 
see also Silicosis 
Pneumonia 40/88*, 251/88, 273/89, 649/89 
interstitial 663/89 
Pneumothorax 742/88 
Poisoning 421/87* 
methanol 939/88 
see also /ndustrial disease (poisoning) 
Police 99/91 
Polyvinyl acetate see Exposure 
Post-concussion syndrome 165/89 
Post-hearing submissions see Procedure 
Post-phlebitic syndrome 531/89, 841/89, 165/90 
Post-traumatic stress disorder 83/88, 99/91 ; 
Postal workers 
letter carrier 1055/87, 1166/87, 561/90, 63/91 
letter sorter 726/88 
Powcrs of Tribunal see Jurisdiction, Tribunal 
Practice see Procedure 
Practice Direction No. 1 see Jurisdiction, Tnbunal; Procedure 
Practice Direction No. 4 see Procedure; Transcript 
Practice Direction No. 7 see Procedure 
Practice Direction No. 9 see Procedure 
Practitioner, medical see Words and phrases 
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Precedent see Legal precedent 
Preexisting condition 248/90 
acoustic neuroma 334/88 
arthnitis 37/87, 331/88 
back condition 59/88 
bursitis 386/88 
cancer 
terminal 343/88* 
chondromalacia 
knee 360/90 
Christmas disease 468/89 
depression 810/87*, 962/89 
diabetes 350/87*, 268/89, 294/89* 
disc, congenital anomaly 891/87 
disc, degeneration 1292/87, 34/88, 42/88, 49/88, 271/88, 1044/89, 36/90* 
cervical 834, 753/88*, 310/89 
lumbar 917/87 
dislocation 
shoulder 81/89 
eye condition 515/87 
gout 784/88 
headaches 492/87 
hearing loss 162, 1019/87 
hypertension 88/87* 
knee condition 695/89 
kyphosis 291/88 
mastectomy 227/88 
mental condition 857/87, 375/88, 631/88, 1011/89 
neck condition 2/87 
obesity 1246/87* 
osteoarthnitis 253/87R, 24/88, 357/88 
otosclerosis 871/87 
Paget’s disease 728/88 
personality weakness 361/87* 
scoliosis 1081/87, 29/88 
seizures 653 
slipped femoral epiphysis 631/89 
splayfoot 761/90 
spondylolisthesis 20/88 
spondylolysis 210F 
spondylosis 
cervical 651/89 
synovial plica 184/90 
terminal cancer 343/88* 
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Precxisting condition continued: 


vascular disease 88/87*, 63/89 
varus deformity 892/87, 285/89 
vcricose veins 223/90 . 
see also Aggravation; Arising out of employment; Recurrences 
Prejudice see Notice of accident 
Pregnancy see Availability for employment; Rehabilitation, vocational 
Presbycusis 568/89, 1029/89 
Presumptions 
section 3 88/87*, 738/87*, 949/87*, 1159/87*, 1271/87, 61/88, 111/88, 226/88, 405/88*, 451/88, 470/88*, 
490/88*, 650/88, 724/88, 88/89*, 224/89, 240/89*, 525/89, 544/89, 572/89, 627/89*, 905/89, 977/89*, 1012/89, 
197/90, 683/90, 783/90, 854/90 
some evidence test 107/88* ’ 
standard of proof 483*, 371/87*, 17/88*, 42/891*, 42/89*, 224/90* 
section 122 131M, 484IM*, 835/88, 206/89, 328/89*, 79/90*, 269/90, 762/90 
standard of proof 421/87* 
Previous employer see Parties 
Prisons see Incarceration 
Privacy 
access to worker file see Access to worker file, P.D. 1; Access to worker file, $.77 
protection of see Freedom of Information 
Private investigators see Evidence 
Privilege see Evidence 
Procedure 
absent parties 246, 618/87, 954/87, 138/88, 229/88, 248/88, 290/88, 408/88, 171/89, 189/89, 432/891, 556/89, 
730/89, 832/89*, 887/89, 4/90, 49/90, 145/90, 213/90, 216/901, 278/90, 336/901, 348/901, 384/901, 384/9012, 
408/90, 436/90, 509/901, 777/901 
absent witnesses 678/901 
addendum 130A*, 83/88A, 128/88A 
clarification of decision 437A, 1041/87A, 1150/87IA, 51/88A, 213/88A, 321/88A 
additional medical evidence 563/901 
communication with doctor 879/89 
section 86h 937/87* 
disclosure of evidence 1126/87I, 1271/871, 9/881, 68/911 
inspection 126R, 450* 
interim decision 216/881, 941/881, 109/89, 434/89 
order of proceedings 669/87LI, 212/88*, 134/891 
post-hearing evidence 684/89*, 745/89, 374/90R 
post-hearing submissions 753/88*, 939/88, 55/89I*, 30/90 
Practice Direction No. 1 393/871, 393/87, 229/90I* 
Practice Direction No. 4 9/88, 396/88 
Practice Direction No. 7 910/901 
Practice Direction No. 9 1168/87I*, 157/891, 321/891 
procedural error 944/87LR*, 1248/87R* 
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Procedure continued: 


reconsideration 95RI*, 95RI2*, 595/87RI*, 1010/871, 437/89R* 
application at hearing 876/89A 
consutution of panel 1248/87R* 
new application 606/88R* 
two-step process 95R* 
referral to Board 210R*, 825, 172/89* 
replacement of panel member 307/8912 
resignation of Panel member 104/88 
retirement of panel member 728/87 
section 21 80912 
access to worker file 335/88*, 573/88*, 145/90, 567/90, 142/91 
application and merits together 854/87, 919/88 
section 77 1083/87*, 902/88* 
multiple appeals 193/89 
no appeal by employer 680/90 
no request for access 571/90 
section 86h 331/881, 597/88, 753/88*, 138/89*, 905/89 
section 860 969/87LI 
application at hearing 123/90 
scheduling 90/89] 
stay of proceedings 927/891 
submissions 
decisions reviews 286/89 
Tribunal Counsel 212/881 
see also Evidence 
three week rule see Three week rule 
witness fees 573M, 512/89, 1033/89, 1041/89, 200/90* 
see also Hearing 
Proceeding to and from work see In the course of employment 
Process see Jurisdiction, Tribunal 
Program not offered by Board see Rehabilitation, vocational 
Proof see Onus of proof; Standard of proof 
Protection of Privacy see Freedom of Information 
Protruding disc see Disc, protruding 
Provincial institution, see Incarceration 
Psittacosis 303/88* 
Psoriatic arthritis 199/90 
Psychiatric condition see Mental conditions and specific conditions 
Psychogenic pain 757, 310/87, 1004/87*, 1036/87, 106/89* 
see also Chronic pain; Somatoform pain 
Psychological condition see Mental condition 
Psychosis see Mental condition 
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Psychotraumatic disability 245, 771, 780, 59/87, 125/87, 148/87, 151/87*, 194/87, 361/87*, 386/87, 640/87, 805/87, 
810/87*, 854/87, 1007/87, 1010/87, 1015/87, 1204/87, 37/88, 43/88, 275/88, 280/88, 358/88, 372/88, 626/88, 669/88, 
723/88, 766/88, 854/88, 957/88, 962/88, 993/88, 61/89, 157/89F, 106/89*, 315/89, 339/89*, 437/89, 406/89, 503/89, 
520/89*, 549/89, 591/89, 593/89, 689/89, 713/89, 717/89, 724/89, 761/89, 795/89L, 834/89, 865/89, 962/89, 1041/89, 
1047/89, 21/90, 40/90, 200/90*, 229/90, 320/90, 442/90*, 492/90, 470/90, 490/90, 600/90, 638/90, 671/90I*, 740/901, 
780/901, 781/90, 784/90, 897/90, 99/91, 156/91 

no physical injury 36/88* 


Radon see Exposure 
Rating schedule see Pensions 
Raynaud’s phenomenon 326/88, 696/89 
see also White finger disease : 
Reasonably incidental activity test see Arising out of employment; In the course of employment 
Reconsideration 130A*, 207R2, 381/87R, 808/87R, 1255/87R, 51/88A, 245/88R, 321/88A, 492/88R, 492/88R2, 
511/88R, 701/88R*, 879/88L2, 880/88R, 925/88R, 226/89A*, 263/89R, 282/89R, 309/89R, 368/89R, 370/89R, 
526/89LR, 628/89LR, 667/89LR, 756/89LR, 786/89R, 788/89R, 839/89R, 876/89A, 915/89R, 932/89R, 23/90R, 
110/90R, 14/90R, 14/90R2, 134/90R, 155/90R, 155/90R2, 171/90R, 210/90R, 262/90R, 279/90R, 313/90R, 374/0R, 
374/90R2, 417/90R, 666/90R, 751/90R, 785/90R, 861/90R 
advisability 95RI*, 95SR*, 510/87IR*, 755/88R 
change in fact 606/88R* 
Change in law 755/88R 
clarification of decision 847R, 59/87R, 799/87R 
consideration of evidence 218/87R, 124/88R, 723/88R, 858/88R, 879/88LR, 110/89R, 437/89R*, 978/89R 
error of facts 773R*, 827R, 834R, 630/87R, 812/87R, 102/88R, 666/90R 
error of law 126R, 595/87RI*, 595/87R*, 850/87R*, 981/87R, 183/89R 
jurisdiction 210R 
jurisdictional error 850/87R*, 981/87R 
minor amendment 51/90R 
new evidence 139R, 207R, 365R, 464LR, 773R*, 215/87LR, 216/87LR, 241/87LR, 1010/87I, 1115/87LR, 
1146/87R, 845/88R, 173/89R, 173/89R2, 15/90R 
test 21/87LR* 
procedural error 126R, 766LR*, 253/87R, 944/87LR*, 594/89LR, 753/89R 
notice 405/88R 
representation 51/90R 
Statutory interpretation 770R 
see also Procedure 
Recurrences 
compensable injury 805, 827R2, 703/87, 705/87, 1024/87, 1124/87, 297/88, 346/88*, 373/88, 391/88, 461/88, 
568/88*, 666/88, 890/88, 916/88, 985/88, 40/89, 108/89, 126/89, 202/89, 207/89, 388/89, 396/89, 436/89, 468/89, 
722/89, 772/89, 818/89, 989/89, 1033/89, 1035/89, 410/90*, 717/90, 932/90, 960/90 
ankle 
sprain 736/88 
disc, protruding 725/90 
elbow 199/89, 502/90 
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Recurrences (compensable injury) continued: 


hemia 607/87 
Strains and sprains 759, 1299/87, 301/88, 87/89, 297/89* 
lumbar 455/87, 917/87, 1008/87, 1032/87, 96/88, 238/88, 900/88, 
423/89 . 
thoracic 195/87, 478/88 
test 64/89* 
torticollis 712/88 
preexisting condition 632/88 
chronic pain 
low back 47/87 
cyst 
pilonidal 1033/87 
disc condition 815 
knee condition 77/88 
tendonitis 
shoulder 1165/87 
see also Aggravation, Consequences of injury; Preexisting condition; Second accident; Subsequent incidents 
Re-employment 
accommodation see Accommodation 
continuous employment 968/90* 
determination re return to work 968/90* 
essential duties 968/90* 
non-compliance 968/90* 
notice from Board 
form of notice 968/90* 
reinstatement 968/90* ; 
Referral to Board 334, 771, 825, 218/87, 789/87, 918/87*, 930/87*, 1240/87, 7/88, 393/8812, 483/88*, 613/88I*, 
831/88*, 950/881, 114/89, 275/8912, 335/89, 
406/891, 645/891, 741/891, 382/901, 553/90, 715/90 
Reflex sympathetic dystrophy 247/88, 512/89, 755/90 
arm 178/87, 993/87, 748/88 
Refusing suitable work, see Availability for employment 
Registration of employer 965/87I*, 909/89*, 111/90* 
Rehabilitation 
aid in getting worker back to work 437/87, 909/87, 767/88 
factors 495/88* 
fitness club membership 872/90* 
attendance allowance 706/90* 
availability 515*, 1077/87, 1241/87*, 187/88 
clothing allowance 95R* 
considering self totally disabled 883/87, 1136/87 
Canada Pension Plan 133/89*, 553/90 
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Rehabilitation continued: 


cooperation 139/87, 305/87*, 674/87, 927/87F, 997/87, 1008/87, 1240/87, 124/88*, 200/88, 212/88*, 321/88, 
338/88, 641/88, 952/88, 25/89, 62/90, 685/90 
relocation 886/87 
financial counselling 1270/87* 
reassessment of negative decision 
onus of proof 595/87*, 595/87R* 
standard of proof 595/87*, 595/87RI*, 595/87R* 
Suitability of program 318 
Rehabilitation, medical 
cooperation 246, 382/87, 518/87, 648/87, 763/87, 834/87, 883/87, 1292/87, 74/88, 768/88, 966/88, 784/90 
training 78/91 
Rehabilitation, vocational 578/88 
academic training 386, 375/89*, 596/89, 255/90*, 556/901, 841/90 
academic upgrading 124/88* 
aid in getting worker back to work 612/88, 908/88*, 953/88, 379/89 
opinion of Board 684/88* 
availability 313/87 
benefit for older worker 737/88*, 378/89*, 749/90, 785/90 ‘3 
considering self totally disabled 236/88*, 950/88, 308/89, 854/89, 958/89, 866/90 
Canada Pension Plan 657/90 
cooperation 437/87, 480/87*, 833/87, 3/88, 33/88, 43/88, 94/88, 283/88, 344/88, 585/88, 728/88, 777/88, 
859/88, 891/88, 942/88, 963/88, 967/88, 30/89, 47/89, 267/89, 324/89, 399/89, 422/89, 456/89, 618/89, 619/89, 
652/89, 700/89, 737/89, 870/89, 83/90, 140/90, 267/90, 330/90, 376/90, 385/90, 496/90, 553/90, 758/90, 801/90, 
807/90, 866/90, 961/90, 5/91, 16/91 
pregnancy 258/89 
vacation 359/88 
economic conditions 212/88*, 925/89 
eligibility 197/87, 717/87, 1264/87*, 270/88 
competitive unemployability 347/88*, 553/00 
relinquishing employment on own volition 610/88 
job search 274/87*, 763/87, 1023/87, 1180/87, 71/88, 187/88, 311/88, 603/881, 965/88, 79/89, 397/89, 673/89*, 
725/89, 997/89 
geographic location 399/88*, 684/88*, 657/90 
length of time services offered 908/88* 
maintenance allowance 841/90 
calculation 474/89* 
program not offered by Board 566M, 770/87, 883/87, 1036/87, 75/88, 187/88, 273/88, 345/88, 484/88, 728/88, 
870/88, 67/89, 341/89, 587/89, 742/89, 1051/89, 129/90, 526/90 
suitability of program 
opinion of Board 1180/87, 349/88* 
program chosen by worker 157/88, 539/88, 255/90* 
training 437/87, 1076/87, 1293/87, 112/88, 524/88, 963/88, 78/911, 78/91 
see also Availability for employment; Available employment; Suitable employment 
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Reinstatement see Re-employment 

Relocation see Availability for employment; Commutation 

Remarriage see Dependency benefits 

Repayment see Overpayment 

Repetitive movement 549 

Repetitive work, see Disablement 

Replacement of panel member see Procedure 

Report, medical see Medical report 

Representative see Parties 

Res ipsa loquitur see Negligence 

Res judicata see Estoppel 

Residence see Out of Province 

Residence of dependant or worker see Arising out of employment; In the course of employment — 

Residence of worker 518/90 

Residential employees see In the course of employment 

Residual weakness see Consequences of injury 

Resignation see Employment 

Respiratory condition 381/87, 1294/87, 883/88 
see also Bronchial hyper-reactivity; Bronchiectasis; Cancer (lung); Exposure (dust); Fibrosis (pulmonary); 
Pneumoconiosis; Pneumonia; Pneumothorax; Silicosis; Smoking 

Retinal detachment 120/90 

Retirement see Employment 

Retraining, see Rehabilitation ; 

Retroactvity 206A*, 765*, 915A*, 669/87F*, 420/88L*, 420/88*, 994/88I*, 109/891, 467/89*, 326/901 
see also Assessment of employers; Charter of Rights 

Retrospectivity 420/88* 

Rheumatoid arthritis 470*, 936/87*, 982/87*, 219/88, 663/89 

Right to sue see Section 15 application 

Rotator cuff tear see Tear (rotator cuff) 


Sarcoidosis 395/87, 762/90 

Sailor 88/87*, 426/88* 

Sale of business see Employer 

Scarfer, see Steelworker 

Schedule 1 employer 965/87I*, 1001/87*, 588/891, 897/89*, 729/90 
for profit or gain 284/90 

Schedule 2 employer 485/88 

Schizophrenia 1108/87 

School bus driver, see Transportation industry 

Sciatica 877/87 

Scleroderma 696/89 

Scoliosis 1081/87 
lumbar 215/88 
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Scope of hearing 206A*, 805/87I*, 389/891 

where leave granted 629, 756*, 132/90*, 188/91L 
Seainstress 1135/87 
Seasonal employment see Employment 
Second accident 499/87, 890/88, 629/89*, 673/89*, 763/89, 924/89*, 1033/89, 23/90, 34/90*, 565/90, 932/90, 952/90 

see also Consequences of injury; Recurrences; Subsequent incidents 
Second Injury and Enhancement Fund 182*, 1036/87, 310/88, 571/89, 134/90, 555/90, 607/90*, 61/91, 90/91 

preexisting condition 150/88, 422/88, 198/89, 238/89*, 1037/89, 339/90, 674/90*, 186/91 

psychological condition 169/90 

standard of proof 431/89 

transfer of costs 930/87* 

severity of accident 547/89 
Secondary gain factor 810/87*, 1004/87* 
Seconded workers 789/88I*, 17/89* ; 
Seamstress 1135/87 : 
Section 3(3) see Presumptions 
Section 8(10) see Leasing company; Supplier of motor vehicle, machiney or equipement 
Section 15 application 913, 422/87, 436/87, 503/87*, 526/87, 547/87*, 733/87*, 738/87*, 742/87, 799/87, 816/87, 
965/871*, 965/87, 1001/87*, 1067/87*, 1123/87*, 1153/87*, 1186/87, 1226/87, 1266/87*, 1288/87, 21/88, 32/88*, 
41/88, 61/88, 107/88*, 127/88, 174/88, 185/88, 190/88, 195/88, 211/88, 217/88, 263/88*, 267/88, 268/88, 309/88, 
323/88, 337/88*, 423/88*, 462/88*, 469/88, 485/88, 490/88I*, 490/88*, 567/88, 571/88, 574/88, 596/88, 636/88, 
637/88, 680/88, 682/88, 722/88, 759/88, 781/88, 796/88, 798/88, 847/88, 857/88, 860/88*, 872/88, 897/88*, 940/881, 
944/88, 961/881, 977/881, 977/88, 991/881, 993/88, 1003/88, 57/89, 105/89*, 136/89, 146/89*, 226/89*, 226/89A*, 
241/89, 253/89, 284/89, 287/89, 306/89, 372/89*, 518/89, 559/89, 561/89, 622/891, 622/89, 635/89, 661/89, 674/89, 
748/89, 755/89, 804/89*, 861/89, 890/89, 909/89*, 919/89, 921/89*, 945/89, 956/89, 1000/89, 1025/89, 1036/89, 8/90, 
23/90, 52/90, 75/90, 98/90, 100/90, 111/90*, 155/90, 158/90, 170/90*, 187/90, 258/90, 276/90, 280/90, 284/90, 
290/90, 291/90, 295/90, 305/90, 321/90, 327/90, 331/90, 416/90, 471/90, 478/90, 485/90*, 493/90, 497/90, 523/90, 
532/90, 535/901, 539/90, 648/90, 649/90, 652/90, 658/90, 688/90, 729/90I, 729/90, 737/90, 818/90, 858/90, 868/90, 
869/90, 910/901, 918/90, 936/90, 937/90, 958/90, 57/911 

action for breach of contract 432/88* 

economic loss 73/90 

motor vehicle insurance 551/89, 331/90, 531/90, 662/90* 

onus of proof 259/88*, 609/88, 559/891 

property damage 675/88*, 73/90 

remoteness 259/88*, 473/88, 701/88*, 701/88R*, 789/881*, 789/88*, 940/88, 961/88, 93/89, 775/89, 823/89, 

391/90, 723/901, 723/90 

workers of both employers 759/90 

workers of both employers 552/88* 
Section 21 see Jurisdiction, Tribunal; Medical examination; Time limits 
Section 77 see Access to worker file, s.77 
Section 86n 

binding nature of determination 42/89* 

decision tums upon 42/89* 

policy and general law 42/89* 
Section 122 see Industrial disease; Presumptions 
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Security guard 131M, 275/88 
Seizure see Medical opinion 
Sequelae see Consequences of injury 
Sewing machine operator 163/87, 711/87, 1040/87, 451/88, 710/88, 983/88, 486/89, 493/89, 949/89, 463/90 
Sexual assault 580/87* 
Shift work 207/90* 
Shoulder condition 500, 227/88 
see also Bursitis; Dislocation; Strains and sprains; Tendonitis 
Sick building syndrome 700/87, 214/88* 
Sidestream smoke see Smoking 
Significant contribution 
of compensable accident to development of condition 167, 762/87, 798/87, 1106/87*, 119/88, 326/88, 374/88, 
735/88, 887/88, 930/88, 713/89 
of compensable accident to disability 549, 819, 914, 463/87, 492/87, 949/87*, 1103/87, 1118/87, 59/88, 188/88, 
339/88, 471/88*, 474/88, 742/88, 268/89, 339/89*, 766/90 
of compensable accident to ongoing condition 428/87, 578/87, 668/87, 948/87, 1030/87, 664/88, 525/90 
of compensable accident to psychological condition 245, 194/87, 361/87*, 640/87, 775/87, 810/87*, 827/87, 
857/87, 1108/87, 1168/871*, 962/89, 1047/89 
of compensable accident to subsequent disability 805, 804/87, 880/87, 888/87, 897/87, 39/88*, 48/88, 261/88, 
874/88, 468/89, 793/89, 881/89* 
of compensable injury to death 152/88 
of employment to development of condition 918*, 1132/87, 2/88, 95/88, 171/88, 374/88 of employment to 
disability 94*, 450*, 461, 610/87, 652/87*, 680/87, 867/87*, 1189/87, 8/88, 244/88, 271/88, 627/88, 115/89*, 
312/90, 933/90 
of employment to disablement 524*, 1020/87, 1296/87*, 779/88 
of employment to industrial disease 370/87 
of employment to injury 88/87* 
of employment to ongoing condition 163/87, 1081/87 
of treatment to development of condition 973/87 
see also Causation; Consequences of injury 
Significantly greater than is usual 863, 972/87*, 399/88*, 495/88*, 510/88*, 539/88, 603/88", 638/88"; 670/88, 
702/88, 711/88, 715/88, 718/88, 725/88, 740/88, 744/88, 802/88*, 859/88, 910/88, 963/88, 22/89, 121/89, 232/89, 
1001/89, 415/90, 417/90, 454/90, 477/90, 578/90, 704/0L 
Silicosis 395/87, 176/88L, 663/89, 862/89L 
Skidder see Logging 
Slipped disc see Disc, bulging; Disc, herniated; Disc protruding 
Smoking 85/87*, 94/87*, 138/87*, 350/87*, 371/87*, 1106/87*, 1188/87*, 1296/87*, 40/88*, 152/88*, 244/88, 
11/89*, 78/89, 246/89, 257/89*, 331/89, 859/89*, 1009/89, 1024/89, 724/90 
Sole proprietor see Independent operator 
Solvents see Exposure 
Somatoform pain 1168/87I* 
see also Chronic pain; Pain; Psychogenic pain 
Spastic semiparesis 47/88 
Specialist see Medical report 
Specific incident see Chance event; Disablement 


53 


Release No. 17, May 1991 


April 26, 1991 KEYWORD INDEX 


Spondylarthrosis 215/88 
Spondylitis 
ankylosing 134/87, 320/87 
Spondylolysis 1016/89 
Spondylosis 
cervical 171/90 
Spondylolisthesis 856/87, 877/87 
Standard of proof see Causation; Medical examination; Presumption (section 3); Presumptions (section 122) 
Standard of review 
opinion of Board 1180/87 
time lapse 483/88* 
see also Discretion, Board 
Standing 311/89, 169/90, 670/90 
rate group 94/901, 827/90 
see also /ntervenors; Parties (of record) 
Statutory interpretation 
incorporation by reference 1004/89* 
principles of 765*, 302/88*, 42/89* 
ambiguity 170/90* 
Strained construction 441/89 
regulations 
validity 845/88* 
see also Reconsideration 
Steclworker 162, 55/87, 1267/87, 707/88, 797/88, 246/89 
scarfer 331/87, 1165/87 
millwright 338/89 
rigger 1188/87* 
Strains and sprains 818 
ankle 5/88* 
cervical 80/87, 46/88, 294/88*, 476/88*, 21/89 
knee 635, 
lumbar 275*, 219/87, 281/87, 487/87, 642/87, 28/88, 97/88, 291/88 
lumbosacral 533, 761/87 
shoulder 530F, 873, 509/87, 954/87 
Strenuous work, see Disablement 
Stress 781L, 918*, 531/87*, 472/88, 145/89*, 536/89*, 262/90, 312/90 
bumout 322/891 
effect of disciplinary action 952/89 
heart attack 371/87*, 480/87*, 42/891, 122/89 
standard of proof 1018/87*, 684/89*, 790/89 
writers’ cramp 94* 
see also Consequences of injury; Disablement; Post-traumatic stress disorder; Psychotraumatic disability 
Strike see Availability for employment; Available employment 
Stroke 88/87*, 17/88*, 72/91 
Subcontractor 1067/87* 
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Subpoena see Summons 
Subrogation 1001/87*, 263/88*, 323/88, 1003/88, 1000/89, 282/90* 
Subsequent incidents 
outside work 367, 815, 834, 100/87, 102/87, 168/87, 249/88, 281/87, 322/87, 356/87, 469/87, 515/87, 522/87, 
577/87, 660/87, 671/87, 776/87, 856/87, 858/87, 880/87, 899/87, 1025/87, 1032/87, 1228/87, 1237/87, 5/88*, 
38/88, 39/88*, 46/88, 99/88, 145/88, 173/88, 209/88, 261/88, 292/88, 329/88, 371/88, 380/88, 396/88, 397/88, 
406/88, 441/88, 442/88, 456/88, 532/88, 555/88, 576/88, 630/88, 664/88, 705/88, 736/88, 856/88, 988/88, 27/89, 
148/89, 179/89, 250/89, 381/89*, 441/891, 461/89, 493/89, 510/89, 545/89, 546/89, 592/89, 685/89, 793/89, 
809/89, 863/89, 929/89, 941/89, 942/89, 953/89, 19/90, 22/90, 81/90, 103/90, 108/90, 159/90, 239/90, 273/90, 
533/90, 609/90, 805/90, 812/90, 872/90*, 904/90, 14/91, 92/91, 99/91 
see also /ntervening causes 
Subsidized wages see Earnings basis 
Substantial new evidence see Leave to appeal 
Substitution of panel member see Procedure (replacement of panel member) 
Suicide see Consequences of injury; Death ~ 
Suitability of program see Rehabilitation 
Suitable employment 505, 720, 910, 244/87, 295/87, 455/87, 510/87, 518/87, 617/87, 694/87, 727/87, 728/87, 
886/87, 1023/87, 1036/87, 1072/87, 1120/87, 1138/87, 1235/87, 1236/87, 1277/87, 11/88, 35/88, 73/88, 75/88, 157/88, 
270/88, 437/88, 440/88, 445/88, 477/88, 481/88, 601/88, 603/881, 621/88, 645/88, 688/88, 703/88, 734/88, 793/88, 
848/88, 855/88, 929/88, 952/88, 969/88, 986/88, 996/88, 18/89, 112/89, 137/89, 167/89, 192/89, 198/89, 207/89, 
215/89, 274/89, 277/89, 292/89, 316/89, 330/89, 332/89, 367/89, 383/89, 397/89, 409/89, 422/89, 452/89, 464/89, 
495/89, 513/89, 516/89, 550/89, 690/89, 708/89, 751/89, 737/89, 803/89, 843/89, 888/89, 993/89, 997/89, 1051/89, 
38/90, 66/90, 83/90, 90/90, 109/90, 148/90, 281/90, 299/90, 343/90, 346/90, 360/90, 455/90, 475/90, 496/90, 507/90, 
536/90, 538/90, 748/90, 800/90, 804/90, 811/90, 892/90, 925/90, 966/90, 11/91, 26/91, 33/91, 135/91 
medical restrictions see Medical restrictions 
opinion of the Board 585/88 
seniority 882/87* 
suitable for worker’s capabilities 980/87, 84/88 
personal characteristics of worker 539/88 
see also Availability for employment; Available employment; Rehabilitation 
Sulphuric acid mist see Exposure 
Summons 618/87, 678/901 
to Board Adjudicator 260/89I* 
to Board doctor 260/89I* 
to Rehabilitation Counsellor 9/88 
Supplements 139/87 
availability for employment see Availability for employment 
available employment see Available employment 
impairment of earning capacity see Impairment of earning capacity 
rehabilitation see Rehabilitation 
significantly greater than is usual see Significantly greater than is usual 
suitable employment see Suitable employment 
Supplements, older worker 400/88, 909/88, 96/89, 1001/89, 11/90, 215/90, 324/90, 357/90, 553/90, 672/90, 677/90, 
701/90, 756/90, 890/90, 951/90 
age 320/88*, 737/88*, 103/89, 356/89, 378/89*, 729/89*, 746/89, 196/90, 575/90, 709/90, 749/90, 785/90, 54/91 
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Supplements, temporary 386, 863, 139/87, 313/87, 480/87*, 972/87*, 1077/87, 1180/87, 33/88, 270/88, 282/88, 
311/88, 344/88, 510/88*, 585/88, 603/881, 638/88*, 641/88, 670/88, 684/88*, 691/88, 711/88, 715/88, 740/88, 744/88, 
747/88, 755/88*, 765/88, 777/88, 859/88, 891/88, 910/88, 924/88, 942/88, 953/88, 963/88, 967/88, 30/89, 36/89, 
102/89*, 215/89, 216/89, 231/89, 232/89, 258/89, 267/89, 274/89, 293/89, 366/89, 399/89, 456/89, 474/89*, 690/89, 
925/89, 109/90, 140/90, 250/90, 330/90, 415/90, 417/90, 578/90, 758/90, 784/90, 799/90, 811/90, 817/90, 874/90, 
961/90 
calculation 407/88*, 475/88*, 581/89L* 
partial award 603/88*, 870/88, 205/89L* 
rehabilitative purpose 461/87, 1264/87*, 124/88*, 212/88*, 236/88*, 347/88*, 349/88, 399/88*, 400/88, 475/88*, 
495/88*, 539/88, 612/88, 718/88, 725/88, 758/88, 767/88, 802/88*, 908/88*, 112/89, 466/89*, 597/89, 865/89, 
916/89*, 1048/89, 154/90, 281/90, 439/90, 454/90, 473/90, 553/90, 657/90, 5/91 
older worker 71/89* 
retroactivity 477/90 
wage loss 1264/87*, 407/88*, 702/88, 466/89*, 539/89*, 581/89L*, 797/89*, 843/89, 154/90, 324/90, 682/90, 
807/90 
part time work 22/89 
period of adjustment 996/89, 847/90 
Supplements, transition 633/89, 824/89 
Supplier of motor vehicle, machinery or equipment 422/87*, 503/87*, 1123/87*, 1186/87, 41/88, 473/88, 609/88, 
789/881*, 789/88*, 940/88, 961/881, 17/89*, 93/89, 253/89, 551/89, 8/90 
maintenance of equipment 775/89 
Susceptibility 881/89* 
osteoarthritis 1241/87* 
see also Aggravation; Causation (thinn skull doctrine); Preexisting condition; Recurrences 
Sympathetic dystrophy see Reflex sympathetic dystrophy 
Synovitis 
foot 504/90 


Takes self out of employment see Arising out of employment; In the course of employment 

Taxi driver see Independent operator 

Tear 
ligament 993/87 
meniscus 466, 219/87, 814/87, 1159/87*, 24/88, 172/88, 237/88, 369/88, 674/88, 720/88, 942/89, 514/90 
rotator cuff 167, 329/87, 109/88*, 371/88 

Telephone operator 918* 

Temperature see Climate 

Temporary disability 484F, 973/88 
beyond pension level 157M*, 334, 817, 47/87, 118/87, 128/87, 178/87, 219/87, 295/87, 338/87, 340/87, 354/87, 
488/87, 579/87, 608/87, 763/87, 790/87, 805/87, 857/87, 891/87, 914/87, 1025/87, 1076/87, 1218/87, 1276/87, 
1292/87, 83/88, 101/88, 121/88, 167/88, 264/88F, 266/88, 328/88, 330/88, 392/88, 402/88, 403/88, 409/88, 414/88, 
415/88, 492/88, 538/88, 548/88, 556/88, 566/88, 578/88, 602/88, 687/88, 691/88, 713/88, 715/88, 748/88, 765/88, 
777/88, 899/88, 905/88, 919/88, 954/88, 999/88*, 28/89, 36/89, 167/89, 271/89, 3305/89, 73/89, 394/89, 412/89, 
415/89, 459/89, 503/89, 523/89, 656/89, 703/89, 825/89, 826/89, 845/89, 906/89, 105 1/89, 60/90, 140/90, 185/90, 
323/90, 341/901 346/90, 425/90, 440/90, 454/90, 480/90, 530/90, 600/90, 608/90, 663/90, 702/90, 855/90, 17/91, 
25/91, 51/91, 54/91 
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Temporary partial benefits 
level of benefits 244/87*, 1005/87* 
Temporary partial disability 318, 505, 533, 680, 767, 910, 6/87, 127/87, 224/87, 217/87, 220/87, 310/87, 487/87, 
510/87, 572/87, 693/87, 718/87, 743/87, 833/87, 1005/87*, 1133/87, 1136/87, 1138/87, 1166/87, 1229/87, 1246/87*, 
11/88, 33/88, 71/88, 74/88, 84/88, 94/88, 126/88, 187/88, 200/88, 228/88, 247/88, 273/88, 338/88, 364/88, 375/88, 
445/88, 484/88, 513/88, 520/88, 534/88, 681/88, 709/88, 734/88, 768/88, 793/88, 965/88, 982/88, 997/88, 79/89, 
110/89, 117/89, 171/89, 276/89, 492/89, 587/89, 618/89, 851/89, 957/89, 178/90, 253/90, 260/90, 349/90, 376/90, 
693/90, 810/90, 900/90 
level of benefits 768/87, 638/89, 154/91 
retirement 579/88*, 235/89 
wage loss benefits 524/88, 698/89, 700/89, 1045/89* 
loss of bonus 461/90 
loss of overtime 972/88* 
self-employed worker 653/90* 
see also Disability 
Temporary supplements see Supplements 
Temporary total benefits 74/88 
Temporary total disability 757, 873, 6/87, 199/87, 219/87, 354/87, 601/87, 731/87, 828/87, 1085/87, 1218/87, 
1246/87*, 33/88, 109/88*, 216/88, 224/88, 275/88, 292/88, 340/88, 414/88, 436/88, 848/88, 56/89, 117/89, 130/89, 
201/89, 552/89, 1019/89, 95/90, 317/90, 782/90 
commencement of benefits 773MA* 
retirement 579/88* 
see also Disability 
Temporomandibular joint dysfunction 279/88, 283/89, 879/89: 
Tendonitis 
arm 331/87 
hand 731/87 
hip 110/88* 
rotator cuff 779/88 
shoulder 573M, 914, 644/87, 983/87, 1165/87, 210/88, 338/88, 575/88, 975/88, 171/90 
wrist 321/88, 542/90 
Tennis elbow see Epicondylitis 
Tenosynovitis 484F, 926/89 
arm 549 
de Quervain’s disease 588/88, 811/88, 77/89 - 
frictional 472/89 
see also /ndustrial disease 
TENS unit see Health care (appliances or apparatus 
Termination of employment see In the course of employment 
Testimony from other decisions see Evidence 
Thoracic outlet syndrome 512/87*, 711/87, 365/88 
Three week rule 1248/87R*, 735/88, 849/88, 998/88, 90/891, 297/89*, 582/89, 1027/89I1, 115/901, 630/90I 
Board decision 234/911 
documents 629, 1257/87, 3/88, 142/88, 201/88, 222/881, 321/88, 396/88, 736/88, 89/89, 138/89*, 389/891, 
403/90I, 926/901, 234911 
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medical literature 151/87* 
submissions 995/87, 212/881, 234/911 
witnesses 1185/87, 1239/87, 142/88, 371/89, 926/901 
summary of evidence 260/89I* 
Threshold issue see Industrial disease 
Trigger finger 472/89 
Thrombosis 63/89 
deep venous 531/89, 841/89 
superficial venous 841/89, 165/90 
Time limits 
appeal 1047/89 
civil action 908/89 
penalties 852/88 
section 21 981/87, 276/88, 695/881, 695/88, 696/88I*, 696/88*, 697/881, 697/88, 833/88, 105/90 
section 77 680/90 
Tinnitus 579/87, 876/88*, 941/88*, 944/881, 338/89, 355/89, 856/89, 871/89, 132/90*, 195/90, 789/901 
Toluene diisocyanate see Exposure 
Torticollis see Consequences of injury 
Totally disabled see Availability for employment; Renabicon 
Tow truck driver see Independent operator 
Transcutaneous electrical nerve stimulation see Health care (appliances or apparatus) 
Transcript 9/88, 504/881*, 72/90 
Transfer of costs 930/87*, 213/88*, 17/8912*, 17/89*, 427/89, 586/89, 688/89*, 72/90, 169/90, 916/90, 111/91 
Transitional provisions 258/88* 
commencement 729/89*, 746/89, 916/89*, 847/90 
retroactivity 916/89* 
Transportation industry 
bus driver 867/87*, 64/90 
courier 585/87*, 1036/89 
owner/operator 675/88* 
school bus driver 126/88 
truck driver 275*, 779F*, 99/87, 559/87*, 514/88*, 940/88, 145/89*, 157/89, 230/89, 279/89, 57/90, 73/90, 
111/90*, 206/90 | 
Transverse myelitis 303/88* 
Traumatc incident see Chance event; Disablement; Injury by accident 
Travel expenses 359/88I, 850/88*, 764/89 
employer 255F* 
job search 205/89L*, 853/00 
to hearing 610/90 
to work 799/90 
treatment 826/87, 16/91 
Travelling see In the course of employment 
Treatment see Medical treatment 
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Trichloroethane see Exposure 

Trigger finger 727/88 

Truck driver see Transportation industry 
Typist see Office worker 


Ulcer 

duodenal 973/87 

Stasis 266/88, 330/88 
Ulceration 

ankle 1085/87 
Unaccustomed strain see Disablement 
Unemployment insurance 212/88*, 1002/88* 
Undermotivation see Intervening causes 
Unwitnessed accident see Evidence 
Upholsterer 26/90* 
Uranium see Mining 
Uulities 

line worker 745/89 


Vacation pay see Deductions 

' Varicocele 706/89 

Varicose veins 266/88, 949/89, 165/90 
see also Varicocele 

Vascular condition see Buerger’s disease 

Vascular disease 291/89 

Varying diagnoses see Medical report 

VDT operator see Office worker 

Venous condition 949/89 

Venulation see Sick building syndrome 

Vestibular function 779F* . 


Vibration, white finger disease see White finger disease 


Vibrations 307/87, 694/88, 1183/87*, 920/89 


April 26, 1991 


tools 280/87, 350/87*, 567/87, 570/87, 300/88*, 154/89, 298/89L, 418/89, 794/89, 316/90, 361/90, 924/90 


vehicular 275*, 779F*, 559/87*, 533/88, 152/89, 279/89, 767/89 


see also Disablement; Industrial disease 
Viral infection 700/87 
Volunteer 259/88*, 98/90 


Wage loss see Disability; Expense; Impairment of earning capacity; Supplements; Temporary partial disability 


Weight carrying see Medical restrictions 
Welding 484F, 753/88*, 115/90 
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White finger disease 280/87, 307/87, 350/87*, 567/87, 1183/87*, 694/88, 154/89, 298/89L, 418/89, 794/89, 920/89, 
269/90, 316/90, 361/90 
see also Raynaud's Phenomenon, Vibrations 
Whole body vibration see Vibrations (vehicular) 
Wilful and intentional act 298/88*, 245/90* 
Withdrawal 
of appeal 825, 410/87, 1174/87*, 1259/87, 113/88, 138/88, 139/88, 316/88, 480/88, 888/88, 1005/89, 35/89, 
244/89, 260/89, 267/89, 311/89, 390/89, 433/89, 444/89, 557/89, 568/89, 610/891, 611/89, 680/89, 730/89, 1017/89, 
30/90, 53/90, 143/90, 163/90, 263/90, 264/90, 278/90, 336/901, 559/90, 582/90, 601/90, 721/90, 823/90, 834/90, 
835/90, 895/90, 923/90, 58/91, 97/91, 104/91, 178/911, 202/911, 251/91 
adequacy of representation 600/89* 
of application 695/881, 696/881*, 697/881, 509/89L, 625/891, 950/89L, 87/90, 92/90L, 414/90, 705/90, 181/91L 
Witness availability see Adjournment 
Witness fees see Procedure 
Wood dust, cedar see Exposure 
Words and phrases 
action s.15 462/88* 
cease to apply s.133(2) 729/89* 
dependants, s. 1(1)(f) 560/90* 
disability 425/88* 
discase s.122 559/87* 
earings, s. 1(1)(i) 632/90* 
earnings, s. 43(1) 948/88*, 797/89 
employment 547/87* 
equipment s.8(10) 503/87*, 1186/87 
health care, s.52(2) 872/90* 
injury 425/88* 
issues s.86g(2) 510/87IR*, 805/87I* 
process (Sch.3) 131M 
medical aid 220/88 
medical practitioner s.21 801/89* 
necessary, s. 52(2) 872/90* 
nominal remuneration 1027/89 
older worker s. 45(7) 320/88* 
relevant s.77 1083/87* 
remuneration, s. 1(1)(i) 948/88*, 797/89* 
results from s. 45(1) 420/88*, 880/88* 
right of action for damages s.8(9) 432/88* 
Work relatedness test see Arising out of employemnt; In the course of employment 
Worker °1067/87*, 1153/87*, 259/88*, 483/88*, 774/89, 111/90*, 170/90*, 478/90, 876/90 
contract of service 701/871*, 518/89 
employment relationship 940/88, 146/89*, 98/90, 228/90 
family member 312/90 
prisoner 302/88* 
spouse 16/90* 
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Worker continued: 


deemed 1114/87* 
for purposes of employer’s industry 284/90 
learner 490/88*, 629/88L, 1027/89 
long term service 274/87*, 572/87, 770/87, 1036/87, 9/88, 196/88, 250/88*, 281/88, 578/88, 67/89, 274/89, 
303/89, 660/89, 708/89, 250/90, 897/90 
probationary employee 629/88L, 1027/89 
seconded see Seconded workers 
Status 
during job search 673/89* 
during medical appointment 629/89*, 23/90 
test 789/88*, 226/89*, 1036/89, 133/90, 649/90, 729/901 
business reality 940/88, 312/90, 497/90, 759/90, 868/90 
control test 701/87I*, 722/88, 961/881 
four-fold test 423/88*, 813/89 
hybrid test 590/89, 921/89* 
in business on his own account test 860/88* 
organization test 701/871*, 742/87, 185/88, 211/88, 417/88, 423/88*, 469/88, 574/88*, 722/88, 940/88, 961/881 
253/89, 813/89*, 158/90, 164/90, 226/90, 493/90, 868/90 ‘ 
see also Executive officer; Independent operator 
Working conditions see Disablement 
Wnist conditions see Carpal tunnel syndrome; Fracture (wrist); Writers’ cramp 
Writers’ cramp 94* 


> 


Zinc see Industrial discase (poisoning) 
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PREFACE 


The Annotated Statute lists decisions of the Ontario Workers’ Compensation Appeals Tribunal under relevant 
sections of the Workers’ Compensation Act, its regulations and other statutes to which the decisions refer. 


Under each section heading is a list of decisions specifically referring to that section. Beside the decision 
number are all the relevant sections in the Annotated Statute where the decision is entered. Not all decisions are 
listed in the Annotated Statute. Only those that interpret a section of the Act or otherwise add to understanding 
of the section are included. All decisions of the Tribunal are listed in the Keyword Index under the appropriate 
subject matter. We recommend that you use the Annotated Statute in conjunction with the Keyword Index. 


All section numbers refer to the sections of the Workers’ Compensation Act as amended at the time of 
preparation, unless otherwise noted. Amendments to the Act which were proclaimed on January 2, 1990, have 
repealed and replaced several sections of the Act. For example, section 45 of the pre-1989 Act dealt with 
permanent disability. As a result of the amendments, section 45 deals with non-economic loss. In the Annotated 
Statute, "Section 45" refers to the new non-economic loss provisions and "Section 45 pre-1989" refers to the old 
permanent disability provisions. 


Decisions which have been selected for publication in the Workers’ Compensation Appeals Tribunal 


Reporter have been marked with an asterisk. Please refer to the Master List of Decisions for summary and 
Reporter cites. 
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Workers’ Compensation Appeals Tribunal 


Annotated Statute 


December 15, 1989 - April 26, 1991 


For prior decisions, see the consolidated Annotated Statute (December 1985 - December 15, 1989), which is 


also in this binder. 


_ For subsequent decisions, see the Annotated Statute in Decision Digest Service Binder No. 2. 


WORKERS’ COMPENSATION ACT, R.S.O. 1980, c. 539 


Section 1(1)a 
24F* 
342/90 


Section 1(1)(a)(i) 
245/90* 


Section 1(1)(a)(ii) 


303/88* 


Section 1(1)(a)(iii) 


145/89* 
10/90 
26/90* 
93390 


Section 1(1)(f) 
1000/89 
291/90 

29590 

560/90 
632/90* 


Section 1(1)(i) 
948/88* 
797/89* 
632/0* 


Section 1(1)(k) 
478/90 
658/90 


1(1)(a), 3(1), 3(3), 8(9) 
1(1)(a) 


1(1)(a)(@) 
1(1)(a)(ii) 


1(1)(a)(iii) 
1(1)(a)(uti) 
1(1)(a)(uii) 
1(1)(a)(ui) 


1(1)(f), 8(4) 

1(1)(f) 

1(1)(f) 

1(1)(f), 36 

1(1)(f), 101)(i), 366) 


45(1) pre-1989 [43(1) pre-1985], 43(1) [45(1) pre-1985], 1(1)() 
1(1)(i), 43(1)(a), 45(5) pre-1989 
1(1)(f), 1(1)G), 366) 


1(1)(k), 1(1)(m), 1(1)(z) 
1(1)(k) 
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April 26, 1991 


ANNOTATED STATUTE 


Section 1(1)(m) 
940/88 

590/89 

478/90 

729/01 


Section 1(1)(n) 
420/88* 


Section 1(1)(n)(iii) 
666/90 


Section 1(1)(r) 
591/87* 


Section 1(1)(z) 
940/88 
590/89 
673/89* 
774/89 
921/89* 
1036/89 
16/90 
98/90 
170/90 
284/90 
416/90 
47890 
4930 
497/90 
535/01 
729/01 


Section 2a 
17/89* 


Section 3(1) 
24F* 

62/89* 
629/89* 
673/89* 
982/89 
1053/89 
73/90 
351/90* 
405/90* 


1(1)(m), 1(1)(z), 8(9), 8(10) 
1(1)(m), 1(1)(z) 

1(1)(k), 1(1)(m), 1(1)(z) 
1(1)(m), 1(1)(z), 80(1) 


1(1)(n), 45(1) pre-1989, 122 
1(1)(n) (iil) 
1(1)(r) 


1(1)(m), 1(1)(z), 8(9), 8(10) 
1(1)(m), 1(1)(z) 

1(1)(z), 3(1) 

1(1)(z) 

1(1)(z) 

1(1)(z) 

1(1)(z) 

1(1)(z) 

1(1)(z), 89), 11(1), 80(1) 
1(1)(z), 14 

1(1)(z) 

1(1)(k), 1(1)(m), 1(1)(z) 
1(1)(z) 

1(1)(z) 

1(1)(z) [pre-1985] 
1(1)(m), 1(1)(z), 80(1) 


8(9), 8(10), 2a [1(1)(k) pre-1985] 


1(1)(a), 3(1), 3(3), 8(9) 
3(1) 


3(1) 

1(1)(z), 3(1) 
3(1) 

3(1) 

3(1), 8(9), 14 
3(1) 

3(1) 
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Section 3(3) 
24F* 


17/88* 
240/89" 
544/89 
905/89 
977/89 
197/90 
224/90 
683/90 
854/90 


Section 3(4) 
17/88* 


Section 3(7) 
622/891 
977/89 


Section 6(3) 
518/90 


Section 6(6) 
967/89 


Section 8(1) 
_ 282/90* 


Section 8(2) 
282/90* 


Section 8(3) 
282/90* 


Section 8(4) 
1000/89 
282/90* 


Section 8(9) 
24F* 
940/88 
17/89* 
398/89* 
427/89 
674/89 
688/89* 
775/89 


ANNOTATED STATUTE 


1(1)(a), 3(1), 3(3), 8(9) 

3(3), 3(4) 

3(3) 

3(3) 

3(3), 86d, 86e, 86h, 86k 

3(3) [3(2) pre-1980], 3(7) [3(1)(b) pre-1980] 
3(3) 

3(3) 

3(3) 

3(3) 


3(3), 3(4) 


3(7) 
3(3) [3(2) pre-1980], 3(7) [3(1)(b) pre-1980) 


6(3) 


6(6), 86) 


8(1), 8(2), 83), 8(4) 


8(1), 8(2), 8(3), 8(4) 


8(1), 8(2), 8(3), 8(4) 


1(1)(f), 8(4) 
8(1), 8(2), 8(3), 8(4) 


1(1)(a), 3(1), 3(3), 89) 

1(1)(m), 1(1)(z), 89), 8(10) 
8(9), 8(10), 2a [1(1)(k) pre-1985] 
8(9), 91, 122(8) 

8(9) [9(6) pre-1968} 

89) 

8(9) 

8(9) 


April 26, 1991 
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ANNOTATED STATUTE 


SSS 


73/90 
170/90 
471/90 
531/90 
723/901 
916/90 


Section 8(10) 
940/88 
17/89* 

93/89 


Section 8(11) 
701/88R* 
226/89A* 
559/89 
15590R 


Section 11(1) 
170/990 
861/90 


Section 13 
441/89 


Section 14 
730 
284/90 


Section 15 
§51/89 
1025/89 
100/90 
331/90 
4850* 
662/90* 
688/90 


Section 16 
894/89* 
1004/89* 


Section 18 
431/90* 


3(1), 8(9), 14 


1(1)(z), 89), 11(1), 80(1) 


8(9) 
8(9) 
8(9) 
8(9) 


1(1)(m), 1(1)(z), 89), 8(10) 
8(9), 8(10), 2a [1(1)(k) pre-1985] 


8(10) 


8(11) 
8(11) 
8(11) 
8(11) 


1(1)(z), 8(9), 11(1), 80(1) 


11(1) 


13, 47 


3(1), 8(9), 14 
1(1)(z), 14 


16, 71(3), 105(3), 121 
16, 21(2), 80(1) 
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Section 21 
1008/89 
14590 
971/90 


Section 21(1) 
146/90* 


Section 21(2) 
876/89A 
1004/89* 
10590 
146/90* 
283/90* 


Section 23 
872/90* 


Section 24 
442/0* 


Section 26(1) 
749/89 
828/89* 
839/89 
156/90 
566/90* 
643/90 


Section 26(3) 
566/90* 
174/91 


Section 26(4) 
790/0* 


Section 36 
560/90 


Section 36(6) 
632/0* 


Section 37 pre-1985 
13/90* 


Section 40(1) 
773MA* 


ANNOTATED STATUTE 


21(1), 21(2) 


21(2) 

16, 21(2), 80(1) 
21(2) 

21(1), 21(2) 
21(2) 


23, 52(2), 54 


45(1) pre-1989, 45(12) pre-1989, 24, 76 


26(1), 45(4) pre-1989 
26(1) 

26(1) 

26(1), 45(4) pre-1989 
26(1), 26(3) 

26(1) 


26(1), 26(3) 
26(3) 


26(4) 


1(1)(f), 36 


1(1)(f), 11)@), 36(6) 


37 pre-1985 


40(1) [39 pre-1985] 


April 26, 1991 


Release No. 17, May 1991 
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Section 40(2) 
894/88 


Section 40(2)(a) 
700/89 
653/90* 


Section 40(2)(b) 
595/87R* 


Section 40(2)(b)(ii) 
997/89 


Section 42(1) pre-1985 
1013/89* 


Section 43(1) 


Section 43(1)(b) 
362/90* 


Section 43(2) 
303/90* 
362/90* 


Section 43(6) 
1027/89 


ANNOTATED STATUTE 


40(2) 


40(2)(a) 
40(2)(a) 


40(2)(b),[41(1)(b) pre-1985], 45(5) [43(5) pre-1985] 
40(2)(b) 

40(2)(b) [41(1)(b) pre-1985] 

40(2)(b) 

40(2)(b) 

40(2)(b) [41(1)(b) pre-1985] 

40(2)(b), 45(1) pre-1989 

40(2)(b) 

40(2)(b) 

40(2)(b) 


40(2)(b)(ii) 


42(1) pre-1985, 43(1) [45(1) pre-1985, 44(1) pre-1980], 43(7) [40 
pre-1985], 133 pre-1989, 138(1) 


45(1) pre-1989 [43(1) pre-1985], 43(1) [45(1) pre-1985], 1(1)() 
42(1) pre-1985, 43(1) [45(1) pre-1985, 44(1) pre-1980], 43(7) [40 
pre-1985], 133 pre-1989, 138(1) 

43(1) [45(6) pre-1985], 43(2) [45(2) pre-1985] 

43(1) [45 (1) pre-1985], 45(1) pre-1989 [43(1) pre-1985] 


1(1)(i), 43(1)(a), 45(5) pre-1989 
43(1)(a), 43(1)(b), 43(2) 


43(1)(a), 43(1)(b), 43(2) 


43(1) [45(6) pre-1985], 43(2) [45(2) pre-1985] 
43(1){a), 43(1)(b), 43(2) 


43(6) [pre-1989] 
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Section 43(7) 
755/88R 
924/89* 
1013/89* 


951/89* 


Section 45(1) pre-1989 
420/88" 
876/88* 
880/88" 
948/88* 
453/89* 
519/89* 
865/89 
885/89 
1048/89 
83/90 
102/90 . 
442/90" 
752/90 


Section 45(3) pre-1989 
807/88F 
285/90 


Section 45(4) pre-1989 


Section 45(5) pre-1989 
595/87R* 
475/88* 
641/88 
870/88 
112/89 
205/89L* 
797/89* 
996/89 
32490 
41590 


ANNOTATED STATUTE 


43(7) [40 pre-1985], 134 pre-1989 [re s. 40 pre-1985] 

43(7) 

42(1) pre-1985, 43(1) [45(1) pre-1985, 44(1) pre-1980], 43(7) [40 
pre-1985], 133 pre-1989, 138(1) 

43(7) 


1(1)(n), 45(1) pre-1989, 122 

45(1) pre-1989 [43(1) pre-1985] 

45(1) pre-1989 

45(1) pre-1989 [43(1) pre-1985], 43(1) [45(1) pre-1985], 1(1)(i) 
45(1) pre-1989 

45(1) pre-1989 

45(1) pre-1989 

45(1) pre-1989 [43(1) pre-1985] 

45(1) pre-1989 

40(2)(b), 45(1) pre-1989 

45(1) pre-1989 [43(1) pre-1985] 

45(1) pre-1989, 45(12) pre-1989, 24, 76 

43(1) [45 (1) pre-1985], 45(1) pre-1989 [43(1) pre-1985] 


45(3) pre-1989 
45(3) pre-1989 


45(4) pre-1989 
26(1), 45(4) pre-1989 
45(4) pre-1989 
26(1), 45(4) pre-1989 
45(4) pre-1989 
45(4) pre-1989 
45(4) pre-1989 


40(2)(b) [41(1)(b) pre-1985], 45(5) [43(5) pre-1985)] 
45(5) pre-1989 [43(5) pre-1985] 

45(5) pre-1989 [43(5S) pre-1985] 

45(5) pre-1989 [43(5) pre-1985] 

45(5) pre-1989 [43(5) pre-1985] 

45(5) pre-1989 [1975 Act: 42(5)], 54 [R.S.O. 1970: 53] 
1(1)(@), 43(1)(a), 45(5) pre-1989 

45(5) pre-1989 

45(5) pre-1989, 45(7) pre-1989 

45(5) pre-1989 [43(5) pre-1985] 
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657/90 45(S) pre-1989 [43(S) pre-1985] 

847/90 45(5) pre-1989 

95140 45(5) pre-1989 [43(5S) pre-1985] 

Section 45(7) pre-1989 

324/90 45(5) pre-1989, 45(7) pre-1989 

575/90 45(7) pre-1989 

Section 45(12) pre-1989 

1045/89* 45(12) pre-1989 

59/90* 45(12) pre-1989 

323/90 45(12) pre-1989 

442/90* 45(1) pre-1989, 45(12) pre-1989, 24, 76 

633/901 45(12) pre-1989 

912/90I* 45(12) pre-1989 

Section 46 

967/89A 46 
441/89 13, 47 : te 
Section 52 

494/90 52 

1003/89 52 


Section 52(1) 
292/89 
792/89* 
634/90 


Section 52(1)(a) 
706/90* 


Section 52(1)(c) 
706/90* | 


Section 52(2) 


Section 52(6) 
292/89 


Section 54 
205/89L* 
292/89 


52(1), 52(2), 52(6), 54, 81(c) 
52(1) 
52(1) 


52(1)(a), 52(1)(c), 54 
52(1)(a), 52(1)(c), 54 


52(1), 52(2), 52(6), 54, 81(c) 
52(2) 

23, 52(2), 54 

52(1), 52(2) 


52(1), 52(2), 52(6), 54, 81(c) 


45(5) pre-1989 [1975 Act: 42(5)], 54 [R.S.O. 1970: 53] 
52(1), 52(2), 52(6), 54, 81(c) 
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Section 54b(1) 
968/90* 


Section 54b(2) 
968/90* 


Section 54b(3) 


968/90* 


Section 54b(4) 
968/90* 


Section 54b(6) 
968/90* 


Section 54b(13) 


968/90* 


Section 65 [1973 Act] 


307/8912 


Section 71(3) 
894/89* 


Section 71(3)(a) 


86/89* 


Section 75(2)(a) 


563/89 
558/90 


Section 76 


Section 77(1) 
90/91 


Section 77(2) 
41201 


54 
52(1)(a), 52(1)(c), 54 
54 


23, 52(2), 54 
54 

54b(1), 54b(2), 54b(3), 54b(4), 54b(6), 54b(13) 
54b(1), 54b(2), 54b(3), 54b(4), 54b(6), 54b(13) 
54b(1), 54b(2), 54b(3), 54b(4), 54b(6), 54b(13) 
54b(1), 54b(2), 54b(3), 54b(4), 54b(6), 54b(13) 
54b(1), 54b(2), 54b(3), 54b(4), 54b(6), 54b(13) 
54b(1), 54b(2), 54b(3), 54b(4), 54b(6), 54b(13) 
86e, 86f, 65 [1973 Act] 

16, 71(3), 105(3),.121 
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WORKERS’ COMPENSATION APPEALS TRIBUNAL 


INTRODUCTION TO THIS INDEX OF SECTION 15 CASES 


Establishment of the Tribunal 
The Appeals Tribunal came into existence on October 1, 1985 under the chairmanship of S.R. Ellis. 


The Tribunal replaced the WCB Appeal Board but is a separate organization, independent of the WCB. It is the 
new final level of appeal to which workers and employers may bring disputes concerning Workers’ 
Compensation Board (WCB) matters. It hears and determines appeals respecting entitlement to compensation, 
or assessments or penalties under the Workers’ Compensation Act. It also determines the effect of the Act on 
workers’ rights to take civil actions against their employers. Section 15 of this Act deals with these rights. 


Purpose of This Subject Index 


This Subject Index lists WCAT decisions considering the issue of "arising out of and in the course. of 
employment" and some judicial decisions from Canada and England. This index is edited by the Tribunal’s 
Information Department. The TAB number refers to the location of the cases in the Section 15 Binders in the 
WCAT Library. This is a cumulative index whereby each new issue updates the previous issue. Relevant 
WCAT decisions and court cases will be added to this Index on a monthly basis as they are reported. 


Note to Users of This Index 

Users should update this Index from the date given on the cover. This Index is published for purposes of 
convenience only. For accurate reference, recourse should be made to the original full text of the decisions and 
cases. Users should update court cases through standard legal research publications. 

Tribunal Decisions 

Tribunal decisions are available for reference at the Tribunal’s library, major public libraries, and county and 
district law libraries across Ontario. Copies of decisions are available for 15 cents per page plus $2.50 per copy 
from the Information Department of the Tribunal. 

Inquiries concerning the Tribunal’s indexes, decisions and other publications should be addressed to: 


Information Department, Workers’ Compensation Appeals Tribunal, 505 University Avenue, 7th Floor, Toronto, 
Ontario, MSG 1X4. Telephone: (416) 598-4638, Fax: (416) 965-3558. 


TRIBUNAL SYSTEM OF DECISION NUMBERING 
Where Does the Numbering Come From? 
A decision number is assigned at the time a hearing or application occurs. These numbers are assigned 


automatically, in numerical order, and are used regardless of the date of the decision. Because of this, a higher 
number decision often is released before a lower number. 


Why do some recent decisions have "/87" after them? 


Given the large volume of appeals to the Tribunal, it is impractical to continue numbering indefinitely. 
Therefore, effective January 1, 1987, when decision numbers are assigned, they will indicate the year in which 
the hearing took place. So, all hearings in 1987 will have "/87" after the number, al] hearings in 1988, "/88", 
etc. 


Any decisions without a year indication are those heard in the first 15 months of the Tribunal’s operation; that is, 
October 31, 1985, to December 31, 1986. 


What do the letters after the numbers mean? 


The vast majority of cases heard by the Tribunal involve a one-step process in which the party or parties attend a 
hearing and a decision is issued when a final decision is made by the Hearing Panel. 


In some cases, however, a further decision on the same, or a related issue may be required. The Tribunal will 
therefore add a letter suffix to the decision number to indicate that it may be part of a two (or more) step 
process. These suffixes designate the following: 


A Addendum 

] Interim 

1G, Leave to Appeal 
LM Leave and Merits 
R Reconsideration 


There will be some minor variations, mostly with respect to pre-1987 hearings. The following additional 
suffixes may appear for cases in which the initial decision was released before this system was introduced: 


F Final (final decision where an interim decision 
was released without an "I" suffix) 
M Merits (decision on merits of an appeal where a 


leave-granting decision was released without an "L" suffix) 


As an example, a Tribunal Panel made a decision on a case in Decision No. 72. Following the decision, the 
Tribunal was requested to reconsider its decision and, as a result, a hearing took place resulting in Decision No. 
72R. Decision No. 72R decided that a further hearing, by a different Panel of the Tribunal, should take place. 
That Panel’s ruling resulted in Decision No. 72R2. 


What about Leave to Appeal? 


The Tribunal has decided that, in most cases, an application for leave to appeal a decision of the former Appeal 
Board of the WCB (under section 860 of the Workers’ Compensation Act) will be a two-step process. A hearing 
will be convened to decide if leave to appeal should be granted, and the decision on leave will have the suffix 

ve ae 


If leave is granted, a hearing on the merits of the case will then take place and the resulting decision number will 
be the same as the leave decision, but without the "L". 


In the rare case that a leave application and the merits of the case are heard together, the decision number will 
indicate "LM" meaning Leave and Merits. 


There will be some minor variations from the above system, mostly with respect to pre-1987 hearings. 
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28. Worknien’s Comp. Bd. v. C.P.R. & Noell [1952] 3 D.L.R. 641 (S.C.C.) 
29, Kennedy v. Workmen’s Comp. Bd. [1955] S.C.R. 524 

31. Hall v. Halifax Transfer Co. (1959) 18 D.L.R. (2d) 115 (N.S.S.C.) 

36. R. v. Industrial Injuries Comm. [1966] 2 Q.B. 31 (C.A.) 

44. Decision No. 2 (1973) B.C.W.C.R. 7 

STs Cyr v. Hospital General Fleury Inc. (1978) 78 CLLC 241 (Queb.S.C.) 
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Gibson v. B.C. Dist. Telegraph Co. [1936] 4 D.L.R 582 (B.C.C.A) 
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Decision No. 111/90* (WCAT March 16, 1990) 
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Rhodes v. McKee Harvester (Alberta) Ltd. (1981) 121 D.L.R. (3d) 8 (Alta.C.A.) 


Grim v. Co-operative Fire & Casualty Co. (1981) 50 N.S.R. (2d) 462 (N.S.S.C.) 
PARTNERSHIP 
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Re Thorne (1962) 33 D.L.R. (2d) 167 (N.B.C.A.) 
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965/871* (WCAT May 20, 1988) 
432/88* (WCAT October 5, 1988) 
309/90* (WCAT October 17, 1991) 
723/901 (WCAT November 21, 1990) 
723/90 (WCAT April 15, 1991) 
759/90 (WCAT April 12, 1991) 
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37/91 (WCAT April 29, 1991) 
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384 (Ont. C.A.) 


Ishida v. Itterman [1975] 2 W.W.R. 142 (B.C.S.C.) 
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Grand Trunk Pac. Rlwy. v. Morreau (1921) 59 D.L.R. 458 (S.C.C.) 
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Imperial Invest. Corp. v. Neuman (1961) 29 D.L.R. (2d) 176 (Alta. C.A.) 
McCutcheon v. Wood (1966) 60 D.L.R. (2d) 755 (N.B.C.A.) 
Kucher v. Cuthbertson [1971] 3 W.W.R. 85 (Alta.S.C.) 
Workmen’s Comp. Bd. v. Pelletier (1971) 5 N.B.R. (2d) 283 (N.B.S.C.) 
Workmen’s Comp. Bd. v. A.G. of Man. [1972] 3 W.W.R. 141 (Man.Q.B.) 
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Grim v. Co-operative Fire & Casualty Co. (1981) 50 N.S.R. (2d) 462 (N.S.S.C.) 
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Paul’s Hauling Ltd. v. Baumung [1986] 5 W.W.R. 115 (Sask. Q.B.) 
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19, C.N.R. v. Workmen’s Comp. Bd. of N.B. (1934) 8 M.P.R. 25 (N.B.C.A.) 
50. Decision No. 50 (1974) 1 B.C.W.C.R. 212 


Sy. Straka v. Schneider [1975] 3 W.W.R. 441 (Atla. Dist. Ct.) 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


TRAVELLING - EMPLOYER’S PREMISES 
150* (WCAT April 18, 1986) 
391* (WCAT August 18, 1986) 
547/87* (WCAT March 25, 1988) 
733/87* (WCAT April 12, 1988) 
738/87* (WCAT April 27, 1988) 
847/88 (WCAT December 5, 1988) 
944/88 (WCAT February 13, 1989) 


977/88 (WCAT April 10, 1989) 
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49. 
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Decision No. 
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Mackenzie v. 
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Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 
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674/89 (WCAT March 1, 1990) 

890/89 (WCAT March 25, 1991) 
909/89* (WCAT January 1, 1990) 
531/90 (WCAT August 23, 1990) 
764/91 (WCAT November 27, 1991) 
GiP-P:Rs Cos (1926), Die RalkG.C.C) 
10 (1973) 1 B.C.W.C.R. 45 


49 (1974) 1 B.C.W.C.R. 210 


TRAVELLING - EMPLOYER’S VEHICLE 
51* (WCAT March 18, 1987) 
122* (WCAT May 15, 1986) 
215* (WCAT January 29, 1987) 
229* (WCAT June 24, 1986) 
313* (WCAT October 13, 1987) 
326* (WCAT December 10, 1986) 
372* (WCAT March 17, 1987) 
404* (WCAT August 6, 1986) 
436* (WCAT April 29, 1987) 
226/87* (WCAT April 2, 1987) 
276/87 (WCAT April 8, 1987) 
1173/87 (WCAT November 30, 1987) 


1249/87* (WCAT January 28, 1988) 
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Decision No. 419/89 (WCAT June 22, 1989) 

Decision No. 1025/89 (WCAT July 9, 1990) 

Decision No. 52/90 (WCAT April 2, 1990) 

Decision No. 57/91 (WCAT July 17, 1991) 

Decision No. 614/91 (WCAT September 24, 1991) 

Decision No. 773/91 (WCAT November 6, 1991) 

Edwards v. Wingham Agricultural Implement Co. [1913] KB. 596 (C.A.) 

St. Helen’s Colliery Co. v. Hewitson [1924] A.C. 59 

Battistoni v. Thomas [1932] 1 D.L.R. 577 (S.C.C.) 

Weaver v. Tredegar Iron & Coal Co. [1940] All 3 E.R. 157 (HLL.) 

Bowers v. Hollinger [1946] 4 D.L.R. 186 (Ont. H.C.) 

J.E. Morse & Co. v. Hicks [1955] 3 D.L.R. 265 (N.S.S.C.) 

B.C. Coal Ltd. v. U.M.W.A., Loc. 292 (1984) 9 Admin. L.R. 100 (B.C.C.A.); affm’g. (1983) 149 

D.L.R. (3d) 659 (B.C.S.C.); affm’g. Decision No. 360 (1982) 5 B.C.W.C.R. 193 
TRAVELLING - WORKER’S VEHICLE 

Decision No. 389* (WCAT May 22, 1987) 

Decision No. 414* (WCAT September 3, 1986) 

Dallas v. Hinton & Home Oil Distrib. Ltd. [1938] 2 D.L.R. 673 (S.C.C.) 

Hoar v. Wallace [1938] O.R. 666 (C.A.) 


Re Workmen’s Comp. Bd. & Boissonneault (1977) 80 D.L.R. (3d) 33 (N.B.C.A.) 
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Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


Decision No. 


TRAVELLING WORKER 
44* (WCAT June 25, 1986) 
51* (WCAT March 18, 1987) 
123* (WCAT July 14, 1986) 
169* (WCAT December 22, 1986) 
455* (WCAT December 16, 1986) 
127/88 (WCAT May 3, 1988) 
636/88 (WCAT October 6, 1988) 
682/88 (WCAT September 28, 1988) 
918/90 (WCAT January 11, 1991) 
958/90 (WCAT March 26, 1990) 


214 (1976) 3 B.C.W.C.R. 37 


WORKER - DEFINITION 
51* (WCAT March 18, 1987) 
86* (WCAT June 24, 1986) 
116* (WCAT September 29, 1986) 
154* (WCAT April 25, 1986) 
299* (WCAT August 22, 1987) 
320* (WCAT April 16, 1987) 
330* (WCAT May 7, 1987) 
346* (WCAT February 27, 1987) 


417* (WCAT December 17, 1986) 
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Decision No. 
Decision No. 


Decision No. 


INDEX TO SECTION 15 CASES 


440 (WCAT September 11, 1986 
577* (WCAT November 20, 1986) 
814 (WCAT January 21, 1987) 
912* (WCAT October 7, 1987) 
46/87* (WCAT April 30, 1987) 
56/87* (WCAT March 26, 1987) 
270/87* (WCAT April 9, 1987) 
422/871* (WCAT July 28, 1987) 
503/871* (WCAT December 11, 1987) 
517/871* (WCAT May 26, 1987) 
729/87* (WCAT October 14, 1987) 
742/87 (WCAT August 24, 1988) 
872/87* (WCAT December 7, 1987) 
1054/87* (WCAT February 4, 1988) 
1056/87 (WCAT January 25, 1988) 
1067/87* (WCAT March 30, 1988) 
1153/87* (WCAT July 28, 1988) 
185/88 (WCAT October 13, 1988) 
211/88 (WCAT June 4, 1988) 
268/88 (WCAT July 11, 1988) 
423/88* (WCAT December 1, 1988) 
469/88 (WCAT September 14, 1988) 
490/88* (WCAT August 14, 1989) 
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Decision No. 


Decision No. 


Decision No. 


574/88 (WCAT December 11, 1988) 
722/88 (WCAT October 18, 1988) 
860/88* (WCAT June 20, 1989) 
940/88 (WCAT January 11, 1991) 
961/881 (WCAT February 28, 1989) 
961/88 (WCAT July 25, 1989) 
146/89 (WCAT June 7, 1989) 
226/89* (WCAT July 21, 1989) 
253/89 (WCAT May 4, 1989) 
287/89 (WCAT April 27, 1989) 
419/89 (WCAT June 22, 1989) 
518/89 (WCAT September 29, 1989) 
823/89 (WCAT September 11, 1990) 
921/89* (WCAT April 18, 1990) 
945/89 (WCAT December 12, 1989) 
1036/89 (WCAT April 12, 1990) 
23/90 (WCAT June 8, 1990) 

98/90 (WCAT July 18, 1990) 

158/90 (WCAT March 27, 1991) 
284/90 (WCAT April 16, 1991) 
478/90 (WCAT August 17, 1990) 
493/90 (WCAT September 12, 1990) 
497/90 (WCAT September 27, 1990) 


26 


Release No. 24, December 1991 


—_—_—_— eee 
ee 


INDEX TO SECTION 15 CASES December 31, 1991 


See 


TAB No. 


Decision No. 649/90 (WCAT October 9, 1990) 

Decision No. 662/90* (WCAT November 19, 1990) 

Decision No. 729/901 (WCAT November 5, 1990) 

Decision No. 759/90 (WCAT April 12, 1991) 

Decision No. 868/90 (WCAT March 13, 1991) 

Decision No. 934/90 (WCAT October 1, 1991) 

Decision No. 177/91* (WCAT August 1, 1991) 

Decision No. 381/91 (WCAT June 27, 1991) 

Decision No. 579/91 (WCAT August 29, 1991) 

Decision No. 587/91 (WCAT November 13, 1991) 

Decision No. 647/91 (WCAT October 15, 1991) 

Re. Workmen’s Comp. Act and C.P.R. [1950] 2 D.L.R. 630 (Man.C.A.) 
Decision No. 26 (1974) 1 B.C.W.C.R. 109 

Re Mac’s Milk Ltd. and Workmen’s Compensation Bd. of Ont. (1977) 15 O.R. (2d) 508 (Div’l. Ct.) 
Decision No. 283 (1978) 4 B.C.W.C.R. 55 

Lee Estate v. Spence (1982) 50 N.B.R. (2d) 111 (W.C.B. of N.B.) 
Crothers v. Martin (1982) 44 N.B.R. (2d) 59 (C.A.) 

Berger v. Willowdale A.M.C. (1983) 41 O.R. (2d) 89 (C.A.); affm’g. (1982) 131 D.L.R. (3d) 585 (H.C.) 
Re MacLeod (1983) 144 D.L.R. (3d) 713 (P.E.I.S.C.) 

Re Ryan (1985) 6 O.A.C. 33 (Div’l. Ct.) 

British Airways Bd. v. W.C.B. (1985) 17 D.L.R. (4th) 36 (B.C.C.A.) 


IPX Internat’l. Ltd. v. W.C.B. of B.C. (unreported decision of B.C.S.C., October 30, 1986) 
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WCAT JURISDICTION & PROCEDURE 
51* (WCAT March 18, 1987) 
86* (WCAT June 24, 1986) 
106 (WCAT July 17,.1986) 
117* (WCAT October 9, 1986) 
313* (WCAT October 13, 1987) 
215* (WCAT January 29, 1987) 
360* (WCAT September 1, 1987) 
660* (WCAT November 28, 1986) 
689* (WCAT December 18, 1986) 
46/87* (WCAT April 30, 1987) 
1249/87* (WCAT January 28, 1988) 
462/88* (WCAT November 23, 1988) 
552/88* (WCAT January 18, 1988) 
567/88 (WCAT October 12, 1988) 
977/881 (WCAT March 9, 1989) 
105/89* (WCAT May 17, 1989) 
861/89 (WCAT November 14, 1989) 
1025/89 (WCAT July 9, 1990) 
100/90 (WCAT November 1, 1990) 
331/90 (WCAT January 16, 1991) 
485/90* (WCAT January 3, 1991) 
662/90* (WCAT November 19, 1990) 
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Decision No. 723/901 (WCAT November 21, 1990) 
Decision No. 910/901 (WCAT December 18, 1990) 
Decision No. 934/90 (WCAT October 1, 1991) 


Decision No. 239/911 (WCAT May 9, 1991) 
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INDEX TO SECTION 15 CASES 


TABLE OF TRIBUNAL DECISIONS CITED IN THIS INDEX 


4* (WCAT January 14, 1986) 

21* (WCAT August 22, 1986) 
44* (WCAT June 25, 1986) 

51* (WCAT March 18, 1987) 

83* (WCAT March 20, 1986) 

84* (WCAT November 12, 1986) 
86* (WCAT June 24, 1986) 

105* (WCAT August 15, 1986) 
106 (WCAT July 17, 1986) 

116* (WCAT September 29, 1986) 
117* (WCAT October 9, 1986) 
120* (WCAT April 8, 1986) 

122* (WCAT May 15, 1986 

123* (WCAT July 14, 1986) 

150* (WCAT April 18, 1986) 
154* (WCAT April 25, 1986) 

161 (WCAT April 25, 1986) 

169* (WCAT December 22, 1986) 
215* (WCAT January 29, 1987) 
229* (WCAT June 24, 1986) 

298 (WCAT July 7, 1987) 

299* (WCAT August 22, 1987) 
304* (WCAT April 28, 1987) 

312 (WCAT December 23, 1987) 
313* (WCAT October 13, 1987) 
314 (WCAT January 22, 1988) 
320* (WCAT April 16, 1987) 
321* (WCAT March 16, 1987) 
326* (WCAT December 10, 1986) 
329* (WCAT January 7, 1987) 
330* (WCAT May 7, 1987) 

335* (WCAT March 6, 1987) 
337* (WCAT August 29, 1986) 
345* (WCAT February 4, 1987) 
346* (WCAT February 27, 1987) 
358 (WCAT December 23, 1986) 
360* (WCAT September 1, 1987) 
366* (WCAT November 19, 1986) 
372* (WCAT March 17, 1987) 
376 (WCAT August 29, 1986) 
384* (WCAT December 19, 1986) 
3891* (WCAT October 31, 1986) 
389* (WCAT May 22, 1987) 
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391* (WCAT August 18, 1986) 
395* (WCAT August 15, 1986) 
404* (WCAT August 6, 1986) 
414* (WCAT September 3, 1986) 
417* (WCAT December 17, 1986) 
420* (WCAT August 18, 1986) 
436* (WCAT April 29, 1987) 

440 (WCAT September 11, 1986) 
455* (WCAT December 16, 1986) 
485* (WCAT November 13, 1986) 
516* (WCAT February 24, 1987) 
525* (WCAT March 19, 1987) 
546* (WCAT March 3, 1988) 
553* (WCAT June 9, 1987) 

560* (WCAT April 22, 1987) 
560R* (WCAT January 15, 1988) 
577* (WCAT November 20, 1986) 
592 (WCAT December 1, 1986) 
660* (WCAT November 28, 1986) 
689* (WCAT December 18, 1986) 
714 (WCAT December 9, 1986) 
725* (WCAT April 7, 1987) 

741* (WCAT March 5, 1987) 
743* (WCAT December 8, 1986) 
814 (WCAT January 21, 1987) 
820* (WCAT October 19, 1987) 
849 (WCAT March 7, 1988) 
869* (WCAT October 20, 1987) 
912* (WCAT October 7, 1987) 
46/87* (WCAT April 30, 1987) 
53/87* (WCAT May 15, 1987) 
56/87* (WCAT March 26, 1987) 
77/87* (WCAT August 31, 1987) 
86/87* (WCAT March 17, 1987) 
226/87* (WCAT April 2, 1987) 
228/87* (WCAT April 2, 1987) 
270/87* (WCAT April 9, 1987) 
276/87 (WCAT April 8, 1987) 
422/871* (WCAT July 28, 1987) 
422/87 (WCAT November 22, 1988) 
436/87 (WCAT May 13, 1988) 
443/87 (WCAT May 22, 1987) 
479/871* (WCAT May 13, 1987) 
479/87* (WCAT July 30, 1987) 
503/871* (WCAT December 11,1987) 
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503/87* (WCAT May 16, 1988) 
514/87 (WCAT December 21, 1987) 
517/871* (WCAT May 26, 1987) 
517/87* (WCAT September 16, 1987) 
526/87 (WCAT December 9, 1987) 
547/87* (WCAT March 25, 1988) 
729/87* (WCAT October 14, 1987) 
733/87* (WCAT April 12, 1988) 
736/87* (WCAT November 25, 1987) 
738/87* (WCAT April 27, 1988) 
742/87 (WCAT August 24, 1988) 
799/87 (WCAT September 3, 1987) 
811/87 (WCAT November 18, 1987) 
816/87 (WCAT October 2, 1987) 
817/87* (WCAT August 28, 1987) 
872/87* (WCAT December 7, 1987) 
958/87 (WCAT October 5, 1987) 
961/87 (WCAT November 13, 1987) 
964/87 (WCAT February 8, 1988) 
965/871* (WCAT May 20, 1988) 
965/87 (WCAT March 3, 1989) 
1001/87* (WCAT March 25, 1988) 
1054/87* (WCAT February 4, 1988) 
1056/87 (WCAT January 25, 1988) 
1067/87* (WCAT March 30,1988) 
1086/87* (WCAT January 19, 1988) 
1123/87* (WCAT May 26, 1988) 
1153/87* (WCAT July 28, 1988) 
1173/87 (WCAT November 30, 1987) 
1186/87 (WCAT August 15, 1988) 
1226/87 (WCAT November 11, 1987) 
1249/87* (WCAT January 28, 1988) 
1261/87* (WCAT February 12, 1988) 
1266/87* (WCAT May 11, 1988) 
1288/87 (WCAT May 26, 1988) 
21/88 (WCAT April 29, 1988) 
32/88* (WCAT May 12, 1988) 

41/88 (WCAT August 4, 1988) 
107/88* (WCAT March 25, 1988) 
127/88 (WCAT May 3, 1988) 

174/88 (WCAT April 28, 1988) 
185/88 (WCAT., October 13, 1988) 
190/88 (WCAT May 13, 1988) 
195/88 (WCAT April 11, 1988) 
207/88 (WCAT June 9, 1988) 
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211/88 (WCAT June 4, 1988) 
217/88 (WCAT April 26, 1988) 
259/88* (WCAT June 22, 1988) 
263/88* (WCAT February 13, 1989) 
267/88 (WCAT May 20, 1988) 
268/88 (WCAT July 11, 1988) 
309/88 (WCAT May 26, 1988) 
323/88 (WCAT June 29, 1989) 
337/88* (WCAT December 16, 1988) 
423/88* (WCAT December 1, 1988) 
432/88* (WCAT October 5, 1988) 
469/88 (WCAT September 14, 1988) 
462/88* (WCAT November 23, 1988) 
473/88 (WCAT December 21, 1988) 
485/88 (WCAT October 28, 1988) 
490/88I* (WCAT August 2, 1988) 
490/88* (WCAT August 14, 1989) 
552/88* (WCAT January 18, 1989) 
567/88 (WCAT October 12, 1988) 
571/88 (WCAT October 4, 1988) 
574/88 (WCAT December 11, 1988) 
596/88 (WCAT August 18, 1988) 
609/88 (WCAT November 22, 1990) 
632/88 (WCAT October 5, 1988) 
675/88* (WCAT November 18, 1988) 
680/88 (WCAT December 14, 1988) 
682/88 (WCAT September 28, 1988) 
701/88* (WCAT June 9, 1989) 
701/88R* (WCAT August 13, 1990) 
759/88 (WCAT May 25, 1990) 
781/88 (WCAT October 26, 1988) 
789/881* (WCAT April 25, 1989) 
789/88* (WCAT December 4, 1989) 
796/88 (WCAT December 9, 1988) 
847/88 (WCAT December 5, 1988) 
857/88 (WCAT December 5, 1988) 
860/88* (WCAT June 20, 1989) 
897/88 (WCAT June 8, 1990) 
940/88 (WCAT January 11, 1991) 
944/88 (WCAT February 13, 1989) 
961/88] (WCAT February 28, 1989) 
961/88 (WCAT July 25, 1989) 
977/881* (WCAT (March 9, 1989) 
977/88 (WCAT April 10, 1989) 
991/88* (WCAT July 22, 1991) 
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993/88 (WCAT January 12, 1989) 
1003/88 (WCAT April 5, 1989) 
93/89 (WCAT March 2, 1990) 
105/89* (WCAT May 17, 1989) 
136/89 (WCAT March 9, 1989) 
146/89* (WCAT June 7, 1989) 
226/89* (WCAT July 21, 1989) 
226/89A (WCAT September 11, 1990) 
253/89 (WCAT May 4, 1989) 
284/89 (WCAT April 14, 1989) 
287/89 (WCAT April 27, 1989) 
306/89 (WCAT May 24, 1989) 
372/89* (WCAT August 22, 1989) 
419/89 (WCAT June 22, 1989) 
518/89 (WCAT September 29, 1989) 
551/89 (WCAT March 21, 1990) 
551/89R (WCAT June 6, 1991) 
559/89 (WCAT April 9, 1990) 
561/89 (WCAT November 15, 1989) 
622/891 (WCAT March 22, 1990) 
622/89 (WCAT March 13, 1991) 
635/89 (WCAT September 28, 1989) 
661/89 (WCAT September 11, 1989) 
669/89 (WCAT December 22, 1989) 
674/89 (WCAT March 1, 1990) 
748/89 (WCAT September 28, 1989) 
755/89 (WCAT October 6, 1989) 
775/89 (WCAT June 8, 1990) 
804/89* (WCAT October 31, 1989) 
823/89 (WCAT September 11, 1990) 
861/89 (WCAT November 14, 1989) 
890/89 (WCAT March 25, 1991) 
909/89* (WCAT January 22, 1990) 
919/89 (WCAT November 17, 1989) 
921/89* (WCAT April 18, 1990) 
945/89 (WCAT December 12, 1989) 
956/89 (WCAT April 24, 1990) 
1000/89 (WCAT March 21, 1990) 
1025/89 (WCAT July 9, 1990) 
1034/89 (WCAT May 8, 1991) 
1036/89 (WCAT April 12, 1990) 
3/90 (WCAT April 17, 1991) 

23/90 (WCAT June 8, 1990) 

52/90 (WCAT April 2, 1990) 

73/90 (WCAT July 4, 1990) 
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Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 


75/90 (WCAT May 14, 1990) 

98/90 (WCAT July 18, 1990) 

100/90 (WCAT November 1, 1990) 
111/90* (WCAT March 16, 1990) 
158/90 (WCAT March 27, 1991) 
170/90* (WCAT March 16, 1990) 
187/90 (WCAT March 21, 1991) 
256/90* (WCAT May 10, 1991) 
258/90 (WCAT April 23, 1990) 
276/90 (WCAT January 24, 1991) 
280/90 (WCAT November 27, 1990) 
284/90 (WCAT April 16, 1991) 
290/90 (WCAT July 4, 1990) 

291/90 (WCAT July 12, 1990) 
295/90 (WCAT July 10, 1990) 
305/90 (WCAT July 19, 1990) 
309/90* (WCAT October 17, 1991) 
331/90 (WCAT January 16, 1991) 
391/90 (WCAT August 30, 1990) 
416/90 (WCAT June 21, 1990) 
471/90 (WCAT September 6, 1990) 
478/90 (WCAT August 17, 1990) 
485/90* (WCAT January 3, 1991) 
493/90 (WCAT September 12, 1990) 
497/90 (WCAT September 27, 1990) 
523/90 (WCAT July 17, 1990) 
531/90 (WCAT August 23, 1990) 
532/90 (WCAT September 10, 1990) 
535/901 (WCAT April 11, 1991) 
613/901* (WCAT July 10, 1991) 
648/90 (WCAT September 12, 1990) 
649/90 (WCAT October 9, 1990) 
652/90 (WCAT November 5, 1990) 
658/90 (WCAT November 16, 1990) 
662/90* (WCAT November 19, 1990) 
688/90 (WCAT November 8, 1990) 
711/90 (WCAT March 19, 1991) 
723/901 (WCAT November 21, 1990) 
723/90 (WCAT April 15, 1991) 
729/901 (WCAT November 5, 1990) 
729/90 (WCAT February 27, 1991) 
737/90 (WCAT November 19, 1990) 
759/90 (WCAT April 12, 1991) 
764/90* (WCAT June 27, 1991) 
818/90 (WCAT November 6, 1990) 
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Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 
Decision No. 


868/90 (WCAT March 13, 1991) 
869/90 (WCAT November 30, 1990) 
910/901 (WCAT December 18, 1990) 
918/90 (WCAT January 11, 1991) 
934/90 (WCAT October 1, 1991) 
936/90 (WCAT January 30, 1991) 
940/90 (WCAT August 27, 1991) 
958/90 (WCAT March 26, 1990) 
24/91 (WCAT October 2, 1991) 
37/91 (WCAT April 29, 1991) 

57/91 (WCAT July 17, 1991) 
132/91 (WCAT May 24, 1991) 
177/91* (WCAT August 1, 1991) 
200/91 (WCAT June 6, 1991) 
201/91 (WCAT June 10, 1991) 
239/911 (WCAT May 9, 1991) 
280/91 (WCAT May 17, 1991) 
313/91 (WCAT June 4, 1991) 
352/91* (WCAT June 27, 1991) 
381/91 (WCAT June 27, 1991) 
423/91 (WCAT August 7, 1991) 
514/91 (WCAT August 19, 1991) 
579/91 (WCAT August 29, 1991) 
587/91 (WCAT November 13, 1991) 
614/91 (WCAT September 24, 1991) 
647/91 (WCAT October 15, 1991) 
764/91 (WCAT November 27, 1991) 
767/91 (WCAT November 8, 1991) 
773/91 (WCAT November 6, 1991) 
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TABLE OF COURT CASES CITED IN THIS INDEX 


The cases listed are contained in the Section 15 Binders in the WCAT Library according to the TAB numbers. 


33. 


101. 


86. 


63. 


Alcyon Shipping Co. v. O’Krane (1961) 27 D.L.R. (2d) 775 (s.c.c.); affm’g (1960) 24 D.L.R. (2d) 119 
(B.C.); affm’g (1959) 21 D.L.R. (2d) 


Anderson v. Spaidal [1983] 6 W.W.R 262 (B.C.S.C.) 

Battistoni v. Thomas [1932] 1 D.L.R. 577 (S.C.C.) 

Berger v. Willowdale A.M.C. (1983) 41 O.R. (2d) 89 (C.A.); affm’g. (1982) 131 D.L.R. (3d) 585 (H.C.) 
Betts v. Workmen’s Comp. Bd. [1934] S.C.R. 107 

Blee v. London & N.E. Rlwy. Co. [1937] 3 All E.R. 270 (H.L.) 

Bond v. Insurance Corp. of B.C. (1980) 23 B.C.L.R. 222 (S.C.) 

Bowers v. Hollinger [1946] 4 D.L.R. 186 (Ont. H.C.) 

Bridge v. W.C.B. (unreported decision of B.C.S.C., June 4, 1985) 

British Airways Bd. v. W.C.B. (1985) 17 D.L.R. (4th) 36 (B.C.C.A.) 


B.C. Coal Ltd. v. U.M.W.A., Loc. 292 (1984) 9 Admin. L.R. 100 (B.C.C.A.); affm’g. (1983) 149 
D.L.R. (3d) 659 (B.C.S.C.); affm’g. Decision No. 360 (1982) 5 B.C.W.C.R. 193 


Buchanan v. United Geophysical Co. (1982) 36 A.R. 451 (N.W.T.S.C.) 


Budge v. Calgary (City) (January 23, 1991) (Alta. C.A.) (unrep.) revg (1987), 42 D.L.R. (4th) 649 
(Q.B.) 


Budge and Worker’s Compensation Board (1984) 12 C.R.R. 375 (Alta. Q.B.), revd. [1987] 1 W.W.R. 
83 (C.A.) 


Re Butler Trucking Co. (1984) 46 O.R. (2d) 686 (Div’l. Ct.) 
Cameron v. C.P.R. (1918) 42 D.L.R. 445 (Sask. C.A.) 
Campbell v. Poole Cons. Ltd. [1978] 5 W.W.R. 712 (Sask. Q.B.) 


C.N.R. v. Workmen’s Comp. Bd. of N.B. (1934) 8 M.P.R. 25 (N.B.C.A.) 
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LS; Cons. Mining, Smelting & Power Co. v. Murdoch [1929] 1 D.L.R. 913 (S.C.C.) 
84. Corey v. Mercer State & Miramichi Air Service Ltd. (1983) 50 N.B.R. (2d) 176 (W.C.B. of N.B.) 
78. Crothers v. Martin (1982) 44 N.B.R. (2d) 59 (C.A.) 
SWF Cyr v. Hopital General Fleury Inc. (1978) 78 CLIC 241 (Queb. S.C.) 
22) Dallas v. Hinton & Home Oil Distrib. Ltd. [1938] 2 D.L.R. 673 (S.C.C.) 
44, Decision No. 2 (1973) B.C.W.C.R.7 
46. Decision No. 10 (1973) 1 B.C.W.C.R. 45 
47. Decision No. 26 (1974) 1 B.C.W.C.R. 109 
48. Decision No. 39 (1974) 1 B.C.W.C.R. 158 
49. Decision No. 49 (1974) 1 B.C.W.C.R. 210 
50. Decision No. 50 (1974) 1 B.C.W.C.R. 212 
54. Decision No. 209 (1976) 3 B.C.W.C.R. 28 
Spy Decision No. 213 (1976) 3 B.C.W.C.R. 35 
56. Decision No. 214 (1976) 3 B.C.W.C.R. 37 
mE Decision No. 230 (1977) 3 B.C.W.C.R. 82 
61. Decision No. 256 (1977) 3 B.C.W.C.R. 159 
62. Decision No. 273 (1978) 4 B.C.W.C.R. 16 
64. Decision No. 283 (1978) 4 B.C.W.C.R. 55 
66. Decision No. 292 (1979) 5 B.C.W.C.R. 91 
Ee. Decision No. 343 (1981) 5 BCWCR. 118 
Ze DesHamais v. C.P.R. [1924] 4 D.L.R. 605 (Sask. C.A.) 
76. DiCarlo v. DiSimone (1982) 39 O.R. (2d) 445 (H.C.) 
Spe Dickenson v. Gollan (1960) 22 D.L.R. (2d) 636 (N.S.S.C.) 
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se Dominion Canners Ltd. v. Costanza [1923] S.C.R. 46 

2 Doyle v. Moirs Ltd. (1915) 22 D.L.R. 767 (N.S.S.C.) 

i Edwards v. Wingham Agricultural Implement Co. [1913] K.B. 596 (C.A.) 

67. Gibb v. Schroeder (1979) 106 D.L.R. (3d) 73 (B.C.C.A.) 

20. Gibson v. B.C. Dist. Telegraph Co. [1936] 4 D.L.R. 582 (B.C.C.A.) 

9. Grand Trunk Pac. Rlwy. v. Morreau (1921) 59 D.L.R. 458 (S.C.C.) 

(PF Grim v. Co-operative Fire & Casualty Co. (1981) 50 N.S.R. (2d) 462 (N.S.S.C.) 

31. Hall v. Halifax Transfer Co. (1959) 18 D.L.R. (2d) 115 (N.S.S.C.) 

23: Hoar v. Wallace [1938] O.R. 666 (C.A.) 

98. IPX Internat’l. Ltd. v. W.C.B. of B.C. (unreported decision of B.C.S.C., October 30, 1986) 

34. Imperial Invest. Corp. v. Neuman (1961) 29 D.L.R. (2d) 176 (Alta. C.A.) 

51. Ishida v. Itterman [1975] 2 W.W.R. 142 (B.C.S.C.) 

29. Kennedy v. Workmen’s Comp. Bd. [1955] S.C.R. 524 

43. Kinney v. Workmen’s Comp. Bd. (1973) 31 D.L.R. (3d) 256 (S.C.C.), affm’g. (1972) 27 O.L.R. (3d) 
703 (N.B.C.A.) 

40. Kucher v. Cuthbertson [1971] 3 W.W.R. 85 (Alta. S.C.) 

74, Lee Estate v. Spence (1982) 50 N.B.R. (2d) 111 (W.C.B. of N.B.) 

85. Lewis v. Low (1984) 45 O.R. (2d) 436 (C.A.) 

94. Licata v. Royal Insurance Co. (1986) 54 O.R. (2d) 397 (Div’l. Ct.) 5. 

70. Ling v. Transamerica Commercial Corp. (1980) 31 O.R. (2d) 32 

68. MacIntosh v. Gzowski (1970) 27 O.R. (2d) 151 (C.A.) 

45. Mack Trucks Manufg. Co. v. Forget (1973) 41 D.L.R. (3d) 421 (S.C.C.) affm’g (1970) 16 D.L.R. (3d) 
384 (Ont. C.A.) 

13. Mackenzie-y. G.T.P.R. Co. [1926] 1. DER. 1S.C-C) 
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81. Re MacLeod (1983) 144 D.L.R. (3d) 713 (P.E.I.S.C.) 

79. MacRae v. Lecompte (1983) 32 C.P.c. 78 (Ont. H.C.) 

60. Re Mac’s Milk Ltd. and Workmen’s Compensation Bd. of Ont. (1977) 15 O.R. (2d) 508 (Div.Ct.) 

14, Martineau v. G.T.P.R. [1926] 2 D.L.R. 858 (Alta. C.A.) 

We McCutcheon v. Wood (1966) 60 D.L.R. (2d) 755 (N.B.C.A.) 

105. McIntyre v. Atlantic Hardchrome Ltd. (1991), 102 N.S.R. (2d) 1 (T.O.) revd 
(November 12, 1991) (C.A.) 

10. Mclver v. Tammi (1921) 62 D.L.R. 534 (Ont. C.A.) 

3% McLean v. Bick & Craig’s Const. (Pincher Creek) Ltd. [1976] 3 W.W.R. 286 (B.C.S.C.) 

eh McMannamin v. R. Chestnut & Sons (1917) 37 D.L.R. 302 (N.B.S.C.) 

104. | Medwid v. Ontario (1988), 48 D.L.R. (4th) 272 (Ont. H.C.J.) 

96. Meyer v. W.C.B. (Ont. C.A., March 25, 1988, unrep.) affg. 15 O.A.C. 202 (Ont. Div. Ct.) 

3 Morton v. G.T.P. Branch Line Co. (1917) 33 D.L.R. 27 (Sask. S.C.) 

92. Murphy v. Dowhaniuk (1986), 22 Admin. L.R. 81 (B.c.C.A.); affm’g (1985) 12 nin L.R. 274 
(Et@-S:Cs) 

91. Nancollas v. Insurance Officer Ball [1985] 1 All E.R. 833 (C.A.) 

39. Osborne v. R.C.Dunn & Assoc. Ltd. (1970) 70 C.L.L.C. 96 (Ont. S.C.) 

95. Paul’s Hauling Ltd. v. Baumung []1986] 5 W.W.R. 225 (Sask. Q.B.) 

99. Piercey v. General Bakeries Ltd. (1986) 31 D.L.R. (4th) 373 (Nfld. S.C.) 

30. The Queen v. MacCauley [1955] Exch. C.R. 320 

36. R. v. Industrial Injuries Comm. [1966] 2 Q.B. 31 (C.A.) 

97. R. v. Ryan (unreported decision of Ont. S.C., October 20, tise (sub. nom, Ryan and others v. 
Workers’ Compensation Bd. of Ont.) 

(ae Ralph D’Souza (unreported decision of B.C. Bd. of Rev., November 15, 1982) 
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103. Reference re: Workers’ Compensation Act, 1983 (Nfld.), ss. 32, 34 (1989), 56 D.L.R. 765 (S.C.C.) affg 
(1987), 44 D.L.R. (4th) 501 (Nfld. C.A.) 


TA Rhodes v. McKee Harvester (Alberta) Ltd. (1981) 121 D.L.R. (3d) 8 (Alta. C.A.) 
102. Roncato et al. v. O’Brien et al. (Ont. S.C., Oct. 16, 1987, unrep.) 

4, Rudland v. Smith (1917) 33 D.L.R. 536 (N.S.S.C.) 

89. Re Ryan (1985) 6 O.A.C. 33 (Div’l. Ct.) 

1 St. Helen’s Colliery Co. v. Hewitson [1924] A.C. 59 

38. Sanders v. Adams [1969] 1 O.R. 260 (H.C.) 

100. | Sandhu v. Mann Industries Ltd. (1986), 9 B.C.L.R. (2d) 254 (B.C.S.C.) 

8. Sir W.G. Armstrong, Whitworth and Co. v. Redford [1920] A.C. 757 (H.L.) 

SZ: Straka v. Schneider [1975] 3 W.W.R. 441 (Alta. Dist. Ct.) 

82. Re Terzian (1983) 148 D.L.R. (3d) 380 (Ont. Div. Ct.) 

Bey Re Thorne (1962) 33 D.L.R. (2d) 167 (N.B.C.A.) 

Te Toronto Rlwy Co. v. Hutton (1919) 50 D.L.R. 785 (S.C.C.) affm’g. 49 D.L.R. 216 (Ont. C.A.) 
65. Tumer v. E.L. Torkelson & Sons Ltd. (1978) 91 D.L.R. (3d) 84 (Sask. Q.B.) 

1 Re Vance [1933] 1 D.L.R. 393 (N.S.S.C.) 

24. Weaver v. Tredegar Iron & Coal Co. [1940] 3 All E.R. 157 (H.L.) 

Dil Re Workmen’s Comp. Act and C.P.R. [1950] 2 D.L.R. 630 (Man.C.A.) 

42. Workmen’s Comp. Bd. v. A.G. of Man. [1972] 3 W.W.R. 141 (Man.Q.B.) 

58. Re Workmen’s Comp. Bd. & Boissonneault (1977) 80 D.L.R. (3d) 33 (N.B.C.A.) 
28. Workmen’s Comp. Bd. v. C.P.R. & Noell [1952] 3 D.L.R. 641 (S.C.C.) 


41. Workmen’s Comp. Bd. v. Pelletier (1971) 5 N.B.R. (2d) 283 (N.B.S.C.) 
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Workers’ Compensation Appeals Tribunal 


Keyword Guide 


Supplement - January 1, 1991, to December 31, 1991 


This cumulative Supplement updates the main text of the Keyword Guide. It contains all new keyword terms 
used to classify issues in Tribunal decisions since consolidation of the Keyword Guide on December 31, 1990. 


To find all pertinent keyword terms, look up relevant words in both the main text of the Keyword Guide 
and the Supplement. 


Absent 
Procedure (absent parties) (leave to appeal) 
Reconsideration (error of facts) (absent parties) 


Access 
Access to worker file, P.D. 1 (issue in dispute) (re-employment) 
Access to worker file, s. 77 (chronic pain) 
Access to worker file, s. 77 (harmful information) (non-medical) 
Access to worker file, s. 77 (issue in dispute) (interest of employer) 
Access to worker file, s. 77 (issue in dispute) (pension assessment) 
Access to worker file, s. 77 (non-medical information) (Board memos) 
Access to worker file, s. 77 (non-medical information) (social work report) 
Access to worker file, s. 77 (privilege) (informer) 


Accident 
Accident (definition of) (effect of personnel action) 
Out of province (accident in Ontario) (worker not resident of Ontario) 
Second accident 


Accommodation 
Accommodation (undue hardship) (cost) 
Accommodation (undue hardship) (health and safety risks) 


Acetone 
Exposure (acetone) 


Act 
Election (Government Employees Compensation Act) 
Jurisdiction, Tribunal (section 15) (Government Employees Compensation Act) 
Jurisdiction, Tribunal (section 15) (Highway Traffic Act) 
Occupational Health and Safety Act (exposure) (preventative removal) 
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Action 
Accident (definition of) (effect of personnel action) 
Jurisdiction, Tribunal (federal worker) (right of action) 
Section 15 application (action by employer) 
Stress (effect of personnel action) 
Words and phrases (action, s. 14) 


Additional 
Adjournment (additional issues) 


Adequacy 
Board Directives and Guidelines (hearing loss) (adequacy of standards) 


Adjournment 
Adjournment (additional issues) 
Adjournment (Board policy) 
Adjournment (notice) 
Adjournment (referral to Board) (change in facts) 


Adjudicative 
Medical report fadjudicative opinion) 


Adjustment (s) : 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 


Admissibility 
Evidence (admissibility) (improperly obtained evidence) 


Advantage(d) 
Significantly greater than is usual (advantaged worker) 


Affidavit(s) 
’ Evidence (affidavits). 


Aggravation 
Aggravation (compensable injury) (psychotraumatic disability) 
Aggravation (preexisting condition) (facet joint syndrome) 
Aggravation (preexisting condition) (heart condition) 
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Aggravation (preexisting condition) (Legg-Perthes’ disease) 

Aggravation (preexisting condition) (narcolepsy) 

Aggravation (preexisting condition) (passive/aggressive personality disorder) 
Aggravation (preexisting condition) (polio) 

Aggravation (preexisting condition) (progressive condition) 

Aggravation (preexisting condition) (pseudoarthrosis) 

Aggravation (preexisting condition) (stress, mental) 

Aggravation (preexisting condition) (temporomandibular joint dysfunction) 


Aggressive 
Aggravation (preexisting condition) (passive/aggressive personality disorder) 


. Aid 
Rehabilitation (aid in getting worker back to work) (fitness club membership) 
Airplanes 
» Class of employer (peration of airplanes) 
Allowance 
Health care (clothing allowance) 
Rehabilitation (attendance allowance) 
Amount 
Commutation (small amount) 
Amputation 
Pensions (assessment) (knee) (amputation equivalent) 
Appeal (s) 
Leave to appeal Gubstantiall new evidence) (medical report) (pension assessment) 
Procedure (absent parties) (leave to appeal) 
Time limits (appeal) - 
Applicability 


Presumptions (section 3) (applicability) 


Release No. 24, December 1991 


December 31, 1991 KEYWORD GUIDE - Supplement 


Application 
Procedure (reconsideration) (application at hearing) 
Procedure (reconsideration) (application and merits together) 
Procedure (section 860) (application at hearing) 
Section 15 application (action by employer) 
Section 15 application (negligent treatment) - 
Section 15 application (remoteness) (workers of both employers) 
Section 15 application (third party claims) 


Apportionment 
Discretion, Board (apportionment) (standard of review) 


Arising 
Arising out of employment (distinct departure test) 


Aromatic 
Exposure (polycyclic aromatic hydrocarbon) ~ 


Arteriosclerosis 
Arteriosclerosis — 
Medical opinion (arteriosclerosis) (stress) 


Arthritis 
Bee eondiGen (arthritis) (cervical) 


Asbestos 
Industrial Disease Standards Panel (asbestos) 


Assessment (s) 
Access to worker file, s. 77 (issue in dispute) (pension assessment) 
Assessment of employers (casual workers) 
Board Directives and Guidelines (assessment of employers) (retroactivity) 
Board Directives and Guidelines (employer assessment) (successor rights) 
Board Directives and Guidelines (penalty assessments) (improved record) 
Leave to appeal (substantial new evidence) (medical report) (pension assessment) 
Pensions (assessment) (burns) 
Pensions (assessment) (dynamic testing) 
Pensions (assessment) (dynamic testing) (repetitive strain injury) 
Pensions (assessment) (fibromyalgia) 


Pensions (assessment) (hearing loss) : @ 


Release No. 24, December 1991 


| KEYWORD GUIDE - Supplement December 31, 1991 


Assessment(s) continued: 


Pensions (assessment) (hepatitis) 

Pensions (assessment) (irrational fear) 

Pensions (assessment) (knee) (amputation equivalent) 
Pensions (assessment) (multiple injuries) 


Attack 
Medical opinion (heart attack) (stress) 
Medical opinion (heart attack) (thrombosis) 


Attend 
Medical examination (section 21) (failure to attend) 


Attendance 
Rehabilitation (attendance allowance) _ 


Available 
9Y Available employment (deemed earnings) 
Words and phrases (available, s. 40(2)(b)(i)) 


Benefit (s) 
Benefit of the doubt (legal issue) 
Benefits (payments by employer) 
Out of province (payment of benefits) (worker ceasing to reside in Ontario) 
Supplements, transitional provisions (benefit from rehabilitation) 
Words and phrases (benefits, s. 3(1)) 


Beryllium 
Beryllium 
Beryllium-related disease 
Exposure (beryllium) 
Medical opinion (beryllium-related disease) 


Bias 
Tribunal counsel (role of) (bias) 


Bischloromethylether 
Exposure (bischloromethylether) 
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Bleach 


Board . 


Exposure (bleach fumes) 


Access to worker file, s. 77 (non-medical Se) (Board memos) 
Adjournment (Board policy) 

Adjournment (referral to Board) (change in facts) 

Board Directives and Guidelines (assessment of employers) (retroactivity) 


- Board Directives and Guidelines (chronic pain) (marked life disruption) 


Both 


Board Directives and Guidelines (class of employer) (subcontracting) 

Board Directives and Guidelines (employer assessment) (successor rights) 
Board Directives and Guidelines (hearing loss) (adequacy of standards) 

Board Directives and Guidelines (hearing loss) (presbycusis factor) 

Board Directives and Guidelines (interest) 

Board Directives and Guidelines (maximal medical rehabilitation) 

Board Directives and Guidelines (penalty assessments) (improved record) 
Board Directives and Guidelines (psychotraumatic disability) 

Board Directives and Guidelines (reconsideration) 

Board Directives and Guidelines (rehabilitation) (training) 

Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 
Board Directives and Guidelines (SIEF) (preexisting condition) 

Board Directives and Guidelines (SIEF) (severity of preexisting condition) 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment Pequirenene) 
Continuing entitlement (reliance on Board decisions) 


Discretion, Board (apportionment) (standard of review) 


Discretion, Board (commutation) (fettering) 


_ Discretion, Board (re-employment) (consequences of non-compliance) 


Discretion, Board (rehabilitation) (relocation expenses) 

Discretion, Board (supplements, temporary) (part-time work) 

Jurisdiction, Board (class of employer) (standard of review) 

Jurisdiction, Board (costs) 

Jurisdiction, Tribunal (final decision of Board) (matter expressly conferred upon Tribunal) 
Jurisdiction, Tribunal (final decision of Board) (waiver of Board hearing) 
Re-employment (notice from Board) (form of pouce) 

Three week rule (Board decision) 


Section 15 application (remoteness) (workers of both employers) 


Broadcasting 


Class of employer (broadcasting) 
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Burn (s) 
Pensions (assessment) (burns) 


Business 
Class of employer (wholesale mercantile business) 
Schedule 1 employer (business or trade) 


Cable 
Class of employer (cable television service) 


Call : 
- In the course of employment (on call) 


Canada 
Rehabilitation, vocational (considering self totally disabled) (Canada Pension Plan) 


Cancer 
Cancer (esophagus) 


Carbamate 
Exposure (pesticides) (carbamate) 


Care 
Health care (clothing allowance) 
Health care (fitness club membership) 
Words and phrases (health care, s.52) - 


Carpets 
Class of employer (manufacturing) (carpets) 


Casual 
Assessment of employers (casual workers) 


Causation 
Causation (medical evidence) (standard of proof) (fibromyalgia) 
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Causes | 
Intervening causes (conduct of worker) 
Intervening causes (treatment) 


Ceasing 
Out of province (payment of poponts) (worker ceasing to ec in Ontario) 


Cerebral 
Lesions (cerebral) 


_ Cervical 
‘ Medical opinion (disc, degeneration) (cervical Se syndrome) 
Preexisting condition (arthritis) (cervical) 


Change 
‘Adjournment (referral to Board) (change in ae 
Reconsideration (change in law) 


-Characteristics 
Suitable employment (suitable for worker’s capabilities) (personal characteristics of worker) 


Charter 
Charter of Rights (mobility rights) 


Chemical (s) 
Class of employer (manufacturing) (chemicals) . 


Chest 
Chest condition (xiphoid) 


Chronic 
Access to worker file, s. 77 (chronic pain) 
Board Directives and Guidelines (chronic pain) (marked life disruption) 
Maximal medical rehabilitation (chronic pain) 
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Claim (s) 
Section 15 application (third party claims) 
Words and phrases (claim for compensation, s. 21(1)) 


Class 
Board Directives and Guidelines (class of employer) (subcontracting) 
Class of employer (broadcasting) 
Class of employer (cable television service) 
Class of employer (condominium corporation) 
Class of employer (excavation) 
Class of employer (farming) 
Class of employer (manufacturing) (carpets) — 
Class of employer (manufacturing) (chemicals) 
Class of employer (manufacturing) (foundry facings) 
Class of employer (manufacturing) (yarn) 
Class of employer (operation of airplanes) 
Class of employer. (trucking) 
Class of employer (wholesale mercantile business) 
Class of employer (worm picking) 
Jurisdiction, Board (standard of review) (class of employer) 


Cleaner 
Independent operator (vacuum cleaner sales) 


Clerk 
Office worker (data entry clerk) 
Postal workers (clerk) 
Postal workers (coding clerk) 


Climate : 
Climate (dampness) 


Clothing 
Expenses (clothing damage) 
Health care (clothing allowance) 


Club 
Health care (fitness club membership) 
Medical treatment (special) (fitness club membership) 
Rehabilitation (aid in getting worker back to work) (fitness club membership) 
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Coal 
Exposure (coal dust) 


Coccydynia 
Coccydynia 


Coccygectomy 
Consequences of injury (iatrogenic illness) (treatment) (coccygectomy) 


Coding g 
Postal workers (coding clerk) 


Cold 
Medical opinion (fibromyalgia) (cold) 


Communication 
Procedure (communication with doctor) 


Commutation 
Commutation (interest of worker) 
Commutation (retirement) 
Commutation (small amount) 
Discretion, Board (commutation) (fettering) 


Comparability 
Pensions (Rating Schedule) (comparability of ratings) 


Compensable 
Aggravation (compensable injury) (psychotraumatic disability) 


Compensation 
Election (Government Employees Compensation Act) 
Jurisdiction, Tribunal (section 15) (Government Employees pret beset Act) 
Waiver (right to compensation) 
Words and phrases (claim for compensation, s. 21(1)) 
Words and phrases (entitled to compensation, s. 52(1)) 
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Condition (s) 


Aggravation (preexisting condition) (facet joint syndrome) 

Aggravation (preexisting condition) (heart condition) 

Aggravation (preexisting condition) (Legg-Perthes’ disease) 

Aggravation (preexisting condition) (narcolepsy) 

Aggravation (preexisting condition) (passive/aggressive personality disorder) 
Aggravation (preexisting condition) (polio) 

Aggravation (preexisting condition) (progressive condition) 

Aggravation (preexisting condition) (pseudoarthrosis) 

Aggravation (preexisting condition) (stress, mental) 

Aggravation (preexisting condition) (temporomandibular joint dysfunction) 
Board Directives and Guidelines (SIEF) (preexisting condition) 

Board Directives and Guidelines (SIEF) (severity of preexisting aoeaoy) 
Chest condition (xiphoid) 

Preexisting condition (arthritis) (cervical) 

Preexisting condition (leukemia) 

Preexisting condition (thoracic outlet syndrome) 

Preexisting condition (varicose veins). 

Second Injury and Enhancement Fund (severity of preexisting condition) 
Words and phrases (medical condition, s. 1(1)(n)(iii)) 


Condominium 
Class of employer (condominium corporation) 


Conduct 
Estoppel (representation or conduct) 
Intervening causes (conduct of worker) 


Conferred ; 
Jurisdiction, Tribunal (final decision of Board) (matter expressly contered upon Tribunal) 


Confidentiality 
Freedom of information (confidentiality provision) 


Consequences 
Consequences of injury (iatrogenic illness) (medication) (Percodan) 
Consequences of injury (iatrogenic illness) (treatment) (coccygectomy) 
Discretion, Board (re-employment) (consequences of non-compliance) 
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Consideration 
Reconsideration (consideration of issue) 


Considering ) 
Rehabilitation, vocational (considering self totally disabled) (Canada Pension Plan) 


Consolidation 
Issue setting (consolidation of issues) 


Construction 
Construction (plasterer) 
Statutory interpretation (principles of) (strained construction) 


Contact 
Dermatitis (contact) 


Contempt 
Contempt 


Contentious : 
Reconsideration (contentious issue) 


Continuing 
Continuing entitlement (reliance on Board decisions) 


Continuous 
Re-employment (continuous employment) 


Contract 
Worker (contract of service) (family member) 


Contracture 
Medical opinion (Dupuytren’s contracture) 


Contribution 
Significant contribution (of employment to disability) (subjective reaction of worker) 
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Corporation 
‘Class of employer (condominium corporation) 


Cost(s) 
Accommodation (undue hardship) (cost) 
Jurisdiction, Board (costs) 
Jurisdiction, Tribunal (costs) 


Counsel 
Tribunal counsel (role of) (bias) 


Course 
In the course of employment (on call) 
In the course of employment (quasi-course of employment) 


Coverage 
Personal coverage (estimated earnings) 


Credibility 
Credibility (interested witness) 


Damage 
Expenses (clothing damage) 


Dampness 
Climate (dampness) 


Data 
Office worker (data entry clerk) 


Death . : 
Death (suicide) (standard of proof) 


Decision (s) 
Continuing entitlement (reliance on Board decisions) 
Jurisdiction, Tribunal (final decision of Board) (matter expressly conferred upon Tribunal) 
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Decision(s) continued: 


Jurisdiction, Tribunal (final decision of Board) (waiver of Board hearing) 
Three week rule (Board decision) 


Deemed 
Available employment (deemed earnings) 
Suitable employment (deemed earnings) 


Definition 
Accident (definition of) (effect of personnel action) 
Disability (definition) 


Deformities 
Foot deformities (spinal stenosis) — 


Degeneration 
Medical opinion (disc, degeneration) (cervical lumbar syndrome) 


Delay 
Reconsideration (delay) 


De novo ; 
Words and phrases (de novo) 


Departure 
Arising out of employment (distinct departure test) 


Dermatitis 
Dermatitis (contact) 


Determination . 
Re-employment (determination re return to work) 


Dipheny] 
Exposure (diphenyl) 


Release No. 24, December 1991 


eee ese 
ee eee ATH 2. 


KEYWORD GUIDE - Supplement December 31, 1991 


Direct 


Evidence (rejection of direct testimony) 


Directives 


Board Directives and Guidelines (assessment of employers) (retroactivity) 


Board Directives and Guidelines (chronic pain) (marked life disruption) 

Board Directives and Guidelines (class of employer) (subcontracting) 

Board Directives and Guidelines (employer assessment) (successor rights) 
Board Directives and Guidelines (hearing loss) (adequacy of standards) 

Board Directives and Guidelines (hearing loss) (presbycusis factor) 

Board Directives and Guidelines (interest) 

Board Directives and Guidelines (maximal medical rehabilitation) 

Board Directives and Guidelines (penalty assessments) (improved record) 
Board Directives and Guidelines (psychotraumatic disability) 

Board Directives and Guidelines (reconsideration) 

Board Directives and Guidelines (rehabilitation) (training) 

Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 
Board Directives and Guidelines (SIEF) (preexisting condition) 

Board Directives and Guidelines (SIEF) (severity of preexisting condition) 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 


Disability i 


Aggravation (compensable injury) (psychotraumatic disability) 
Board Directives and Guidelines (psychotraumatic disability) 


" Disability (definition) 


Disc 


Permanent disability (inability to return to work) 
Second Injury and Enhancement Fund (prolonged disability) 
Significant contribution (of employment to disability) (subjective reaction of worker) 


Medical opinion (disc, degeneration) (cervical lumbar syndrome) 


Discretion 


Discretion, Board (apportionment) (standard of review) 

Discretion, Board (commutation) (fettering) 

Discretion, Board (re-employment) (consequences of non-compliance) 
Discretion, Board (rehabilitation) (relocation expenses) 

Discretion, Board (supplements, temporary) (part-time work) 


Disease 


Aggravation (preexisting condition) (Legg-Perthes’ disease) 
Beryllium-related disease 
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Disease continued: 


Industrial disease (preventative removal) 
Industrial Disease Standards Panel (asbestos) 
Medical opinion (beryllium-related disease) 


Disorder 
Aggravation (preexisting condition) (passive/aggressive personality disorder) 


Dispute : 
Access to worker file, P.D. 1 (issue in dispute) (re-employment) 
Access to workers file, s. 77 (issue in dispute) (interest of employer) 
Access to workers file, s. 77 (issue in dispute) (pension assessment) 


Disruption 
Board Directives and Guidelines (chronic pain) (marked life disruption) 


Dissent 
Reconsideration (dissent) 


Distinct 
Arising out of employment (distinct departure test) 


Doctor 
Procedure (communication with doctor) 


Doubt . pate 
Benefit of the doubt (legal issue) 


Drilling 
Mining (drilling) (jack leg) 


Dupuytren’s 
Medical opinion (Dupuytren’s contracture) 
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Dust 
Exposure (coal dust) 
Exposure (silica dust) 


Duty (ies) 
Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 
Re-employment (essential duties) 


Dynamic 
Pensions (assessment) (dynamic testing) 
Pensions (assessment) (dynamic testing) (repetitive strain injury) 


Dysfunction 
Aggravation (preexisting condition) (temporomandibular joint dysfunction) 


Earnings 
Available employment (deemed earnings). 
Personal coverage (estimated earnings) 
Suitable employment (deemed earnings) 


Effect 
Accident (definition of) (effect of personnel action) 
Stress (effect of personnel action) 


Election 
Election (Government Employees Compensation Act) 
Election (notice) 

Jurisdiction, Tribunal (election) 
Time limits (election) 


Employees 
Election (Government Employees Compensation Act) 
Jurisdiction, Tribunal (section 15) (Government Employees Compensation Act) 


Employer (s) ; 
Access to worker file, s. 77 (issue in dispute) (interest of employer) 
Assessment of employers (casual workers) 
Benefits (payments by employer) 
Board Directives and Guidelines (assessment of employers) (retroactivity) 
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Employer(s) continued: 


Board Directives and Guidelines (class of employer) (subcontracting) 
Board Directives and Guidelines (employer assessment) Cer rights) | 
Class of employer (broadcasting) 

Class of employer (cable television service) 

Class of employer (condominium corporation) 

Class of employer (excavation) 

Class of employer (farming) 

Class of employer (manufacturing) (carpets) 

(Class of employer (manufacturing) (chemicals) 

Class of employer (manufacturing) (foundry facings) 

Class of employer (manufacturing) (yarn) 

Class of employer (operation of airplanes) 

Class of employer (trucking) Br hs 

Class of employer (wholesale mercantile business) 

Class of employer (worm picking) 

Jurisdiction, Board (standard of review) (class of employer) 
Parties (interest of employer) 

Procedure (reconsideration) (inactive employer) 

Section 15 application (action by employer) 

Section 15 application (remoteness) (workers of both employers) 
Schedule 1 employer (business or trade) 

Schedule 1 employer (for profit or gain) 

Worker (for purposes of employer’s industry) 


- Employment 
Arising out of employment (distinct departure test) 
Available employment (deemed earnings) 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 
In the course of employment (on call) 
In the course of employment (quasi-course of employment) 
Re-employment (continuous employment) 
Significant contribution (of employment to disability) (subjective reaction of worker) 
Suitable employment (deemed earnings) — 


Enhancement ' 
Second Injury and Enhancement Fund (prolonged disability) 
Second Injury and Enhancement Fund (severity of preexisting condition) 


Entitled 
Words and phrases (entitled to compensation, s. 52(1)). 
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Entitlement 
Continuing entitlement (reliance on Board decisions) 


Entry 
Office worker (data entry clerk) 


Epicondylitis 
Medical opinion (epicondylitis) 


Epidemiological 
Evidence (epidemiological) 


Epilepsy 
Medical opinion (epilepsy) 


Equitable 
Jurisdiction, Tribunal (equitable jurisdiction) 
Statutory interpretation (equitable jurisdiction) 


Equivalent 
Pensions (assessment) (knee) (amputation equivalent) 


Error 
Reconsideration (error of facts) (absent parties) 


Esophagus 
Cancer (esophagus) 


Essential 
Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 
Re-employment (essential duties) 


Estimated- 
Personal coverage (estimated earnings) 
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Estoppel 
Estoppel (represntation or conduct) 


Evidence 
Causation (medical evidence) (atandard of proof) (fibromyalgia) 
Evidence (admissibility) (improperly obtained evidence) 
Evidence (affidavits) 
Evidence (during submissions) 
Evidence (epidemiological) 
Evidence (privilege) (informer) 
Evidence (rejection of direct testimony) 
Leave to appeal (substantial new encenee) (medical report) (pension Bias 


Examination Sah 
Medical examination (section 21) (failure to attend) 
Medical examination (section 21) (provision of report to worker) 
Words and phrases (medical examination) 


Excavation 
Class of employer (excavation) 


Expenses 
Discretion, Board (rehabilitation) (relocation erp ese) 
Expenses (clothing damage) 
Rehabilitation, vocational (relocation expenses) 


Exposure 
Exposure (acetone) 
Exposure (beryllium) 
Exposure (bischloromethylether) 
Exposure (bleach fumes) 
Exposure (coal dust) 
Exposure (diphenyl) 
Exposure (N-hexane) 
Exposure (nickel) 
Exposure (pesticides) (carbamate) 
Exposure (pesticides) (organic phosphate) 
Exposure (polycyclic armoatic hydrocarbons) 
Exposure (polyproplene) 
Exposure (silica) 
Exposure (silica dust) 
Exposure (solvents) (Stoddard solvent) — 
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Exposure continued: 


Exposure (tetrahydronaphthalene) 
Occupational Health and Safety Act (exposure) (preventative removal) 


Expressly 
Jurisdiction, Tribunal (final decision of Board) (matter expressly conferred upon Tribunal) 


Facet 
Aggravation (preexisting condition) (facet joint syndrome) 


Facing (s) : 
Class of employer (manufacturing) (foundry facings) 


Fact (s) © 
_ Adjournment (referral to Board) (change in facts) 
Procedure (section 86h) (question of fact) 
Words and phrases (fact, s. 86h) 
Reconsideration (error of facts) (absent parties) 


Factor 
Board Directives and Guidelines (hearing loss) (presbycusis factor) 


Failure . 
Medical examination (section 21) (failure to attend) 


Family 
Worker (contract of service) (family member) 


Farming 
Class of employer (farming) 
Independent operator (farming) 


Fear 
Pensions (assessment) (irrational fear) 
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Federal 
Jurisdiction, Tribunal (federal worker) (right of action) 


Fettering 
Discretion, Board (commutation) (fettering) 


Fever 
Medical opinion (rheumatic fever) 
Rheumatic fever 


Fibromyalgia 
Causation (medical evidence) (standard of proof) (ibromyalsiny 
Medical opinion (fibromyalgia) (cold) 
Pensions (assessment) (fibromyalgia) 


Fibrosarcoma 
Fibrosarcoma 


File 
Access to worker file, P.D. 1 (issue in dispute) (re-employment) 
Access to worker file, s. 77 (chronic pain) 
Access to worker file, s. 77 (harmful information) (non-medical) 
Access to worker file, s. 77 (issue in dispute) (interest of employer) 
Access to worker file, s. 77 (issue in dispute) (pension assessment) 
Access to worker file, s. 77 (non-medical information) (Board memos) 
Access to worker file, s. 77 (non-medical information) (social work report) 
Access to worker file, s. 77 (privilege) (informer) 


Jurisdiction, Tribunal (final decision of Board) (matter expressly conferred upon Tribunal) . 
Jurisdiction, Tribunal (final decision of Board) (waiver of Board hearing) 


Fitness 
Health care (fitness club membership) : 
Medical treatment (special) (fitness club membership) 
Rehabilitation (aid in getting worker back to work) (fitness club membership) 


Form 
Re-employment (notice from Board) (form of notice) 
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Foot 
Foot deformities (spinal stenosis) 


Foundry 
Class of employer (manufacturing) (foundry facings) 


Freedom 
Freedom of information (confidentiality provision) 


Fumes . 
Exposure (bleach fumes) 


Fund 
Second Injury and Enhancement Fund (prolonged disability) 
Second Injury and Enhancement Fund (severity of preexisting condition) 


Gain 
Schedule 1 employer (for profit or gain) 


Ganglion 
Medical opinion (ganglion) 


Government 
Election (Government Employees Compensation Act) 
Jurisdiction, Tribunal (section 15) (Government Employees Compensation Act) 


Greater 
Significantly greater’ than is usual (advantaged worker) 


Group 
Standing (rate group) 


Guidelines 
Board Directives and Guidelines (assessment of employers) (retroactivity) 
Board Directives and Guidelines (chronic pain) (marked life disruption) 
Board Directives and Guidelines (class of employer) (subcontracting) 
Board Directives and Guidelines (employer assessment) (successor rights) 
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Guidelines continued: 


Board Directives and Guidelines (hearing loss) (adequacy of standards) 
Board Directives and Guidelines (hearing loss) (presbycusis factor) 
Board Directives and Guidelines (interest) 
Board Directives and Guidelines (maximal medical rehabilitation) 
Board Directives and Guidelines (penalty assessments) (improved record) 
- Board Directives and Guidelines (psychotraumatic disability) 
Board Directives and Guidelines (reconsideration) 
Board Directives and Guidelines (rehabilitation) (training) 
Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 
Board Directives and Guidelines (SIEF) (preexisting condition): 
Board Directives and Guidelines (SIEF) (severity of preexisting condition) 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 


Hardship ~ 
Accommodation (undue hardship) (cost) 
Accommodation (undue hardship) (health and safety risks) 


Harmful 
Access to worker file, s. 77 (harmful information) (non-medical) 


- Health 


Accommodation (undue haidship) (health and safety risks) _ 

Health care (clothing allowance) 

Health care (fitness club membership) 

Occupational Health and Safety Act (exposure) (preventative removal) 
Words and phrases (health care, s. 52(2)) 


Hearing 
Board Directives and. Gudeunes eis loss) (adequacy of andatis) 
Board Directives and Guidelines (hearing loss) (presbycusis factor) 
Jurisdiction, Tribunal (final decision of Board) (waiver of Board hearing) 
Pensions (assessment) (hearing loss) 
Procedure (reconsideration) (application at hearing) 
Procedure (section 860) (application at hearing) 


Heart © pea ; 
Aggravation (preexisting condition) (heart condition) 
Medical opinion (heart attack) (stress) - 

Medical opinion (heart attack) (thrombosis) 
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Hepatitis : 
Pensions (assessment) (hepatitis) 


Herpes 
Herpes simplex 


Highway 
Jurisdiction, Tribunal (section 15) (Highway Traffic Act) 


Hydrocarbon 
Exposure (polycyclic aromatic hydrocarbon) 


Hypochondriacal 
Hypochondriacal neurosis 


Iatrogenic 
Consequences of injury (iatrogenic illness) (medication) (Percodan) 
Consequences of injury (iatrogenic illness) (treatment) (coccygectomy) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 


Illness 
Consequences of injury (iatrogenic illness) (medication) (Percodan) 
Consequences of injury (iatrogenic illness) (treatment) (coccygectomy) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 


Implication 
Statutory interpretation (necessary implication) 


Improperly 
Evidence (admissibility) (improperly obtained evidence) 


Improved ; , 
Board Directives and Guidelines (penalty assessments) (improved record) 


Inability 
Permanent disability (inability to return to work) 
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Inactive 
Procedure (reconsideration) (inactive employer) 


Independent 
Independent operator (farming) 
Independent operator (vacuum cleaner sales) 


Industrial 
’ Industrial disease (preventative removal) 
Industrial Disease Standards Panel (asbestos) : 


Industry 
Words and phrases (industry, s. 1(1)(0)) 
Worker (for purposes of employer’s industry) 


Information 
Access to worker file, s. 77 (harmful enfairaation) (non-medical) 
Access to worker file, s. 77 (non-medical information) (Board memos) 
Access to worker file, s. 77 (non-medical information) (social work report) 
Freedom of information (confidentiality provision) 


Informer 
Access to worker file, s. 7 (privilege) (informer) 
Evidence (privilege) (informer) 


Injury (ies) 
Aggravation (compensable injury) (psychotraumatic disability) 
Consequences of injury (iatrogenic illness) (medication) (Percodan) . 
Consequences of injury (iatrogenic illness) (treatment) (coccygectomy) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Pensions (assessment) (dynamic testing) (repetitive strain injury) 
Pensions (assessment) (multiple injuries) 
Second Injury and Enhancement Fund (prolonged disability) 
Second Injury and Enhancement Fund (severity of preexisting condition) 


Interest 
Access to worker file, s. 77 (issue in dispute) (interest of employer) 
Board Directives and Guidelines (interest) 
Commutation (interest of worker) 
Discretion, Board (interest) 
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Interest continued: 


Parties (interest of employer) 
Parties (interest of worker) 


Interested 
Credibility (interested witness) 


Interpretation 
Statutory interpretation (necessary implication) 
Statutory interpretation (principles of) (strained construction) 
Statutory interpretation (public policy) 


Intervening 
Intervening causes (conduct of worker) 
Intervening causes (treatment) 


Investigation 
Investigation by Tribunal (Tribunal investigator) 


Investigator : 
Investigation by Tribunal (Tribunal investigator) 


Irrational 
Pensions (assessment) (irrational fear) 


Issue (s) ; ; 
Access to worker file, P.D. 1 (issue in dispute) (re-employment) 
Access to worker file, s. 77 (issue in dispute) (interest of employer) 
Access to worker file, s. 77 (issue in dispute) (pension assessment) 
Adjournment (additional issues) 

Benefit of the doubt (legal issue) 

Issue setting (consolidation of issues) 

Reconsideration (consideration of issue) 

Reconsideration (contentious issue) 

Reconsideration (new issue) 


Mining (drilling) (jack leg) 
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Job 
Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 


Joint 
Aggravation (preexisting condition) (facet joint syndrome) 
Aggravation (preexisting condition) Mae eee etl li joint dvefunction) 


Jurisdiction 
Jurisdiction, Board (class of employer) (standard of review) 
Jurisdiction, Board (costs) 
Jurisdiction, Tribunal (costs) 
Jurisdiction, Tribunal (election) 
Jurisdiction, Tribunal (equitable jurisdiction) 
Jurisdiction, Tribunal (federal worker) (right of action) 
Jurisdiction, Tribunal (final decision of Board) (matter expressly conferred upon Tribunal) 
Jurisdiction, Tribunal (final decision of Board) (waiver of Board hearing) 
Jurisdiction, Tribunal (section 15) (Government Employees Compensation Act) 
Jurisdiction, Tribunal (section 15) (Highway Traffic Act) 


Justice 
Natural justice (removal of representative) 
Natural justice (replacement of panel member) 


Knee 
Pensions (assessment) (knee) (amputation equivalent) 


Law 
Reconsideration (change in law) 


Leave 
Leave to appeal (substantial new evidence) (medical report) (pension assessment) 
Procedure (absent parties) (leave to appeal) 


Leg 
Mining (drilling) (jack leg) 


Legal 
Benefit of the doubt (legal issue) 
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Legg-Perthes’ 
Aggravation (preexisting condition) (Legg-Perthes’ disease) 


Lesion (s) 
Lesions (cerebral) 


Leukemia . 
Preexisting condition (leukemia) 


Liability 
Negligence (occupiers’ liability) 


Life 
Board Directives and Guidelines (chronic pain) (marked life disruption) 


Limit (s). 
Time limits (appeal) 
Time limits (election) 
Time limits (penalties) 


- Board Directives and Guidelines (hearing loss) (adequacy of standards) 
Board Directives and Guidelines (hearing loss) (presbycusis factor) 
Pensions (assessment) (hearing loss) 

Supplements, temporary (wage loss) (part-time work) 


Lumbar 
Medical opinion (disc, degeneration) (cervical lumbar syndrome) 


Manufacturing es 
Class of employer (manufacturing) (carpets) 
Class of employer (manufacturing) (chemicals) 
Class of employer (manufacturing) (foundry facings) 
Class of employer (manufacturing) (yarn) 


Marked 
Board Directives and Guidelines (chronic pain) (marked life disruption) 
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Matter 
Jurisdiction, Tribunal (final decision of Board) (matter expressly conferred upon Tribunal) 


Maximal 
Board Directives ana Guidelines (maximal medical rehabilitation) 
Maximal medical rehabilitation (chronic pain) 


Medical 
Board Directives and Guidelines (maximal medical rehabilitation) 
_ Causation (medical evidence) (standard of proof) (fibromyalgia) 
Leave to appeal (substantial new evidence) (medical report) (pension assessment) 
Maximal medical rehabilitation (chronic pain) 
Medical examination (section 21) (failure to attend) 
Medical examination (section 21) (provision of report to worker) 
Medical opinion (angina pectoris) 
Medical opinion (arteriosclerosis) (stress) 
Medical opinion (beryllium-related disease) 
Medical opinion (disc, degeneration) (cervical lumbar syndrome) 
Medical opinion (Dupuytren’s contracture) 
Medical opinion (epicondylitis) 
Medical opinion (epilepsy) 
Medical opinion (fibromyalgia) (cold) 
Medical opinion (ganglion) 
Medical opinion (heart attack) (stress) 
Medical opinion (heart attack) (thrombosis) 
Medical opinion (pseudoarthrosis) 
Medical opinion (rheumatic fever) 
Medical opinion (stress) 
Medical opinion (tinnitus) 
Medical report (adjudicative opinion) 
Medical treatment (fitness club membership) 
Rehabilitation, medical (training) 
Words and phrases (medical condition, s. 1(1)(n)(ii)) 
Words and phrases (medical examination, s. 21) 


Medication 
Consequences of injury (iatrogenic illness) (medication) (Percodan) 


Member : 
Natural justice (replacement of panel member) 
Procedure (replacement of panel member) 
Procedure (resignation of panel member) 
Worker (contract of service) (family member) 
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Membership 
Health care (fitness club membership) 
Medical treatment (special) (fitness club membership) 
Rehabilitation (aid in getting worker back to work) (fitness club membership) 


Memos 
Access to worker file, s. 77 (non-medical information) (Board memos) 


Mental 
Aggravation (preexisting condition) (stress, mental) 


Mercantile 
Class of employer (wholesale mercantile business) — 


Merits 
Procedure (reconsideration) (application and merits together) 


Mining 
Mining (drilling) (jack leg) 


Mobility 
Charter of Rights (mobility rights) 


Multiple 
Pensions (assessment) (multiple injuries) 


N-hexane 
Exposure (n-hexane) 


Narcolepsy 
Aggravation (preexisting condition) (narcolepsy) 
Narcolepsy 


Natural . 
Natural justice (removal of representative) 
Natural justice (replacement of panel member) 
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Necessary 
Statutory interpretation (necessary implication) 
Words and phrases (necessary, s. 52(2)) 


Negligence 
Negligence (occupiers’ liability) 


Negligent. : 
Section 15 application (negligent treatment) 


Neurosis 
Hypochondriacal neurosis 


New. 
Reconsideration (new issue) 


Nickel 
Exposure (nickel) 


Non-compliance ; 
Discretion, Board (re-employment) (consequences of non-compliance) 
Re-employment (non-compliance) 


Non-medical 
Access to worker file, s. 77 (harmful information) (non-medical) 
Access to worker file, s. 77 (non-medical information) (Board memos) 
Access to worker file, s. 77 (non-medical information) (social work report) 


Notice 
Election (notice) 
Re-employment (notice from Board) (form of notice) 


Obtained 
Evidence (admissibility) (improperly obtained evidence) 


Occupational _ 
Occupational Health and Safety Act (exposure) (preventative removal) 
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Occupiers’ 
Negligence (occupiers’ liability) 


Office 
Office worker (data entry clerk) 


Older 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 


Operation 
Class of employer (operation of airplanes) 


Operator 
Independent operator (farming) - 
Independent operator (vacuum cleaner sales) 


Opinion 
Medical opinion (angina pectoris) 
Medical opinion (arteriosclerosis) (stress) 
Medical opinion (beryllium-related disease) 
Medical opinion (disc, degeneration) (cervical lumbar syndrome) 
Medical opinion (Dupuytren’s contracture) 
Medical opinion (epicondylitis) 
Medical opinion (epilepsy) 
Medical opinion (fibromyalgia) (cold) 
Medical opinion (ganglion) . 
-Medical opinion (heart attack) (stress) 
Medical opinion (heart attack) (thrombosis) 
Medical opinion (pseudoarthrosis) 
Medical opinion (rheumatic fever) 
Medical opinion (stress) 
Medical opinion (tinnitus) 
Medical report (adjudicative opinion) 


Organic ‘ 
Exposure (pesticides) (organic phosphate) 


Out 
Out of province (accident in Ontario) (worker not resident of Ontario) 
Out of province (payments of benefits) (worker ceasing to reside in Ontario) 
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Outcome | 
Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 


Outlet 
Preexisting condition (thoracic outlet syndrome 


Pain 
Access to worker file, s. 77 (chronic pain) 
Board Directives and Guidelines (chronic pain) (marked life disruption) 
Maximal medical rehabilitation (chronic pain) 


Panel ; 
Industrial Disease Standards Panel (asbestos) 
Natural justice (replacement of panel member) 
Procedure (replacement of panel member) 
Procedure (resignation of panel member) 


Participation 
Parties (participation) (reconsideration) 


Part-time 
Discretion, Board CpBee ent temporary) (part-time work) 
Supplements, temporary (wage loss) (part-time work) 


Party (ies) 
Parties (interest of employer) 
Parties (interest of worker) 
Parties (participation) (reconsideration) 
Parties (representation) (removal of representative) 
Procedure (absent parties) (leave to appeal) 
Reconsideration (error of facts) (absent parties) 
Section 15 application (third party claims) 


Passive 
Aggravation (preexisting condition) (passive/aggressive personality disorder) 


Payment (s) 
Benefits (payments by employer) 
Out of province (payment of benefits) (worker ceasing to recise to Ontario) 
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Penalty (ies) 
Board Directives and Guidelines (penalty assessments) (improved record) 
Time limits (penalties) 


Pension (s) 
Access to worker file, s. 77 (issue in dispute) (pension assessment) 
Leave to appeal (substantial new evidence) (medical report) (pension assessment) 
Pensions (assessment) (burns) 
Pensions (assessment) (dynamic testing). 
Pensions (assessment) (dynamic testing) (repetitive strain injury) 
Pensions (assessment) (fibromyalgia) 
Pensions (assessment) (finger) (amputation) 
Pensions (assessment) (hearing loss) 
Pensions (assessment) (hepatitis) 
Pensions (assessment) (irrational fear) 
Pensions (assessment) (knee) (amputation equivalent) 
Pensions (assessment) (multiple injuries) 
Pensions (provisional) 
Pensions (Rating Schedule) (comparability of ratings) 


®) Percodan 


Consequences of injury (iatrogenic illness) (medication) (Percodan) 


Permanent 
Permanent disability (inability to return to work) 
Supplements, transitional provisions (permanent) 


Personal 
Personal coverage (estimated earnings) 


Personality 
Aggravation (preexisting condition) (passive/aggressive personality disorder) - 


Personnel 
Accident (definition of) (effect of personnel action) 
Stress (effect of personnel action) 


Pesticides ; 
Exposure (pesticides) (carbamate) 
Exposure (pesticides) (organic phosphate) 
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Phrases 
Words and phrases (action, s. 14) 

Words and phrases (available, s. 40(2)(b)(i)) 

Words and phrases (benefits, s. 3(1)) 

Words and phrases (claim for compensation, s. 21(1)) 

Words and phrases (de novo) 

Words and phrases (entitled to compensation, s. 52(1)) 

Words and phrases (fact, s. 86h) 

Words and phrases (health care, s. 52(2)) 

Words and phrases (industry, s. 1(1)(0)) 

Words and phrases (medical condition, s. 1(1)(n)(iii) 

Words and phrases (medical examination, s. 21) 

Words and phrases (necessary, s. 52(2)) 


_ Picking 
Class of employer (worm picking) 


Plasterer 
Construction (plasterer) 


Policy 
Adjournment (Board policy) 
Statutory interpretation (public policy) 


Polio 
Aggravation (preexisting condition) (polio) 


Polycyclic 
Exposure (polycyclic aromatic hydrocarbon) | 


Polyproplene 
Exposure (polyproplene) 


Postal 
Postal workers (clerk) 
Postal workers (coding clerk) 


Practice Direction (s) 
. Access to worker file, P.D. 1 (issue in dispute) (re-employment) 
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Preexisting 
Aggravation (preexisting condition) (coronary occlusion) 
Aggravation (preexisting condition) (fact joint syndrome) 
Aggravation (preexisting condition) (Legg-Perthes’ disease) 
Aggravation (preexisting condition) (narcolepsy) 
Aggravation (preexisting condition) (passive/aggressive personality disorder) 
Aggravation (preexisting condition) (polio) 
Aggravation (preexisting condition) (progressive condition) 
Aggravation (preexisting condition) (pseudoarthrosis) 
Aggravation (preexisting condition) (stress, mental) 
Aggravation (preexisting condition) (temporomandibular joint dysfunction) 
Board Directives and Guidelines (SIEF) (preexisting condition) 
Board Directives and Guidelines (SIEF) (severity of preexisting condition) 
Preexisting condition (arthritis) (cervical) 
Preexisting condition (leukemia) 
Preexisting condition (throacic outlet syndrome) 
Preexisting condition (varicose veins) 
Second Injury and Enhancement Fund (severity of preexisting condition) | 


Presbycusis 
Board Directives and Guidelines (hearing loss) (presbycusis factor) 


Presumptions 
Presumptions (section 3) (applicability) 


Preventative 
Industrial disease (preventative removal) 
Occupational Health and Safety Act (exposure) (preventative removal) 


Principles 
Statutory interpretation (principles of) (strained construction) 


Privilege 
Access to worker file, s. 77 (privilege) (informer) 
Evidence (privilege) (informer) 


Procedure 
Procedure (absent parties) (leave to appeal) 
Procedure (communication with doctor) 
Procedure (inspection) 
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Procedure continued: 


Procedure (reconsideration) (application and merits together) 
Procedure (reconsideration) (application at hearing) 
Procedure (reconsideration) (inactive employer) 

Procedure (replacement of panel member) 

Procedure (resignation of panel member) 

Procedure (section 86h) (question of fact) 

Procedure (section 860) (application at hearing) 

Procedure (submissions) 


Profit au ; 
Schedule 1 employer (for profit or gain) 


Program 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 


Progressive 
Aggravation (preexisting condition) (progressive condition) 


Prolonged es 
Second Injury and Enhancement Fund (prolonged disability) 


‘Proof 
Causation (medical evidence) (standard of proof) (fibromyalgia) 
Death (suicide) (standard of proof) 


- Province : 
Out of province (accident in Ontario) (worker not resident of Ontario) 
Out of province (payment of benefits) (worker ceasing to reside in Ontario) 


Provision (s) ; 
Freedom of information (confidentiality provision) 
Medical examination (section 21) (provision of report to worker) 
Supplements, transitional provisions (benefit from rehabilitation) 
Supplements, transitional provisions (permanent) 
Supplements, transitional provisions (temporary) 
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Provisional 
Pensions (provisional) 


Pseudoarthrosis 
Aggravation (preexisting condition) (pseudoarthrosis) 
Medical opinion (pseudoarthrosis) 
Pseudoarthrosis 


Psychotraumatic 
Aggravation (compensable injury) (psychotraumatic disability) 
Board Directives and Guidelines (psychotraumatic disability) 


Public 
Statutory interpretation (public policy) 


Purpose (s) 
Worker (for purposes of employer’s industry) 


») 


Quasi 
In the course of employment (quasi-course of employment) 


Question 
Procedure (section 86h) (question of fact) 


Rate 
Standing (rate group) 


Rating (s) 
Pensions (Rating Schedule) (comparability of ratings) 


Reaction 
Significant contribution (of employment to disability) (subjective reaction of worker) 


Reconsideration 
Board Directives and Guidelines (reconsideration) 
Parties (participation) (reconsideration) 
Procedure (reconsideration) (application and merits together) 


a) 
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Reconsideration continued: 


Procedure (reconsideration) (application at hearing) 
Procedure (reconsideration) (inactive employer) 
Reconsideration (change in law) 

Reconsideration (consideration of issue) 
Reconsideration (contentious issue) 
Reconsideration (delay) 

Reconsideration (dissent) 

Reconsideration (error of facts) (absent parties) 
Reconsideration (new issue) 


Record 
Board Directives and Guidelines (penalty assessments) (improved record) 


Re-employment 
Access to worker file, P. D. 1 (issue in dispute) (re-employment) 
Discretion, Board (re-employment) (consequences of non-compliance) 
Re-employment (continuous employment) 
Re-employment (determination re return to work)" > 
Re-employment (essential duties) 
Re-employment (non-compliance) 
Re-employment (notice from Board) (form of notice) 
Re-employment (reinstatement) 
Re-employment (termination) 


Referral 
Adjournment (referral to Board) (change in facts) 


Rehabilitation: 
Board Directives and Guidelines Godin medical ieeeaoniacen) 
Board Directives and Guidelines (rehabilitation) (training) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Discretion, Board (rehabilitation) (relocation expenses) 
Maximal medical rehabilitation (chronic pain) 
Rehabilitation (aid in getting worker back to work) (fitness club membership) 
Rehabilitation (attendance allowance) 
Rehabilitation, medical (training) 
Rehabilitation, vocational (relocation expenses) 
Supplements, transitional provisions (benefit from rehabilitation) 
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Reinstatement 
Board Directives and Guidelines (reinstatement) (essential duties) (job outcome) 
- Re-employment (reinstatement) 


Related 
Beryllium-related disease 
Medical opinion (beryllium-related disease) 


Reliance 


Continuing entitlement (reliance on Board decisions) 


Relocation 
Discretion, Board (rehabilitation) (relocation expenses) ~ 
Rehabilitation, vocational (relocation expenses) 


Remoteness 
Section 15 application (remoteness) (workers of both employers) 


Removal 
Industrial disease (preventative removal) 
Natural justice (removal of representative) 
Occupational Health and Safety Act (exposure) (preventative removal) 
Parties (representation) (removal of representative) 


Report 
Medical report (adjudicative opinion) 


Repetitive 
Pensions (assessment) (dynamic testing) (repetitive strain injury) 


Replacement 
Natural justice (replacement of panel member) 
Procedure (replacement of panel member) 


Report (s) > 

Access to worker file, s. 77 (non-medical information) (social work report) 
Leave to appeal (substantial new evidence) (medical report) (pension acca ele 
Medical report (section 21) (provision of report to worker) 
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Representation 
Estoppel (representation or conduct) 
Parties (representation) (removal of representative) 


Representative (s)- 
Natural justice (removal of representative) 
Parties (representation) (removal of representative) 


Requirements | 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 


Reside 
Out of province (payment of benefits) (worker ceasing to reside in Ontario) 


Resident 
Out of province (accident in Ontario) (worker not resident of Ontario) 


Resignation 
Procedure (resignation of Panel Member) 


Retirement 
Commutation (retirement) 


Retroactivity . 
Board Directives and Guidelines (assessment of workers) (retroactivity) 


Return 
Permanent disability (inability to return to work) 
Re-employment (determination re return to work) 


Review ; 
Discretion, Board (apportionment) (standard of review) 
Jurisdiction, Board (class of employer) (standard of review) 


Rheumatic . 
Medical opinion (rheumatic fever) 
Rheumatic fever 


. 
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Right (s) 
Board Directives and Guidelines (employer assessment) (successor rights) 
Charter of Rights (mobility rights) . 
Jurisdiction, Tribunal (federal worker) (right of action) 
Waiver (right to compensation) 


Risk (s) 
Accommodation (undue hardship) (health and safety risks) 


Role 
Tribunal counsel (role of) (bias) 


Rule 
Three week rule (Board decision) 


Safety 
Occupational Health and Safety Act (exposure) (preventative removal) 


Sale (s) 


Independent operator (vacuum cleaner sales) 


Schedule 
Pensions (Rating Schedule) (comparability of ratings) 
Schedule 1 employer (business or trade) 
Schedule 1 employer (for profit or gain) 


Second 
Second Injury and Enhancement Fund (prolonged disability) 
Second Injury and Enhancement Fund (severity of preexisting condition) 


Section 
Access to worker file, s. 77 (chronic pain) 
Access to worker file, s. 77 (harmful information) (non-medical) 
Access to worker file, s. 77 (issue in dispute) (interest of employer). 
Access to worker file, s. 77 (issue in dispute) (pension assessment) 
Access to worker file, s. 77 (non-medical information) (Board memos) 
Access to worker file, s. 77 (non-medical information) (social work report) 
Access to worker file, s. 77 (privilege) (informer) 
Jurisdiction, Tribunal (section 15) (Government Employees Compensation Act) 
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Section continued: 


Jurisdiction, Tribunal (section 15) (Highway Traffic Act) 

Medical examination (section 21) (failure to attend) 

Medical examination (section 21) (provision of report to worker) 

Presumptions (section 3) (applicability) 

Procedure (section 86h) (question of fact) 

‘Procedure (section 860) (application at hearing). 

Section 15 application (action by employer) 

Section 15 application (negligent treatment) 

Section 15 application (remoteness) (workers of both Sop) 
_ Section 15 application (third party. claims) 

Words and phrases (benefits, s. 3(1)) 

Words and phrases (action, s. 14) 

Words and phrases (available, s. 40(2)(b)(i)) 

Words and phrases (claim for compensation, s. 21(1)) 

Words and phrases (entitled to: compensation, s. ee 

Words and phrases (fact, s. 86h) 

Words and phrases (health care, s. 52(2)) 

Words and phrases (industry, s. 1(1)(0)) 

Words and phrases (medical condition, s. 1(1)(n)(iii)) 

Words and phrases (medical examination, s. 21) 

Words and phrases (necessary, s. 52(2)) 


Service 
Class of employer (cable television service) 
Worker (contract of service) (family member) 


Setting 
Issue setting (consolidation of issues) 


Severity 
Board Directives and Guidelines (SIEF) (severity of preexisting condition) 
Second Injury and Enhancement Fund (severity of PRIS condition) 


Shift 
Shift work 


SIEF 
Board Directives and Guidelines (SIEF) (preexisting condition) 
Board Directives and Guidelines (SIEF) (severity of preexisting condition) 
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Significant 
Significant contribution (of employment to disability) (subjective reaction of worker) 


Significantly 
Significantly greater than is usual (advantaged worker) 


Silica 
Exposure (silica) 
Exposure (silica dust) 


Simplex 
Herpes simplex 


Small 
Commutation (small amounts) 


Social 
Access to worker file, s. 77 (non-medical information) (social work report) 


Solvent (s) 
Exposure (solvents) (Stoddard solvent) 


Special 
Medical treatment (special) (fitness club membership) 


Spinal 
Foot deformities (spinal stenosis) 


Standard (s) ! 
Board Directives and Guidelines (hearing loss) (adequacy of standards) 
Causation (medical evidence) (standard of proof) (fibromyalgia) 

Death (suicide) (standard of proof) 

Discretion, Board (apportionment) (standard of review) . 
Industrial Disease Standards Panel (asbestos) 

Jurisdiction, Board (class of employer) (standard of review) 
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Standing 
Standing (rate group) 


Statutory 
Statutory interpretation (necessary implication) 
Statutory interpretation (principles of) (strain construction) 
Statutory interpretation (public policy) 


Stoddard 
Exposure (solvents) (stoddard solvent) 


Strain 
Pensions (assessment) (dynamic testing) (repetitive strain injury) 


- Strained 
Statutory interpretation (principles of) (strained construction) 


Stenosis 
Foot deformities (spinal stenosis) 


Stress 
Aggravation (preexisting condition) (stress, mental) 
Medical opinion (angina pectoris) (stress) 
Medical opinion (arteriosclerosis) (stress) 
Medical opinion (heart attack) (stress) 
Medical opinion (stress) 
Stress (effect of personnel action) 


Subcontracting 
Board Directives and Guidelines (class of employer) (subcontracting) 


Subjective 
Significant contribution (of employment to disability) (subjective reaction of worker) 


Submission (s) 
Evidence (during submissions) 
Procedure (submissions) 
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Substantial 
Leave to appeal (substantial new evidence) (medical report) (pension assessment) 


Successor 
Board Directives and Guidelines (employer assessment) (successor rights) 


Suicide 
Death (suicide) (standard of proof) 


Suitable 
Suitable employment (deemed earnings) 


Supplement(s) 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 
Discretion, Board (supplements, temporary) (part-time work) 
Supplements, temporary (wage loss) (part-time work) 
Supplements, transitional provisions (benefits from rehabilitation) 
Supplements, transitional provisions (permanent) 
Supplements, transitional provisions (temporary) 


Syndrome 
Aggravation (preexisting condition) (facet joint syndrome) 
Medical opinion (disc, degeneration) (cervical lumbar syndrome) 
Preexisting condition (thoracic outlet syndrome) 


Television 
Class of employer (cable television service) - 


Temporary 
Discretion, Board (supplements, temporary) (part-time work) 
Supplements, temporary (wage loss) (part-time work) 
Supplements, transitional provisions (temporary) 


Temporomandibular 
Aggravation (preexisting condition) (temporomandibular joint dysfunction) 


Termination 
Re-employment (termination) 
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Test 
Arising out of employment (distinct departure test) 
Testing 
Pensions (assessment) (dynamic testing) 
Pensions (assessment) (dynamic testing) (repetitive strain injury) 
Third 
Section 15 application (third party claims) 
Thoracic 
Preexisting condition (thoracic outlet syndrome) 
Three — 
Three week rule (Board decision) 
Thrombosis: 
| Medical opinion (heart attack) (thrombosis) 
Time 
Time limits (appeal) 
Time limits (election) 
Time limits (penalties) 
Tinnitus ; 
Medical opinion (tinnitus) 
Together 
Procedure (reconsideration) (application and merits together) 
Trade 
Schedule 1 employer (business or trade) 
Traffic 


Jurisdiction, Tribunal (section 15) (Highway Traffic Act) 
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Training 
Board Directives and Guidelines (rehabilitation) (training) 
Rehabilitation, medical (training expenses) 


Transitional 
Supplements, transitional provisions (benefit from rehabilitation) 
Supplements, transitional provisions (permanent) 
Supplements, transitional provisions (temporary) 


_ Travel 
Travel expenses (treatment) 


Treatment 
Consequences of injury (iatrogenic illness) (treatment) (coccygectomy) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Intervening causes (treatment) 
Medical treatment (special) (fitness club membership) 
Section 15 application (negligent treatment) 
Travel expenses (treatment) 


Tribunal __ 
Investigation by Tribunal (Tribunal investigator) 
Jurisdiction, Tribunal (election) _ 
Jurisdiction, Tribunal (equitable jurisdiction) 
Jurisdiction, Tribunal (federal worker) (right of action) 
Jurisdiction, Tribunal (final decision of Board) (matter expressly conferred upon Tribunal) 
Jurisdiction, Tribunal (final decision of Board) (waiver of Board hearing) 
Jurisdiction, Tribunal (section 15) (Government Employees Compensation Act) 
Jurisdiction, Tribunal (section 15) (Highway Traffic Act) 
Tribunal counsel (role of) (bias) 


Trucking 
Class of employer (trucking) 


Undue 
Accommodation (undue hardship) (cost) 
Accommodation (undue hardship) (health and safety risks) 


Usual 
Significantly greater than is usual (advantaged worker) 


) ; 
} 


49 


Release No. 24, December 1991 


December 31, 1991 KEYWORD GUIDE - Supplement 


Vacuum 
Independent operator (vacuum cleaner sales) 


Varicose 
Preexisting condition (varicose veins) 


Veins 
Preexisting condition (varicose veins) 


Vocational 
Rehabilitation, vocational (relocation expenses) 


Wage 
Supplements, temporary (wage loss) (part-time work) 


Waiver 
Jurisdiction, Tribunal (final decision of Board) (waiver of Board hearing) 
Waiver (right to compensation) 


Week 
Three week rule (Board decision) 


Wholesale 
Class of employer (wholesale mercantile business) 


Witness 
Credibility (interested witness) © 


Word (s) 
Words and phrases (action,.s. 14) 
_ Words and phrases (available, s. 40(2)(b)(i)) 
Words and phrases (benefits, s. 3(1)) 
Words and phrases (claim for compensation, s. 21(1)) 
Words and phrases (de novo) 
Words and phrases (entitled to compensation, s. 52(1)) 
Words and phrases (fact, s. 86h) 
Words and phrases (health care, s. 52(2)) 
Words and phrases (industry, s. 1(1)(0)) 
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Word(s) continued: - 


Words and phrases (medical condition, s. 1(1)(n)(iii)) 
Words and phrases (medical examination, s. 21) 
Words and phrases (necessary, s. 52(2)) 


Work 
Access to worker file, s. 77 (non-medical information) (social work report) 
Discretion, Board (supplements, temporary) (part-time work) 
In the course of employment (proceeding to and from work) (employer’s pone) 
Permanent disability (inability to return to work) _ 
Re-employment (determination re return to work) 
Rehabilitation (aid in getting worker back to work) (fitness club membership) 
Shift work 
Supplements, temporary (wage loss) ene work) 


Worker (s) 
Access to worker file, P.D. 1 (issue in dispute) (re-employment) 
Access to worker file, s. 77 (chronic pain) 
Access to worker file, s. 77 (harmful information) (non-medical) 
Access to worker file, s. 77 (issue in dispute) (interest of employer) 
Access to worker file, s. 77 (issue in dispute) (pension assessment) 
Access to worker file, s. 77 (non-medical information) (Board memos) 
Access to worker file, s. 77 (non-medical information) (social work report) 
Access to worker file, s. 77 (privilege) (informer) 
Assessment of employers (casual workers) 
Board Directives and Guidelines (supplements, older worker) (adjustment to employment requirements) 
Commutation (interest of worker) 
Intervening causes (conduct of worker) 
Jurisdiction, Tribunal (federal worker) (right of action) 
Medical examination (section 21) (provision of report to worker) 
Office worker (data entry clerk) : 
Out of province (accident in Ontario) (worker not resident of Ontario) 
Out of province (payment of benefits) (worker ceasing to reside in Ontario) 
Parties (interest of worker) 
Postal workers (clerk) 
Postal workers (coding clerk) 
Rehabilitation (aid in getting worker back to work) (fitness club membership) 
Section 15 application (remoteness) (workers of both employers) 
Significant contribution (of employment to disability) (subjective reaction of worker) 
Significantly greater than is usual (advantaged worker) 
Worker (contract of service) (family member) 
Worker (for purposes of employer’s industry) 
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Worm 
Class of employer (worm picking) 


Xiphoid 
Chest condition (xiphoid) 


Yarn 
Class of employer (manufacturing) (yarn) 
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Workers’ Compensation Appeals Tribunal 


Keyword Guide 


Introduction 


The Keyword Guide is designed to assist the user in identifying all keyword terms that may be relevant to a 
particular issue being searched. 


The keyword terms used by the Tribunal to classify the issues which arise in its decisions may consist of several 
words and several levels of subheadings. As the Keyword Index is organized alphabetically by the first word of 
the heading, if the word being searched is buried within the heading or appears only in a subheading, that word 
would be difficult to locate solely by examining the Keyword Index itself. That is why it is advisable to refer to 
the Keyword Guide. It is an alphabetical list of all the important words which appear in the keyword terms. For 
each word, a list is given of every keyword term which contains that word. 


Statutory amendments, shifting interpretations of the legislation and new concepts emerging from the decisions, have 
all required refinement of existing keyword terms and the addition of new ones. Therefore, similar subject areas may 
have been classified under different keyword terms at the various stages in this evolutionary process. The Keyword 
Guide can be useful in identifying all of the related variations in the keyword terms. In the Keyword Guide, if a 
keyword term is marked with a single asterisk, this signifies that it appeared only in the old Keyword Index Volume 
1 covering decisions released from December 1985 to March 22, 1988. This may mean that there has been a change 
in the keyword terms and that the new terms must also be found. Keyword terms marked with a double asterisk 
have appeared in both the old Keyword Index Volume 1 and the new Keyword Index covering decisions released 
since March 22, 1988. Keyword terms with no asterisks have appeared in the new Keyword Index only. 


The Keyword Guide is consolidated as of December 31, 1990, and will be updated periodically. 
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Workers’ Compensation Appeals Tribunal 


Keyword Guide 


Consolidated as of December 31, 1990. 


* Indicates that the term is found in the Keyword Index Volume 1 only. 


** Indicates that the term is found in the Keyword Index Volume 1 and the new Keyword Index (Cumulative Index 
binder and Decision Digest Service binders). 


No asterisks indicates that the term is found in the new Keyword Index only. 


Abdomen 
* Abdomen 
*Preexisting condition (abdomen) 


Ability 
Overpayment (ability to repay) 


Abrasion (s) 
*Knee (abrasion) 


Absent 
**Procedure (absent parties) 
Procedure (absent witnesses) 


Abuse 
Abuse of process 
Drug abuse 
In the course of employment (takes self out of employment) (drug abuse) 


Academic 
Commutation (academic training) 
Rehabilitation, vocational (academic training) 
Rehabilitation, vocational (academic upgrading) 
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Access 


*Access to WCB file (leave application) 

*Access to WCB file (medical information) 

*Access to WCB file (medical information) (access denied) 
*Access to WCB file (medical information) (material deleted) 
*Access to WCB file (medical information) (subsequent disclosure) 
*Access to WCB file (non-medical information) 

*Access to WCB file (original application to Tribunal) 

*Access to WCB file (s.21) 

Access to worker file, P.D. 1 

Access to worker file, P.D. 1 (adverse consequences of disclosure) 
Access to worker file, P.D. 1 (conditions of access) 

Access to worker file, P.D. 1 (confidentiality) 

Access to worker file, P.D. 1 (deletion of material) 

Access to worker file, P.D. 1 (harmful information) 

Access to worker file, P.D. 1 (issue in dispute) (SIEF) 

Access to worker file, P.D. 1 (jurisdiction) 

Access to worker file, P.D. 1 (offence) 

Access to worker file, P.D. 1 (Subsequent disclosure) 


Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 


77 

77 (condition of access) 

77 (confidentiality) 

77 (deletion of material) 

77 (employer) 

77 (harmful information) 

77 (issue in dispute) 

77 (issue in dispute) (bona fides) 

77 (issue in dispute) (commutation) 

77 (issue in dispute) (initial entitlement) 

77 (issue in dispute) (overpayment) 

77 (issue in dispute) (particulars) 

77 (issue in dispute) (relevance) 

77 (issue in dispute) (relevance) (new information) 
77 (issue in dispute) (relevance) (prior claim files) 
77 (issue in dispute) (STEF) 

77 (issue in dispute) (subsequent reports) 

77 (issue in dispute) (temporary disability benefits) 
77 (issue in dispute) (vocational rehabilitation) 

77 (multiple appeals) 

77 (non-medical information) 

77 (offence) 

77 (procedure, Board) 

77 (subsequent disclosure) 

77 (use of material) 
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Access continued: 


In the course of employment (access roads) 
Intervenors (access to Case Description) 
*Jurisdiction (powers of Tribunal) (access to WCB file) 
Pracedure (section 21) (access to worker file) 
Procedure (section 77) (no request for access) 


Accident 

*Accident 
*Accident prevention 

Accident (definition of) 

Accident (definition of) (effects of disciplinary actions) 

Accident (occurrence) 

Accident (occurrence) (inconsistent witnesses) 

Available employment (offer from accident employer) 

Board Directives and Guidelines (SIEF) (severity of accident) 

Earnings basis (second accident) 

Evidence (description of accident) (earlier version preferred) 

Evidence (inconsistencies) (description of accident) 

Evidence (inconsistencies) (reporting of accident) 

Evidence (unwitnessed accident) 
*Fund (accident) 

**Injury by accident 

*Issue in dispute (accident) 

Motor vehicle accident 

*Notice of accident 

Notice of accident (as soon as practicable) 

Notice of accident (industrial disease) 

Notice of accident (prejudice) 

Second accident 

Second Injury and Enhancement Fund (severity of accident) 

Significant contribution (of compensable accident to condition) 
Significant contribution (of compensable accident to development of condition) 
Significant contribution (of compensable accident to disability) 

Significant contribution (of compensable accident to ongoing disability) 
Significant contribution (of compensable accident to psychological condition) 
Significant contribution (of compensable accident to subsequent disability) 


Accommodation 
In the course of employment (overnight accommodation) 
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Account 
Worker (test) (in business on his own account test) 


Accrual 
Pensions (lump sum) (accrual after death) 


Acetabular 
*Hip (acetabular dyaplasia) 
*Preexisting condition (acetabular dyaplasia) 


Acetate 
Exposure (polyvinyl acetate) 


Acid 
Exposure (sulphuric acid mist) 


Acoustic 
Neuroma (acoustic) 
Preexisting condition (neuroma) (acoustic) 


Act(s) 
*Family Law Act 
*Family Law Reform Act 
Jurisdiction, Tribunal (section 15) (Occupier’s Liability Act) 
*Occupational Heath & Safety Act 
Occupational Health & Safety Act (lead exposure) 
*Personal acts 
Wilful and intentional act 
*Workers’ Compensation Amendment Act 


Action (s) 
Accident (definition of) (effects of disciplinary actions) 
*Action 
*Action (derivative) 
Action (settlement) 
*Action (subrogated) 
Derivative action 
Jurisdiction, Tribunal (section 15) (derivative actions) 
Section 15 application (action for breach of contract) 
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Action continued: 


Time limits (civil action) 
Words and phrases (action, s. 15) 
Words and phrases (right of action for damages, s. 8(9)) 


Activity 
Arising out of employment (reasonably incidental activity test) 
Arising out of employment (recreational activity) 
In the course of employment (personal activity) 
In the course of employment (reasonably incidental activity test) 
In the course of employment (recreational activity) 
*Reasonable activity test 


Added 
Arising out of employment (added peril) 
Arising out of employment (instrument of added peril) 


Addendum 
**Procedure (addendum) 
Procedure (addendum) (clarification of decision) 


Addition 
Adjournment (addition of representative) 


Additional 
Adjournment (additional evidence) 
Adjournment (additional medical evidence) 
Adjournment (additional submissions) 
Assessment of employers (relief from additional sums) 
Procedure (additional medical evidence) 


Adequacy 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
Natural justice (adequacy of representation) 
Parties (representation) (adequacy) 
Withdrawal (of appeal) (adequacy of representation) 


Adhesion 
Back conditions (adhesion nerve root) 
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Adhesive 
*Shoulder condition (adhesive capsulitis) 


Adjournment 

*Adjournment 

Adjournment (addition of representative) 
Adjournment (additional evidence) 
Adjournment (additional medical evidence) 
Adjournment (additional submissions) 
Adjournment (admission of evidence) 
Adjournment (Board submissions) 
Adjournment (conflict of interest) 
Adjournment (consolidation of hearings) 
Adjournment (exceptional circumstances) 
Adjournment (for judicial review) 
Adjournment (for s. 77 application) 
Adjournment (illness of worker) 
Adjournment (lack of time) 
Adjournment (peremptory hearing date) 
Adjournment (preparation) 
Adjournment (preparation on issue) 
Adjournment (referral to Board) 
Adjournment (representative availability) 
Adjournment (standard of proof) 
Adjournment (witness availability) 
*Jurisdiction (powers of Tribunal) (adjournment) 
Notice of hearing (adjournment request) 


Adjudication 
*Adjudication process 
Board Directives and Guidelines (adjudication) (medical treatment) 


Adjudicator 
Summons (to Board adjudicator) 


Adjustment 
Supplements, temporary (wage loss) (period of adjustment) 


Administration 
*Fund (administration) 
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Administrative 
Administrative Fund (transfer of costs) 


Administrator 
Jurisdiction, Tribunal (final decision of Board) (decision of Ombudsman Administrator) 


Admissibility 
Evidence (admissibility) (Board decision) 
**Evidence (admissibility after hearing) 
*Evidence (admissibility of case description) 


Admission 
Adjournment (admission of evidence) 


Advantage 
Pensions (lump sum) (ten per cent pension) (advantage to worker) 


Adverse 
Access to worker file, P.D. 1 (adverse consequences of disclosure) 


Advisability 
Reconsideration (advisability) 


Affidavit 
Leave to appeal (substantial new evidence) (affidavit) 


Age 
*Age 
Supplements, older worker (age) 


Aggravation 
*Aggravation 
Aggravation (compensable injury) 
Aggravation (compensable injury) (disc, herniated) 
Aggravation (compensable injury) (disc, protruding) 
Aggravation (compensable injury) (epicondylitis) 
Aggravation (compensable injury) (myofascitis) (lumbar) 
Aggravation (compensable injury) (neuroma) 
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Aggravation continued: 


Aggravation (compensable injury) (strains and sprains) (lumbar) 
Aggravation (compensable injury) (strains and sprains) (lumbosacral) 
Aggravation (compensable injury) (strains and sprains) (thoracic) 
Aggravation (compensable injury) (white finger disease) 
Aggravation (preexisting condition) 

Aggravation (preexisting condition) (allergy) 

Aggravation (preexisting condition) (arm condition) 

Aggravation (preexisting condition) (arthritis) 

Aggravation (preexisting condition) (arthritis) (elbow) 

Aggravation (preexisting condition) (arthritis) (hip) 

Aggravation (preexisting condition) (arthrosis) (sacroiliac) 
Aggravation (preexisting condition) (asthma) 

Aggravation (preexisting condition) (athlete’s foot) 

Aggravation (preexisting condition) (bronchiectasis) 

Aggravation (preexisting condition) (carpal tunnel syndrome) 
Aggravation (preexisting condition) (cyst) (pilonidal) 

Aggravation (preexisting condition) (cystic lesion) 

Aggravation (preexisting condition) (degeneration) 

Aggravation (preexisting condition) (degeneration) (knee) 
Aggravation (preexisting condition) (degeneration) (meniscus) 
Aggravation (preexisting condition) (degeneration) (rotator cuff) 
Aggravation (preexisting condition) (dermatitis) 

Aggravation (preexisting condition) (disc) (congenital malformation) 
Aggravation (preexisting condition) (disc, degeneration) 
Aggravation (preexisting condition) (disc, degeneration) (asymptomatic) 
Aggravation (preexisting condition) (disc, degeneration) (cervical) 
Aggravation (preexisting condition) (disc, degeneration) (lumbar) 
Aggravation (preexisting condition) (disc, degeneration) (lumbosacral) 
Aggravation (preexisting condition) (disc, degeneration) (symptomatic) 
Aggravation (preexisting condition) (dislocation) (shoulder) 
Aggravation (preexisting condition) (dysuria) 

Aggravation (preexisting condition) (enuresis) 

Aggravation (preexisting condition) (flat feet) 

Aggravation (preexisting condition) (flat feet) (asymptomatic) 
Aggravation (preexisting condition) (hearing loss) 

Aggravation (preexisting condition) (hernia) 

Aggravation (preexisting condition) (hernia) (inguinal) 

Aggravation (preexisting condition) (hypertension) 

Aggravation (preexisting condition) (impotence) 

Aggravation (preexisting condition) (knock knees) 

Aggravation (preexisting condition) (mental condition) 

Aggravation (preexisting condition) (multiple sclerosis) 
Aggravation (preexisting condition) (necrosis) (avascular) 
Aggravation (preexisting condition) (osteoarthritis) 

Aggravation (preexisting condition) (osteoarthritis) (asymptomatic) 
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Aggravation continued: 


Aggravation (preexisting condition) (osteoarthritis) (hip) 
Aggravation (preexisting condition) (osteoarthritis) (knee) 
Aggravation (preexisting condition) (osteochondritis) 

Aggravation (preexisting condition) (osteochondritis) (asymptomatic) 
Aggravation (preexisting condition) (osteochondritis) (symptomatic) 
Aggravation (preexisting condition) (pain) (low back) 

Aggravation (preexisting condition) (respiratory condition) 
Aggravation (preexisting condition) (rheumatoid arthritis) 
Aggravation (preexisting condition) (rheumatoid arthritis) (asymptomatic) 
Aggravation (preexisting condition) (rhinitis) 

Aggravation (preexisting condition) (rotoscoliosis) 

Aggravation (preexisting condition) (sciatica) 

Aggravation (preexisting condition) (spinal stenosis) 

Aggravation (preexisting condition) (spinal stenosis) (asymptomatic) 
Aggravation (preexisting condition) (spondylarthritis) 

Aggravation (preexisting condition) (spondylarthrosis) 

Aggravation (preexisting condition) (spondylitis) (ankylosing) 
Aggravation (preexisting condition) (spondylolisthesis) 

Aggravation (preexisting condition) (spondylolisthesis) (asymptomatic) 
Aggravation (preexisting condition) (spondylolisthesis) (symptomatic) 
Aggravation (preexisting condition) (spondylolysis) 

Aggravation (preexisting condition) (spondylosis) 

Aggravation (preexisting condition) (spondylosis) (cervical) 
Aggravation (preexisting condition) (strains and sprains) (lumbar) 
Aggravation (preexisting condition) (tear) (meniscus) 

Aggravation (preexisting condition) (tendonitis) 

Aggravation (preexisting condition) (tendonitis) (arm) 

Aggravation (preexisting condition) (tendonitis) (rotator cuff) 
Aggravation (preexisting condition) (tenosynovitis) 

Aggravation (preexisting condition) (thoracic outlet syndrome) 
Aggravation (preexisting condition) (ulcer) (duodenal) 

Aggravation (preexisting condition) (vascular disease) 

Aggravation (preexisting condition) (xerostomia) 

Earnings basis (aggravation) 

*Issue in dispute (aggravation of injury) 


Agreement 
*Agreement (breach by Appeal Board) 
*Agreement (collective) 
** Agreement (parties) 
Arising out of employment (takes self out of employment) (breach of agreement with 
employer) 
Collective agreement 
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Agriculture 
*Agriculture 


Board Directives and Guidelines (hearing loss) (hearing aid) 

Consequences of injury (iatrogenic illness) (hearing aid) 

Health care (appliances or apparatus) (hearing aid) 

Health care (dental aid) 

Health care (medical aid) (alternative treatment) 

Health care (medical aid) (drugs) 

Health care (medical aid) (escorts) 

Health care (surgical aid) 

Rehabilitation (aid in getting worker back to work) 

Rehabilitation (aid in getting worker back to work) (factors) 

Rehabilitation, vocational (aid in getting worker back to work) (opinion of Board) 
Rehabilitation, vocational (suitability of program) (aid in getting worker back to work) 
Words and phrases (medical aid) 


Air 
Construction (drilling) (air track) 


Airline 
*Airline employment 


Alcohol 
* Alcohol 


Alcoholism 
Alcoholism 


Allergic 
Allergy (extrinsic allergic alveolitis) 


Allergy 
Aggravation (preexisting condition) (allergy) 
**Allergy 
*Allergy (angiodema) 
Allergy (extrinsic allergic alveolitis) 
*Medical opinion (allergy) 
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Allocation 
** Allocation 
Allowance 
* Allowance 


Board Directives and Guidelines (attendance allowance) 

Board Directives and Guidelines (maintenance allowance) (calculation) 
Discretion, Board (attendance allowance) 

Health care (attendance allowance) 

Rehabilitation (clothing allowance) 

Rehabilitation, vocational (maintenance allowance) 

Rehabilitation, vocational (maintenance allowance) (calculation) 


Altered 
Consequences of injury (altered gait) 
Consequences of injury (altered gait) (brace) 


Alternative 
Health care (medical aid) (alternative treatment) 


Alveolitis 
Allergy (extrinsic allergic alveolitis) 


AMA 
*AMA Guides 
Pensions (AMA Guides) (intercostal neuralgia) 
Pensions (AMA Guides) (peripheral vascular disease) 
Pensions (AMA Guides) (respiratory disease) 
Pensions (AMA Guides) (respiratory impairment) 
Pensions (AMA Guides) (upper respiratory tract) 


Amalgamation 
*Amalgamation of claims 
Corporation (amalgamation) 
*Issue in dispute (amalgamation of claims) 
Pensions (lump sum) (amalgamation of claims) 
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Ambiguity 
Statutory interpretation (principles of) (ambiguity) 


Amendment 
*Jurisdiction (powers of Tribunal) (amendment) 
*Workers’ Compensation Amendment Act 


Ammonia 
Exposure (anhydrous ammonia) 


Ammonium 
Exposure (ammonium nitrate) 


Amnestic 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic disorder) 


Amputated 
*Finger (amputated) 


Amputation 
** Amputation 
Amputation (fingers) 
Amputation (leg) 
Pensions (assessment) (fingers) (amputation) 


Anal 
Fistulae (anal) 


Analysis 
Arising out of employment (risk analysis) 


Aneurysm 
Aneurysm (cerebral) 
Aneurysm (ventricular) 
Causation (aneurysm) 
Medical opinion (aneurysm) 
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Angina 
*Angina pectoris 
*Heart condition (angina) 
*Preexisting condition (angina) 


Angiodema 
*Allergy (angiodema) 


Anhydrous 
Exposure (anhydrous ammonia) 


Ankle 
*Ankle 
*Ankle (fracture) 
Arthritis (ankle) 
Burns (ankle) 
*Medical opinion (ankle) 
Osteoarthritis (ankle) 
Pensions (assessment) (ankle) 
*Preexisting condition (ankle condition) 
Recurrences (compensable injury) (ankle) (sprain) 
Strains and sprains (ankle) 
Ulceration (ankle) 


Ankylosing 
Aggravation (preexisting condition) (spondylitis) (ankylosing) 
*Back conditions (ankylosing spondylitis) 
*Medical opinion (ankylosing spondylitis) 
Medical opinion (spondylitis) (ankylosing) 
*Preexisting condition (ankylosing spondylitis) 
Spondylitis (ankylosing) 


Anomaly 
Preexisting condition (disc, congenital anomaly) 


Anterior 
*Neck condition (scalenus anterior syndrome) 
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Anxiety 
Anxiety 
*Medical opinion (anxiety) 
*Mental disorder (anxiety) 


Anxiolytic 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic disorder) 


Apartment 
Class of employer (operation of apartment building) 


Aphonia 
*Aphonia 
*Psychiatric condition (aphonia) 


Apparatus 
* Artificial apparatus, appliance, limb, member 
*Artificial apparatus, appliance, limb, member (dentures) 
Health care (appliances or apparatus) (hearing aid) 
Health care (appliances or apparatus) (orthopaedic bed) € 
Health care (appliances or apparatus) (TENS unit) 
Health care (appliances or apparatus) (whirlpool) 


Appeal (s) 
Access to worker file, s. 77 (multiple appeals) 
* Agreement (breach by Appeal Board) 
*Appeal 
*Appeal (WCB procedure) 
*Appeal (withdrawal) 
*Appeals Tribunal 
Delay (appeal) 
*Issue in dispute (hearing of appeal cancelled) 
*Jurisdiction (powers of Tribunal) (appeal) 
Jurisdiction (powers of Tribunal) (interlocutory appeals) 
*Jurisdiction (powers of Tribunal) (leave to appeal) 
*Jurisdiction (powers of Tribunal) (section 77 appeals) 
Jurisdiction, Board (reconsideration of Appeal Board decision) 
Jurisdiction, Tribunal (final decision of Board) (reconsideration of Appeal Board decision) 
Jurisdiction, Tribunal (leave to appeal) 
Jurisdiction, Tribunal (payments pending appeal) 
Leave to appeal (cumulative grounds) 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
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Appeal continued: 


Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 

Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (good reason to doubt correctness) (bias) 

Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
Leave to appeal (good reason to doubt correctness) (credibility) 

Leave to appeal (good reason to doubt correctness) (delegation of authority) 
Leave to appeal (good reason to doubt correctness) (discretion, Board) 

Leave to appeal (good reason to doubt correctness) (evidence to support appeal Board 
conclusion) 

Leave to appeal (good reason to doubt correctness) (minor error) 

Leave to appeal (good reason to doubt correctness) (oversight) 

Leave to appeal (good reason to doubt correctness) (subsequent Board decision) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (good reason to doubt correctness) (test) 

*Leave to appeal (substantial new evidence) 

Leave to appeal (substantial new evidence) (affidavit) 

Leave to appeal (substantial new evidence) (documents) 

Leave to appeal (substantial new evidence) (medical literature) 

Leave to appeal (substantial new evidence) (medical report) 

Leave to appeal substantial new evidence) (statement) 

Leave to appeal (substantial new evidence) (subsequent Board decision) 

Leave to appeal (substantial new evidence) (subsequent court decision) 

Leave to appeal (substantial new evidence) (witness) 

*Procedure (Appeal Board) (resignation or disqualification of Commissioner) 
Procedure (section 77) (multiple appeals) 

Procedure (section 77) (no appeal by employer) 

Withdrawal (of appeal) 

Withdrawal (of appeal) (adequacy of representation) 


Appealable 
Jurisdiction, Tribunal (appealable issue) 


Appendix 
* Appendix (to decision) 


Appliance (s) 
*Artificial apparatus, appliances, limb, member 
*Artificial apparatus, appliances, limb, member (dentures) 
Health care (appliances or apparatus) (hearing aid) 
Health care (appliances or apparatus) (orthopaedic bed) 
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Appliance (s) continued: 


Health care (appliances or apparatus) (TENS unit) 
Health care (appliances or apparatus) (whirlpool) 


Application (s) 
*Access to WCB file (leave application) 
*Access to WCB file (original application to Tribunal) 
Adjournment (for s. 77 application) 
Delay (section 15 application) 
*Jurisdiction (powers of Tribunal) (section 15 applications) 
*Jurisdiction (powers of Tribunal) (section 21 applications) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Procedure (reconsideration) (new application) 
*Procedure (section 15 application) 
Procedure (section 21) (application and merits together) 
**Section 15 application 
Section 15 application (action for breach of contract) 
Section 15 application (economic loss) 
Section 15 application (motor vehicle insurance) 
Section 15 application (onus of proof) 
Section 15 application (property damage) 
Section 15 application (remoteness) 
Section 15 application (workers of both employers) 
Withdrawal (of application) 


Apply 
Words and phrases (cease to apply, s. 133(2)) 


Appointment 
Worker (status during medical appointment) 


Apportionment 

Apportionment 

Apportionment (health care) 

Apportionment (industrial disease) 
*Apportionment (of assessments) 
*Apportionment (of liability) 

Apportionment (pensions) 

Apportionment (standard of proof) 

Board Directives and Guidelines (apportionment) 

Discretion, Board (apportionment) 


16 


Release No. 14, February 1991 


KEYWORD GUIDE December 31, 1990 


Apprentice 


“Apprentice 


Arachnoiditis 


Arachnoiditis 


Arising 


Arm 


*Arising out of and in the course of employment 

Arising out of employment 

Arising out of employment (added peril) 

Arising out of employment (assault) 

Arising out of employment (causation) 

Arising out of employment (employer’s premises) 

Arising out of employment (fighting) 

Arising out of employment (horseplay) 

Arising out of employment (instrument of added peril) 
Arising out of employment (intoxication) 

Arising out of employment (lunch) 

Arising out of employment (parking lots) 

Arising out of employment (preexisting condition) 

Arising out of employment (reasonably incidental activity test) 
Arising out of employment (recreational activity) 

Arising out of employment (remote location) 

Arising out of employment (risk analysis) 

Arising out of employment (takes self out of employment) (breach of agreement with 
employer) 

Arising out of employment (work relatedness test) 


Aggravation (preexisting condition) (arm condition) 
Aggravation (preexisting condition) (tendonitis) (arm) 
*Arm condition 

*Arm condition (flail arm) 

*Arm condition (ruptured biceps tendons) 

*Arm condition (strain) 

*Arm condition (sympathetic dystrophy) 

*Arm condition (ulnar neuritis) 

Fibrositis (arm) 

Pension (assessment) (arm) 

*Preexisting condition (arm) 

Reflex sympathetic dystrophy (arm) 

Tendonitis (arm) 

Tenosynovitis (arm) 
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Arrears 
Pensions (arrears) 


Arrhythmia 
Arrhythmia 
*Heart condition (cardiac arrhythmia) 


Arsenic 
* Arsenic 
Exposure (arsenic) 


Arteriosclerosis 
*Preexisting condition (arteriosclerosis) 


Arteriovenous 
*Preexisting condition (arteriovenous malformation) 


Arthritis 

Aggravation (preexisting condition) (arthritis) 
Aggravation (preexisting condition) (arthritis) (elbow) 
Aggravation (preexisting condition) (arthritis) (hip) 
Aggravation (preexisting condition) (rheumatoid arthritis) 
Aggravation (preexisting condition) (rheumatoid arthritis) (asymptomatic) 

** Arthritis 
Arthritis (ankle) 
Arthritis (thumb) 

*Finger (psoriatic arthritis) 

*Knee (arthritis) 

*Medical opinion (arthritis) 
Medical opinion (rheumatoid arthritis) 

**Preexisting condition (arthritis) 
Psoriatic arthritis 
Rheumatoid arthritis 


Arthrogryposis 
*Preexisting condition (arthrogryposis multiplex congenital) 


Arthrosis 
Aggravation (preexisting condition) (arthrosis) (sacroiliac) 
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Artificial 
*Artificial apparatus, appliance, limb, member 
*Artificial apparatus, appliance, limb, member (dentures) 


Asbestos 
* Asbestos 
Exposure (asbestos) 


Asbestosis 
** Asbestosis 
Exposure (asbestosis) 
Industrial disease (asbestosis) 
Pensions (assessment) (asbestosis) 


Assault 
Arising out of employment (assault) 
In the course of employment (assault) 
* Assault 
Sexual assault 


Assembler 
Automotive industry (assembler) 
Automotive industry (assembler) (scuff job) 


Assessment (s) 

* Apportionment (of assessments) 
*Assessment of disability 

*Assessment of employers 

Assessment of employers (retroactivity) 

Assessment of employers (relief from additional sums) 

Board Directives and Guidelines (penalty assessments) 

Board Directives and Guidelines (penalty assessments) (charitable organization) 
Board Directives and Guidelines (penalty assessments) (distortions) 

Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 
Board Directives and Guidelines (penalty assessments) (homogeneous rate group) 
Board Directives and Guidelines (pensions) (assessment) 

Discretion, Board (employer assessment) (fettering) 

Discretion, Board (pension assessment) (fettering) 

Pensions (assessment) (ankle) 
Pensions (assessment) (arm) 
Pensions (assessment) (asbestosis) 
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Assessment continued: 


Pensions (assessment) (back) 

Pensions (assessment) (chronic pain) 
Pensions (assessment) (depression) 

Pensions (assessment) (disfigurement) 
Pensions (assessment) (elbow) 

Pensions (assessment) (enhancement factor) 
Pensions (assessment) (eye) 

Pensions (assessment) (fingers) 

Pensions (assessment) (fingers) (amputation) 
Pensions (assessment) (foot) 

Pensions (assessment) (glaucoma) 

Pensions (assessment) (hand) 

Pensions (assessment) (hip) 

Pensions (assessment) (impotence) 

Pensions (assessment) (intercostal neuralgia) 
Pensions (assessment) (knee) 

Pensions (assessment) (leg) 

Pensions (assessment) (mental condition) 
Pensions (assessment) (metacarpal) 

Pensions (assessment) (neck) 

Pensions (assessment) (perforated ear drum) 
Pensions (assessment) (preexisting condition) 
Pensions (assessment) (prosthesis) 

Pensions (assessment) (psychiatric disability) 
Pensions (assessment) (psychotraumatic disability) 
Pensions (assessment) (shoulder) 

Pensions (assessment) (silicosis) 

Pensions (assessment) (standard of review) 
Pensions (assessment) (stomach) 

Pensions (assessment) (thigh) 

Pensions (assessment) (tinnitus) 

Pensions (assessment) (urethra) 

Pensions (assessment) (varicocele) 

Pensions (assessment) (vertigo) 

Pensions (assessment) (white finger disease) 
Pensions (assessment) (whole person concept) 
Pensions (assessment) (wrist) 

*Pensions (disability) (assessment) 
*Procedure (pension assessment) 


Assessor 
Medical report (opinion of s. 86 assessor) 
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Assistant 
Hospital employment (nursing assistant) 
*Hospital employment (patient assistant) 


Asthma 
Aggravation (preexisting condition) (asthma) 
** Asthma 
Medical opinion (asthma) 
Preexisting condition (asthma) 


Asymptomatic 
Aggravation (preexisting condition) (disc, degeneration) (asymptomatic) 
Aggravation (preexisting condition) (flat feet) (asymptomatic) 
Aggravation (preexisting condition) (osteoarthritis) (asymptomatic) 
Aggravation (preexisting condition) (osteochondritis) (asymptomatic) 
Aggravation (preexisting condition) (rheumatoid arthritis) (asymptomatic) 
Aggravation (preexisting condition) (spinal stenosis) (asymptomatic) 
Aggravation (preexisting condition) (spondylolisthesis) (asymptomatic) 
Impairment of earning capacity (asymptomatic condition) 


Ataxia 
*Preexisting condition (ataxia) 


Athlete (s) 
Aggravation (preexisting condition) (athlete’s foot) 
Athlete’s foot 


Attack 
Causation (heart attack) 
Heart attack 
*Heart condition (heart attack) 
Medical opinion (heart attack) 
Medical opinion (heart attack) (respiratory disease) 
Stress (heart attack) 


Attendance 
Board Directives and Guidelines (attendance allowance) 
Discretion, Board (attendance allowance) 
Health care (attendance allowance) 
Hearing (attendance of worker) 
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Attend 
Medical examination (section 86h) (failure to attend) 


Attending 
Availability for employment (attending school) 


Atypical 
Medical opinion (atypical facial pain) 


Authority 
Leave to appeal (good reason to doubt correctness) (delegation of authority) 


Auto 
Independent operator (auto parts distributor) 


Automotive 
** Automotive industry 
Automotive industry (assembler) 
Automotive industry (assembler) (scuff job) 
Automotive industry (roof bow installer) 
Automotive industry (sander) 


Autopsy 
Evidence (autopsy) 


Availability 
Adjournment (representative availability) 
Adjournment (witness availability) 
** Availability for employment 
Availability for employment (attending school) 
Availability for employment (cooperation) 
Availability for employment (considering self totally disabled) 
Availability for employment (cooperation with vocational rehabilitation) 
Availability for employment (disabled by non-compensable condition) 
Availability for employment (job search) 
Availability for employment (job search) (written record) 
Availability for employment (motivation) 
Availability for employment (offer from employer) 
Availability for employment (pregnancy) 
Availability for employment (reassessment of negative decision) (onus of proof) 
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Availability continued: 


Availability for employment (reassessment of negative decision) (standard of proof) 
Availability for employment (refusing suitable work) 

Availability for employment (refusing suitable work) (personal reasons) 
Availability for employment (relocation) 

Availability for employment (strike) 

Availability for employment (trip outside Ontario) 

Hearing (splitting) (witness availability) 

*Issue in dispute (availability for employment) 

Rehabilitation (availability) 

Rehabilitation, vocational (availability) 


Available 
** Available employment 
Available employment (crossing picket line) 
Available employment (offer from accident employer) 
Available employment (offer from employer) 
Available employment (plant shutdown) 


Avascular 
Necrosis (avascular) 
Aggravation (preexisting condition) (necrosis) (avascular) 


Average 
*Average earnings 
Earnings basis (average weekly earnings) 


Award (s) 
Supplements, temporary (partial award) 
*Supplements (to awards) 


Awkward 
Disablement (awkward position) 


Back 
Aggravation (preexisting condition) (pain) (low back) 
*Back conditions 
*Back conditions (adhesion nerve root) 
*Back conditions (ankylosing spondylitis) 
*Back conditions (coccydynia) 
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Back continued: 


*Back conditions (degenerative disc disease) 

*Back conditions (disc condition) 

*Back conditions (disc lesion) 

*Back conditions (fracture) 

*Back conditions (lower back) 

*Back conditions (muscle spasms) 

*Back conditions (muscle spasms) (sacroiliac joint) 
*Back conditions (muscle spasms) (strains and sprains) 
Chronic pain (low back) 

Pain (back) 

Pain (low back) 

Pensions (assessment) (back) 

Preexisting condition (back condition) 

Recurrences (preexisting condition) (chronic pain) (low back) 


Bacteria 
Exposure (bacteria) 


Baker’s 
Cyst (Baker’s) 


Bankart 
*Shoulder condition (Bankart lesion) 


Bankruptcy 
Commutation (debt liquidation) (bankruptcy) 


Basis 
Board Directives and Guidelines (earnings basis) 
Board Directives and Guidelines (earnings basis) (overtime) 
Board Directives and Guidelines (earnings basis) (permanent disability) 
*Earnings basis 
Earnings basis (aggravation) 
Earnings basis (average weekly earnings) 
Earnings basis (employer paid benefits) 
Earnings basis (escalation) 
Earnings basis (impractical to calculate) 
Earnings basis (interpretation) 
Earnings basis (inflation) 
Earnings basis (learner) 
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Basis continued: 


Bed 


Earnings basis (maximum) 

Earnings basis (nominal remuneration) 
Earnings basis (overtime) 

Earnings basis (period of unemployment) 
Earnings basis (permanent disability) 
Earnings basis (recurrences) 

Earnings basis (retroactive pay increase) 
Earnings basis (second accident) 

Earnings basis (short or casual employment) 
Earnings basis (subsidized wages) 

Earnings basis (temporary disability) 
Earnings basis (tips) 

Earnings basis (unemployment insurance benefits) 
Earnings basis (wage loss supplement) 


Health care (appliances or apparatus) (orthopaedic bed) 


Belief 


*Mistaken belief 


Bell’s 


*Head (Bell’s Palsy) 
*Medical opinion (Bell’s Palsy) 


Bending 


*Bending 
Medical restrictions (repetitive bending and lifting) 


Benefit (s) 


Access to worker file, s. 77 (issue in dispute) (temporary disability benefits) 


**Benefit of the doubt 


*Benefits 

*Benefits (date of commencement) 

*Benefits (reduction) 
Board Directives and Guidelines (partial disability benefits) 
Board Directives and Guidelines (partial disability benefits) (suitable employment) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 
Dependency benefits (death results from an injury) 


25 


Release No. 14, February 1991 


December 31, 1990 KEYWORD GUIDE 


Benefit (s) continued: 


Dependency benefits (remarriage) 

Earnings basis (employer paid benefits) 

Earnings basis (unemployment insurance benefits) 

*Duration of benefits 

In the course of employment (benefit to the employer) 
*Rehabilitation (of worker) (benefits) 

Rehabilitation, vocational (benefit for older worker) 

*Temporary partial benefits 

Temporary partial benefits (level of benefits) 

Temporary partial disability (level of benefits) (retirement) 
Temporary partial disability (wage loss benefits) (loss of bonus 
Temporary partial disability (wage loss benefits) (loss of overtime) 
Temporary partial disability (wage loss benefits) (self-employed worker) 
Temporary total benefits 

Temporary total disability (Commencement of benefits) 
*Termination of benefits 


Benign 
*Hand (benign essential tremor) 
*Preexisting condition (benign essential tremor) 


Beta-naphthylamine 
Exposure (beta-naphthylamine) 


Beyond 
Temporary disability (beyond pension level) 


Bias 
**Bias 
Leave to appeal (good reason to doubt correctness) (bias) 


Biceps 
Aggravation (preexisting condition) (tendonitis) (biceps) 
Arm condition (ruptured biceps tendons) 
*Shoulder condition (ruptured biceps tendons) 
Tendonitis (biceps) 


Biliary 
Cirrhosis (primary biliary) 
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Binding 
Section 86n (binding nature of determination) 


Bite 
*Insect bite 


Bladder 
Cancer (bladder) 


Blindness 
*Blindness 
Blindness (hysterical) 
Conversion neurosis (blindness) 


Blisters 
**Blisters 


Board 

Access to worker file, s. 77 (procedure, Board) 
Adjournment (Board submissions) 

Adjournment (referral to Board) 

*Agreement (breach by appeal Board) 

Board Directives and Guidelines (adjudication) (medical treatment) 
Board Directives and Guidelines (apportionment) 
Board Directives and Guidelines (attendance allowance) 
Board Directives and Guidelines (cancer) (gastrointestinal) (standard of proof) 
Board Directives and Guidelines (cardiac conditions) 
Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 
Board Directives and Guidelines (chronic pain) 
Board Directives and Guidelines (chronic pain) (Rating Schedule) 
Board Directives and Guidelines (class of employer) (industry test) 
Board Directives and Guidelines (commutation) 
Board Directives and Guidelines (commutation) (dependable source of income) 
Board Directives and Guidelines (commutation) (retirement) 
Board Directives and Guidelines (commutation) (standard of review) 
Board Directives and Guidelines (commutation) (ten per cent pension) 
Board Directives and Guidelines (construction industry worker) 
Board Directives and Guidelines (disablement) 
Board Directives and Guidelines (earnings basis) 
Board Directives and Guidelines (earnings basis) (overtime) 
Board Directives and Guidelines (earnings basis) (permanent disability) 
Board Directives and Guidelines (employer’s premises) 


PHI 
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Board continued: 


Board Directives and Guidelines (fibromyalgia) 
Board Directives and Guidelines (fighting) 
Board Directives and Guidelines (gold miners) 
Board Directives and Guidelines (health care) (glasses) 
Board Directives and Guidelines (hearing loss) (hearing aid) 
Board Directives and Guidelines (hearing loss) (individual susceptibility) 
Board Directives and Guidelines (horseplay) 
Board Directives and Guidelines (in the course of employment) (repairing own 
equipment) 
Board Directives and Guidelines (logging industry workers) 
Board Directives and Guidelines (maintenance allowance) (calculation) 
Board Directives and Guidelines (parking lots) 
Board Directives and Guidelines (partial disability benefits) 
Board Directives and Guidelines (partial disability benefits) (suitable 
employment) ‘ 
Board Directives and Guidelines (penalty assessments) 
Board Directives and Guidelines (penalty assessments) (charitable organization) 
Board Directives and Guidelines (penalty assessments) (distortions) 
Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 
Board Directives and Guidelines (penalty assessments) (homogeneous rate group) 
Board Directives and Guidelines (pensions) (assessment) 
Board Directives and Guidelines (pensions) (enhancement factors) 
Board Directives and Guidelines (pensions) (preexisting condition) 
Board Directives and Guidelines (pensions) (provisional) 
Board Directives and Guidelines (permanent disability) (impotence) 
Board Directives and Guidelines (psychotraumatic disability) (five year guideline) 
Board Directives and Guidelines (retroactivity) 
Board Directives and Guidelines (SIEF) (psychological condition) 
Board Directives and Guidelines (SIEF) (severity of accident) 
**Board Directives and Guidelines (standard of review) 
Board Directives and Guidelines (supplements, older worker) 
Board Directives and Guidelines (supplements, temporary) 
Board Directives and Guidelines (supplements, temporary) (extension) 
Board Directives and Guidelines (supplements, temporary) (policy change) 
Board Directives and Guidelines (temporary partial disability) 
Board Directives and Guidelines (temporary partial disability) (Canada Pension Plan) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 
Board Directives and Guidelines (tinnitus) 
Board Directives and Guidelines (tinnitus) (continuous) 
Board Directives and Guidelines (tinnitus) (severity) 
Board Directives and Guidelines (tinnitus) (unusual circumstances) 
Board Directives and Guidelines (transportation industry) (taxi driver) 
Board Directives and Guidelines (treatment control) (chiropractors) 
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Board continued: 


Board Directives and Guidelines (treatment control) (refusal of treatment) 
Board Directives and Guidelines (white finger disease) 
**Board doctors 
*Board powers 
Damages (against Board) 
*Decisions, orders or rulings of the Board 
*Decisions, orders or rulings of the Board (nullity) 
*Discretion of Board 
Discretion, Board 
Discretion, Board (apportionment) 
Discretion, Board (attendance allowance) 
Discretion, Board (commutation) 
Discretion, Board (employer assessment) (fettering) 
Discretion, Board (experience rating) 
Discretion, Board (experience rating) (fettering) 
Discretion, Board (pensions assessment) (fettering) 
Discretion, Board (rehabilitation) (standard of review) 
Discretion, Board (supplements) 
Discretion, Board (supplements) (standard of review) 
Discretion, Board (supplements, older worker) 
Discretion, Board (supplements, temporary) 
Evidence (admissibility) (Board decision) 
Jurisdiction, Board 
Jurisdiction, Board (class of employer) 
Jurisdiction, Board (interest) 
Jurisdiction, Board (over own process) 
Jurisdiction, Board (overpayment) 
Jurisdiction, Board (reconsideration) 
Jurisdiction, Board (reconsideration of appeal Board decision) 
Jurisdiction, Board (section 86n) 
Jurisdiction, Tribunal (Board implicitly dealt with issue) 
Jurisdiction, Tribunal (direction to Board) 
Jurisdiction, Tribunal (final decision of Board) 
Jurisdiction, Tribunal (final decision of Board) (decision of Commissioner) 
Jurisdiction, Tribunal (final decision of Board) (decision of Ombudsman Administrator) 
Jurisdiction, Tribunal (final decision of Board) (previous employment) 
Jurisdiction, Tribunal (final decision of Board) (reconsideration of appeal Board decision) 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 
Leave to appeal (good reason to doubt correctness) (discretion, Board) 
Leave to appeal (good reason to doubt correctness) (evidence to support appeal Board 
conclusion) 
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Board continued: 


Leave to appeal (good reason to doubt correctness) (subsequent Appeal Board 
decision) 
Leave to appeal (substantial new evidence) (new Board policy) 
Leave to appeal (substantial new evidence) (subsequent Appeal Board decision) 
Medical report (opinion of Board doctor preferred) 

*Municipal Corporation, Board or Commission 

*Procedure (Appeal Board) (resignation or disqualification of Commissioner) 
Procedure (referral to Board) 

**Referral to Board 
Rehabilitation, vocational (aid in getting worker back to work) (opinion of Board) 
Rehabilitation, vocational (program not offered by Board) 
Rehabilitation, vocational (suitability of program) (opinion of Board) 

*School Board 
Standard of review (opinion of Board) 
Summons (to Board adjudicator) 
Summons (to Board doctor) 

*Workers’ Compensation Review Board 


Body 
Permanent disability (loss of body part) 


Bona 
Access to worker file, s. 77 (issue in dispute) (bona fides) 


Bones 
*Dislocation of bones 


Bonus 
Temporary partial disability (wage loss benefits) (loss of bonus) 


Both 
Section 15 application (workers of both employers) 


Bow 
Automotive industry (roof bow installer) 


Brace 
Consequences of injury (altered gait) (brace) 
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Brain 
Brain damage 
*Head (post traumatic brain syndrome) 


Breach ; 
*Agreement (breach by appeal Board 
Arising out of employment (takes self out of employment) (breach of agreement with 
employer) 
Section 15 application (action for breach of contract) 


Break 
In the course of employment (break) 


Breathlessness 
Breathlessness 


Bronchial 
Bronchial hyper-reactivity 
*Medical opinion (bronchial hyperactivity) 
Medical opinion (bronchial spasm) 


Bronchiectasis 
Aggravation (preexisting condition) (bronchiectasis) 
Bronchiectasis 


Bronchioalveolar 
Cancer, lung (bronchioalveolar) 


Bronchitis 
*Bronchitis 
*Industrial disease (bronchitis) 


Buerger’s 
Buerger’s disease 
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Building (s) 
Class of employer (operation of apartment building) 
Climate (sick building syndrome) 
In the course of employment (multi-storey buildings) 
Sick building syndrome 


Bulging 
Disc, bulging 
Disc, bulging (lumbar) 


Burial 
*Burial expenses 


Burn (s) 
**Burns 
Burns (ankle) 


Burnout 
Stress (burnout) 


Bursitis 
Bursitis (knee) 
Bursitis (shoulder) 
*Industrial disease (bursitis) 
Preexisting condition (bursitis) 
*Repetitive strain injury (bursitis) 


Bus 
Transportation industry (bus driver) 
Transportation industry (school bus driver) 


Business 
Class of employer (retail mercantile business) 
Commutation (business investment) 
Commutation (debt liquidation) (business loan) 
*Employer (place of business) 
Employer (sale of business) 
Place of business of employer 
Worker (test) (business reality) 
Worker (test) (in business on his own account test) 
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Butcher 
*Butcher 


Buttocks 
*Buttocks 


CAD-7 
Experience rating (CAD-7) 


Cadmium 
Exposure (cadmium dust) 
Industrial disease (poisoning) (cadmium) 


Calculate 
Earnings basis (impractical to calculate) 


Calculation 
Board Directives and Guidelines (maintenance allowance) (calculation) 
*Pensions (disability) (calculation of) 
Rehabilitation, vocational (maintenance allowance) (calculation) 
Supplements, temporary (calculation) 


Called 
Hearing (witness called by Panel) 


Callus (es) 
*Callus 
Callus (plantar) 
*Foot condition (calluses) 
*Medical opinion (calluses) 


Canada 
Board Directives and Guidelines (temporary partial disability) (Canada Pension Plan) 
**Canada Pension Plan 
Rehabilitation (considering self totally disabled) (Canada Pension Plan) 


Cancelled 
*Issue in dispute (hearing of appeal cancelled) 
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Cancer 
Board Directives and Guidelines (cancer) (gastrointestinal) (standard of review) 
Cancer (bladder) 
Cancer (colon) 
*Cancer (larynx) 
**Cancer (lung) 
Cancer (lung) (bronchioalveolar) 
*Cancer (mesothelioma) 
Cancer (tonsil) 
Causation (cancer) (gold miners) 
Causation (cancer) (lung) 
Industrial disease (cancer) (lung) 
*Industrial disease (lung cancer) 
*Lung condition (cancer) 
Medical opinion (cancer) (gold miners) 
Preexisting condition (cancer) (terminal) 


Capabilities 
Suitable employment (suitable for workers capabilities) 
Suitable employment (suitable for workers capabilities) (personal characteristics of 
worker) 


Capacity 
*Eaming capacity of worker 
**Impairment of earning capacity 
Impairment of earning capacity (asymptomatic condition) 
Impairment of earning capacity (future wage loss) 
Impairment of earning capacity (loss of stomach) 
Impairment of earning capacity (loss of teeth) 


Capsulitis 
*Capsulitis 
*Shoulder condition (capsulitis) 


Carbon 
Exposure (carbon dioxide) 
Exposure (carbon monoxide) 
Medical opinion (carbon dioxide) 
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Cardiac 
Board Directives and Guidelines (cardiac conditions) 
Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 
*Heart condition (cardiac arrhythmia) 


Cardiovascular 
*Cardiovascular condition 


Care 
Apportionment (health care) 
Board Directives and Guidelines (health care) (glasses) 
*Health care 
Health care (appliances or apparatus) (hearing aid) 
Health care (appliances or apparatus) (orthopaedic bed) 
Health care (appliances or apparatus) (TENS unit) 
Health care (appliances or apparatus) (whirlpool) 
Health care (attendance allowance) 
Health care (chiropractic) 
*Health care (dental) 
Health care (dental aid) 
Health care (glasses) 
*Health care (home modifications) 
Health care (medical aid) (alternative treatment) 
Health care (medical aid) (drugs) 
Health care (medical aid) (escorts) 
*Health care (prescription drugs) 
Health care (surgical aid) 
Negligence (duty of care) 


Carpal 
Aggravation (preexisting condition) (carpal tunnel syndrome) 
**Carpal tunnel syndrome 
Causation (carpal tunnel syndrome) 
*Medical opinion (carpal tunnel) 
Medical opinion (vibrations) (carpal tunnel syndrome) 


Carrier 
Postal workers (letter carrier) 


Carrying 
Medical restrictions (weight carrying) 
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Case (s) 
*Case Description 
**Case Direction Panel 
*Evidence (admissibility of case description) 
Intervenors (access to Case Description) 
*Leading case strategy 
*Motor vehicle cases 


Cashier 
** Cashier 


Casual 
** Casual employment 
Earnings basis (short or casual employment) 


Cataract (s) 
Cataract 
Cataracts (traumatic) 
*Eye condition (cataract) 
Medical opinion (cataracts) 
Medical opinion (cataracts) (welding) 


Catering 
Class of employer (catering) 


Causalgia 
Causalgia 
*Shoulder condition (causalgia) 


Causation 
Arising out of employment (causation) 
*Causation 
Causation (aneurysm) 
Causation (cancer) (gold miners) 
Causation (cancer) (lung) 
Causation (carpal tunnel syndrome) 
Causation (conversion neurosis) 
Causation (disc, degeneration) 
Causation (embolism) (pulmonary) 
Causation (heart attack) 
Causation (lipoma) 


36 


Release No. 14, February 1991 


KEYWORD GUIDE 


December 31, 1990 


Causation continued: 


Causation (medical evidence) 

Causation (medical evidence) (standard of proof) 
Causation (medical evidence) (standard of proof) (stress) 
Causation (stress) 

Causation (stroke) 

Causation (suicide) (standard of proof) 

Causation (thin skull doctrine) 


Cause (s) 
*Chronic pain without organic cause 
**Intervening causes 
Intervening causes (preexisting condition) 
Intervening causes (suicide) (volitional) 
Intervening causes (undermotivation) 
**Multiple causes 


Cease 
Words and phrases (cease to apply, s. 133(2)) 


Cedar 
Exposure (wood dust) (cedar) 


Cerebellar 
Cerebellar dysfunction 


Cerebral 
Aneurysm (cerebral) 
*Cerebral hemorrhage 
*Head (cerebral infarct) 


Certainty 
Medical report (certainty of diagnosis) 


Cervical 
Aggravation (preexisting condition) (disc, degeneration) (cervical) 
Aggravation (preexisting condition) (spondylosis) (cervical) 
Disc, degeneration (cervical) 
*Neck condition (cervical spondylosis) 
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Cervical continued: 


*Preexisting condition (cervical condition) 
*Preexisting condition (cervical spondylosis) 
Preexisting condition (disc, degeneration) (cervical) 
Preexisting condition (spondylosis) (cervical) 
Spondylosis (cervical) 

Strains and sprains (cervical) 


Chalazion 
Chalazion 


Chambermaid 
*Chambermaid 


Chance 
** Chance event 
Chance event (interpretation) 


Change 
Board Directives and Guidelines (supplements, temporary) (policy change) 
Disablement (change in work) 
Reconsideration (change in fact) 


Characteristic (s) 
Industrial disease (characteristic of occupation) 
Suitable employment (suitable for worker’s capabilities) (personal 
characteristics of worker) 


Charitable 
Board Directives and Guidelines (penalty assessments) (charitable organization) 


Charter 
**Charter of Rights 
Charter of Rights (court of competent jurisdiction) 
Charter of Rights (due process) 
Charter of Rights (equality rights) 
Charter of Rights (retroactivity) 
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Chemical (s) 
*Chemicals 
Exposure (chemicals) 
Exposure (chemical compounds) 
Exposure (chemical sealer) 
*Laryngitis (chemical) 


*Chest (costochondritis) 
*Chest (muscle tear) 
Pain (chest) 


Chiropractic 
*Chiropractic treatment 
Consequences of injury (iatrogenic illness) (treatment) (chiropractic manipulation) 
Health care (chiropractic) 


Chiropractor (s) 
Board Directives and Guidelines (treatment control) (chiropractors) 


Chlorinated 
Exposure (chlorinated hydrocarbons) 
Industrial disease (poisoning) (chlorinated hydrocarbons) 


Chondral 
*Knee (chondral fracture) 


Chondrocalcinosis 
*Knee (chondrocalcinosis) 


Chondromalacia 
Chondromalacia (knee) 
Chondromalacia (thigh) 
*Knee (chondromalacia) 
*Leg condition (chondromalacia) 
Preexisting condition (chondromalacia) (knee) 
*Shoulder condition (chondromalacia) 
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Chosen 
Rehabilitation, vocational (suitability of program) (program chosen by worker) 


Christmas 
Hemophilia (Christmas disease) 
Preexisting condition (Christmas disease) 


Chromic 
Medical opinion (chromic mist exposure) 


Chromium 
Exposure (chromium compounds) 


Chronic 
Board Directives and Guidelines (chronic pain) 
Board Directives and Guidelines (chronic pain) (Rating Schedule) 
**Chronic obstructive lung disease 
Chronic pain 
Chronic pain (genuineness) 
Chronic pain (leg) ( 
Chronic pain (low back) 
Chronic pain (marked life disruption) 
Chronic pain (Rating Schedule) 
*Chronic pain syndrome 
*Chronic pain without organic cause 
*Laryngitis (chronic) 
Medical opinion (chronic obstructive lung disease) 
Medical opinion (chronic pain) 
*Medical opinion (chronic pain syndrome) 
Pensions (assessment) (chronic pain) 
Pensions (Rating Schedule) (chronic pain) 
Recurrences (preexisting condition) (chronic pain) (low back) 


Chymopapain 
Consequences of injury (iatrogenic illness) (medication) (chymopapain) 


Circumstances 
Adjournment (exceptional circumstances) 
Board Directives and Guidelines (tinnitus) (unusual circumstances) 
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Circumstantial 
Evidence (circumstantial) 


Cirrhosis 
Cirrhosis (primary biliary) 


Civil 
Time limits (civil action) 


Claim (s) 
Access to worker file, s. 77 (issue in dispute) (relevance) (prior claim files) 
*Amalgamation (of claims) 
Death (maintenance of claim by estate) 
Death (maintenance of claim by estate) (Commutation) 
Delay (claim) 
*Issue in dispute (amalgamation of claims) 
Pensions (lump sum) (amalgamation of claims) 
*Third party claims 


Clarification 
Jurisdiction, Tribunal (clarification) 
Procedure (addendum) (clarification of decision) 
Reconsideration (clarification of decision) 


Class 

Board Directives and Guidelines (class of employer) (industry test) 
**Class of employer 

Class of employer (catering) 
Class of employer (dual rates) 
Class of employer (dual rates) (organization test) 
Class of employer (golf club) 
Class of employer (industry test) 
Class of employer (installation of heavy machinery) 
Class of employer (logging) 
Class of employer (manufacturing) (machinery) 
Class of employer (manufacturing) (plaster statuary) 
Class of employer (manufacturing) (pottery) 
Class of employer (mining) 
Class of employer (operation of apartment building) 
Class of employer (prospecting) 
Class of employer (retail mercantile business) 
Class of employer (road construction) 
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Class continued: 


Class of employer (supplier of non-clerical labour) 
Class of employer (wholesale operation) 
Jurisdiction, Board (class of employer) 
Jurisdiction, Tribunal (class of employer) 


Clavicle 
*Preexisting condition (fractured clavicle) 
*Shoulder condition (displaced clavicle) 


Cleaner 
*Hospital employment (cleaner) 
*Cleaner 


Clerk 
Office worker (clerk) 


Climate 
*Climate 
Climate (cold) 
Climate (draught) 
Climate (heat) 
Climate (sick building syndrome) 


Clinical 
Medical report (clinical notes) 


Clothing 
*Clothing 
Rehabilitation (clothing allowance) 


Club 
Class of employer (golf club) 


Coal 
Exposure (coal tar emissions) 
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Coccydynia 
*Back conditions (coccydynia) 


Cognitive 
Degree of earning impairment (cognitive impairment) 


Coke 
*Coke 
Exposure (coke oven emissions) 


Cold 
Climate (cold) 


Collapsed 
*Lung condition (collapsed lung) 
*Medical opinion (collapsed lung) 


Collective 
*Agreement (collective) 
Collective agreement 


College 
*Worker (at community college) 


Colon 
Cancer (colon) 


Commencement 
Benefits (date of commencement) 
Pensions (date of commencement) 
Personal coverage (commencement) 
Temporary total disability (commencement of benefits) 
Transitional provisions (commencement) 


Commission 
*Municipal Corporation, Board or Commission 
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Commissioner 
Jurisdiction, Tribunal (final decision of Board) (decision of Commissioner) 
*Procedure (Appeal Board) (resignation or disqualification of Commissioner) 


Common 
**Common law (role of) 
Member of family (common law spouse) 


Communication 
Procedure (section 86h) (communication with doctor) 


Community 
*Worker (at community college) 


Commutation 
Access to worker file, s. 77 (issue in dispute) (commutation) 
Board Directives and Guidelines (commutation) 
Board Directives and Guidelines (commutation) (dependable source of income) 
Board Directives and Guidelines (commutation) (ten per cent pension) 
Board Directives and Guidelines (commutation) (rehabilitative measure) 
Board Directives and Guidelines (commutation) (retirement) 
Board Directives and Guidelines (commutation) (standard of review) 
** Commutation 
Commutation (academic training) 
Commutation (business investment) 
Commutation (debt liquidation) 
Commutation (debt liquidation) (bankruptcy) 
Commutation (debt liquidation) (business loan) 
Commutation (debt liquidation) (farm) 
Commutation (debt liquidation) (home mortgage) 
Commutation (debt liquidation) (psychiatric report) 
Commutation (debt liquidation) (overpayment) 
Commutation (home purchase) 
Commutation (home renovation) 
Commutation (pressing need) 
Commutation (relocation) 
Commutation (reversibility) 
Commutation (social rehabilitation) 
Commutation (vehicle purchase) 
Death (maintenance of claim by estate) (commutation) 
Discretion, Board (commutation) 
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Company 
**Leasing company 


Compensable 
Aggravation (compensable injury) 
Aggravation (compensable injury) (disc, herniated) 
Aggravation (compensable injury) (disc, protruding) 
Aggravation (compensable injury) (epicondylitis) 
Aggravation (compensable injury) (myofascitis) (lumbar) 
Aggravation (compensable injury) (neuroma) 
Aggravation (compensable injury) (strains and sprains) (lumbar) 
Aggravation (compensable injury) (strains and sprains) (lumbosacral) 
Aggravation (compensable injury) (strains and sprains) (thoracic) 
Aggravation (compensable injury) (white finger disease) 
Recurrences (compensable injury) 
Recurrences (compensable injury) (ankle) (sprain) 
Recurrences (compensable injury) (disc, protruding) 
Recurrences (compensable injury) (hernia) 
Recurrences (compensable injury) (strains and sprains) 
Recurrences (compensable injury) (strains and sprains) (lumbar) 
Recurrences (compensable injury) (strains and sprains) (thoracic) 
Recurrences (compensable injury) (test) 
Recurrences (compensable injury) (torticollis) 
Significant contribution (of compensable accident to condition) 
Significant contribution (of compensable accident to development of condition) 
Significant contribution (of compensable accident to disability) 
Significant contribution (of compensable accident to ongoing disability) 
Significant contribution (of compensable accident to psychological 
condition) 
Significant contribution (of compensable accident to subsequent 
disability) 
Significant contribution (of compensable injury to death) 
Significant contribution (of compensable injury to psychological condition) 
Significant contribution (of compensable injury to subsequent disability) 


Compensation 
*Compensation neurosis 
*Workers’ Compensation Amendment Act 
*Workers’ Compensation Review Board 


Competent 
Charter of Rights (courts of competent jurisdiction) 
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Competitive 
Rehabilitation, vocational (eligibility) (competitive unemployability) 


Complaint 
**Continuity of complaint 


Compound (s) 
Exposure (chromium compounds) 


Compression 
Nerve root compression 


Concept 
Pensions (assessment) (whole person concept) 
Pensions (whole person concept) 


Conclusion (s) 
Leave to appeal (good reason to doubt correctness) (evidence to support appeal Board 
conclusion) 
Medical report (DRC discharge report) (conclusion vs constituent reports) 


Concurrent 
*Employment (concurrent) 


Concussion 
*Head (concussion) 


Condition (s) 
Access to worker file, P.D. 1 (conditions of access) 
Access to worker file, s. 77 (conditions of access) 
Aggravation (preexisting condition) 
Aggravation (preexisting condition) (allergy) 
Aggravation (preexisting condition) (arm condition) 
Aggravation (preexisting condition) (arthritis) 
Aggravation (preexisting condition) (arthritis) (elbow) 
Aggravation (preexisting condition) (arthritis) (hip) 
Aggravation (preexisting condition (arthritis) 
Aggravation (preexisting condition) (arthrosis) (sacroiliac) 
Aggravation (preexisting condition) (asthma) 
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Condition (s) continued: 


Aggravation (preexisting condition) (athlete’s foot) 

Aggravation (preexisting condition) (bronchiectasis) 

Aggravation (preexisting condition) (carpal tunnel syndrome) 
Aggravation (preexisting condition) (cyst) (pilonidal) 

Aggravation (preexisting condition) (cystic lesion) 

Aggravation (preexisting condition) (degeneration) 

Aggravation (preexisting condition) (degeneration) (knee) 
Aggravation (preexisting condition) (degeneration) (meniscus) 
Aggravation (preexisting condition) (degeneration) (rotator cuff) 
Aggravation (preexisting condition) (dermatitis) 

Aggravation (preexisting condition) (disc, congenital malformation) 
Aggravation (preexisting condition) (disc, degeneration) 
Aggravation (preexisting condition) (disc, degeneration) (asymptomatic) 
Aggravation (preexisting condition) (disc, degeneration) (cervical) 
Aggravation (preexisting condition) (disc, degeneration) (lumbar) 
Aggravation (preexisting condition) (disc, degeneration) (lumbosacral) 
Aggravation (preexisting condition) (disc, degeneration) (symptomatic) 
Aggravation (preexisting condition) (dislocation) (shoulder) 
Aggravation (preexisting condition) (dysuria) 

Aggravation (preexisting condition) (enuresis) 

Aggravation (preexisting condition) (flat feet) 

Aggravation (preexisting condition) (flat feet) (asymptomatic) 
Aggravation (preexisting condition) (hearing loss) 

Aggravation (preexisting condition) (hernia) 

Aggravation (preexisting condition) (hernia) (inguinal) 

Aggravation (preexisting condition) (hypertension) 

Aggravation (preexisting condition) (impotence) 

Aggravation (preexisting condition) (knock knees) 

Aggravation (preexisting condition) (mental condition) 

Aggravation (preexisting condition) (multiple sclerosis) 

Aggravation (preexisting condition) (necrosis) (avascular) 
Aggravation (preexisting condition) (osteoarthritis) 

Aggravation (preexisting condition) (osteoarthritis) (hip) 
Aggravation (preexisting condition) (osteoarthritis) (knee) 
Aggravation (preexisting condition) (osteochondritis) 

Aggravation (preexisting condition) (osteochondritis) (asymptomatic) 
Aggravation (preexisting condition) (osteochondritis) (symptomatic) 
Aggravation (preexisting condition) (pain) (low back) 

Aggravation (preexisting condition) (respiratory condition) 
Aggravation (preexisting condition) (rheumatoid arthritis) 
Aggravation (preexisting condition) (rheumatoid arthritis) (asymptomatic) 
Aggravation (preexisting condition) (rhinitis) 

Aggravation (preexisting condition) (rotoscoliosis) 

Aggravation (preexisting condition) (sciatica) 

Aggravation (preexisting condition) (spinal stenosis) 
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Condition (s) continued: 


Aggravation (preexisting condition) (spinal stenosis) (asymptomatic) 
Aggravation (preexisting condition) (spondylarthritis) 

Aggravation (preexisting condition) (spondylarthrosis) 

Aggravation (preexisting condition) (spondylitis) (ankylosing) 
Aggravation (preexisting condition) (spondylolisthesis) 

Aggravation (preexisting condition) (spondylolisthesis) (asymptomatic) 
Aggravation (preexisting condition) (spondylolisthesis) (symptomatic) 
Aggravation (preexisting condition) (spondylolysis) 

Aggravation (preexisting condition) (spondylosis) 

Aggravation (preexisting condition) (spondylosis) (cervical) 
Aggravation (preexisting condition) (strains and sprains) (lumbar) 
Aggravation (preexisting condition) (tear) (meniscus) 

Aggravation (preexisting condition) (tendonitis) 

Aggravation (preexisting condition) (tendonitis) (arm) 

Aggravation (preexisting condition) (tendonitis) (biceps) 
Aggravation (preexisting condition) (tendonitis) (rotator cuff) 
Aggravation (preexisting condition) (tenosynovitis) 

Aggravation (preexisting condition) (thoracic outlet syndrome) 
Aggravation (preexisting condition) (ulcer) (duodenal) 

Aggravation (preexisting condition) (vascular disease) 

Aggravation (preexisting condition) (xerostomia) 

Arising out of employment (preexisting condition) 
*Arm condition 
*Arm condition (flail arm) 

*Arm condition (ruptured biceps tendons) 
*Arm condition (strain) 
*Arm condition (sympathetic dystrophy) 

*Arm condition (ulnar neuritis) 

Availability for employment (disabled by non-compensable condition) 
*Back conditions 

*Back conditions (adhesion nerve root) 

*Back conditions (ankylosing spondylitis) 

*Back conditions (coccydynia) 
*Back conditions (degenerative disc disease) 

*Back conditions (disc condition) 

*Back conditions (disc lesion) 

*Back conditions (fracture) 

*Back conditions (lower back) 

*Back conditions (muscle spasms) 

*Back conditions (muscle spasms) (sacroiliac joint) 

*Back conditions (muscle spasms) (strains and sprains) 

Board Directives and Guidelines (cardiac conditions) 

Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 
Board Directives and Guidelines (pensions) (preexisting condition) 
Board Directives and Guidelines (SIEF) (psychological condition) 
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Condition (s) continued: 


*Cardiovascular condition 
**Deteriorating conditions 
Disablement (working conditions) 
Disablement (working conditions) (dampness) 
Disablement (working conditions) (draught) 
Disablement (working conditions) (ventilation system) 
Disc conditions 
*Ear condition (otitis externa) 
*Ear condition (perforated ear drum) 
*Ear condition (tinnitus) 
*Ear condition (vertigo) 
*Eye condition 
*Eye condition (cataract) 
*Eye condition (conjunctivitis) 
*Eye condition (double vision) 
*Eye condition (glaucoma) 
*Eye condition (iridocyclitis) 
*Eye condition (iritis) 
*Eye condition (keratopathy) 
*Foot condition 
*Foot condition (calluses) 
*Foot condition (heel) 
*Foot condition (metatarsalgia) 
*Heart condition 
*Heart condition (angina) 
*Heart condition (cardiac arrhythmia) 
*Heart condition (heart attack) 
*Heart condition (tachycardia) 
Impairment of earning capacity (asymptomatic condition) 
*Industrial disease (eye condition) 
*Industrial disease (neck condition) 
*Industrial disease (skin condition) 
Intervening causes (preexisting condition) 
*Issue in dispute (preexisting condition) 
**Leg condition 
*Leg condition (chondromalacia) 
*Leg condition (thrombosis) 
*Leg condition (ulcer) 
*Leg condition (vascular condition) 
*Leg condition (varicose vein) 
*Lung condition 
*Lung condition (cancer) 
*Lung condition (collapsed lung) 
*Lung condition (mesothelioma) 
*Lung condition (obstructive pulmonary disease) 
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Condition (s) continued: 


*Lung condition (pulmonary edema) 

*Lung condition (respiratory condition) 
Medical opinion (venous condition) 
Mental condition 
Mental condition (standard of proof) 

**Neck condition 

*Neck condition (cervical spondylosis) 

*Neck condition (disc condition) 

*Neck condition (disc disease) 

*Neck condition (disc lesion) 

*Neck condition (scalenus anterior syndrome) 

*Neck condition (strain) 

*Neck condition (torticollis) 

*Neck condition (whiplash) 

Pensions (assessment) (mental condition) 
Pensions (assessment) (preexisting condition) 

**Preexisting condition 

*Preexisting condition (abdomen) 

*Preexisting condition (acetabular dyaplasia) 

*Preexisting condition (angina) 

*Preexisting condition (ankle condition) 

*Preexisting condition (ankylosing spondylitis) 

*Preexisting condition (arm) 

*Preexisting condition (arteriosclerosis) 

*Preexisting condition (arteriovenous malformation) 

**Preexisting condition (arthritis) 

*Preexisting condition (arthrogryposis multiplex congenital) 

*Preexisting condition (asthma) 

*Preexisting condition (ataxia) 

**Preexisting condition (back conditions) 

*Preexisting condition (benign essential tremor) 
Preexisting condition (bursitis) 

Preexisting condition (cancer) (terminal) 

*Preexisting condition (cervical condition) 

*Preexisting condition (cervical spondylosis) 
Preexisting condition (chondromalacia) (knee) 
Preexisting condition (Christmas disease) 

*Preexisting condition (degenerative disc disease) 
Preexisting condition (depression) 

Preexisting condition (diabetes) 

*Preexisting condition (disc condition) 
Preexisting condition (disc, congenital anomaly) 
Preexisting condition (disc, degeneration) 
Preexisting condition (disc, degeneration) (cervical) 
Preexisting condition (dislocation) (shoulder) 
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Condition (s) continued: 


*Preexisting condition (epididymitis) 
Preexisting condition (eye condition) 

*Preexisting condition (foot condition) 

*Preexisting condition (fractured clavicle) 
Preexisting condition (gout) 

*Preexisting condition (hand) 

Preexisting condition (headaches) 

**Preexisting condition (hearing loss) 

*Preexisting condition (heart condition) 

*Preexisting condition (hernia) 

*Preexisting condition (hip) 

Preexisting condition (hypertension) 
*Preexisting condition (inguinal weakness) 
*Preexisting condition (knee) 

*Preexisting condition (knee condition) 
Preexisting condition (kyphosis) 

*Preexisting condition (leg condition) 

*Preexisting condition (lumbar stenosis) 

*Preexisting condition (lung condition) 
Preexisting condition (mastectomy) 
Preexisting condition (mental condition) 

*Preexisting condition (mental disorder) 

*Preexisting condition (muscular dystrophy) 

*Preexisting condition (myocardial fibrosis) 

*Preexisting condition (neck condition) 
Preexisting condition (neuroma) (acoustic) 
Preexisting condition (obesity) 

Preexisting condition (osteoarthritis) 
Preexisting condition (otosclerosis) 
Preexisting condition (Paget’s disease) 
Preexisting condition (personality weakness) 

*Preexisting condition (polyneuropathy) 
*Preexisting condition (psychiatric disability) 
*Preexisting condition (psychological condition) 
*Preexisting condition (respiratory condition) 

Preexisting condition (Scheuermann’s disease) 

Preexisting condition (Schmorl’s node) 
*Preexisting condition (scleroderma) 

**Preexisting condition (scoliosis) 

Preexisting condition (seizures) 

*Preexisting condition (shoulder condition) 
Preexisting condition (slipped femoral epiphysis) 
Preexisting condition (splayfoot) 

*Preexisting condition (spondylitis) (ankylosing) 
Preexisting condition (spondylolisthesis) 
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Condition (s) continued: 


*Preexisting condition (spondylolysis) 
Preexisting condition (spondylolysis) (cervical) 
Preexisting condition (synovial plica) 
*Preexisting condition (tendonitis) 
*Preexisting condition (tennis elbow) 
*Preexisting condition (thin skull doctrine) 
*Preexisting condition (throat condition) 
*Preexisting condition (thrombosis) 
*Preexisting condition (tumour) 
*Preexisting condition (ulcer) 
*Preexisting condition (valvular) 
**Preexisting condition (vascular disease) 
Preexisting condition (varus deformity) 
*Psychiatric condition 
*Psychiatric condition (aphonia) 
*Psychiatric condition (conversion disorder) 
*Psychiatric condition (conversion hysteria) 
*Psychiatric condition (Ganser’s syndrome) 
*Psychological condition 
Recurrences (preexisting condition) 
Recurrences (preexisting condition) (chronic pain) (low back) 
Recurrences (preexisting condition) (cyst) (pilonidal) 
Recurrences (preexisting condition) (disc condition) 
Recurrences (preexisting condition) (knee condition) 
Recurrences (preexisting condition) (tendonitis) (shoulder) 
Rehabilitation, vocational (cooperation) (economic conditions) 
Respiratory condition 
Second Injury and Enhancement Fund (preexisting condition) 
Second Injury and Enhancement Fund (psychological condition) 
Second Injury and Enhancement Fund (psychological condition) (standard of proof) 
**Shoulder condition 
*Shoulder condition (adhesive capsulitis) 
*Shoulder condition (Bankart lesion) 
*Shoulder condition (bursitis) 
*Shoulder condition (capsulitis) 
*Shoulder condition (causalgia) 
*Shoulder condition (chrondromalacia) 
*Shoulder condition (dislocation) 
*Shoulder condition (displaced clavicle) 
*Shoulder condition (fibromysitis) 
*Shoulder condition (impingement syndrome) 
*Shoulder condition (muscle spasms) 
*Shoulder condition (myofascitis) 
*Shoulder condition (osteoarthritis) 
*Shoulder condition (pulled muscle) 
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Condition (s) continued: 


*Shoulder condition (rotator cuff tear) 

*Shoulder condition (ruptured biceps tendons) 

*Shoulder condition (strain) 

*Shoulder condition (shoulder hand syndrome) 

*Shoulder condition (tendonitis) 

*Shoulder condition (thoracic outlet syndrome) 

Significant contribution (of compensable accident to condition) 

Significant contribution (of compensable accident to development of condition) 
Significant contribution (of compensable accident to ongoing condition) 
Significant contribution (of compensable accident to psychological condition 
Significant contribution (of compensable injury to psychological condition) 
Significant contribution (of employment to development of condition) 
Significant contribution (of employment to ongoing condition) 

Significant contribution (of treatment to development of condition) 

*Skin condition (dermatitis) 

*Skin condition (hives) 

Venous condition 


Confidence 
Chronic pain (genuineness) (special confidence) 


Confidential 
Evidence (confidential information) 


Confidentiality 
Access to worker file, P.D. 1 (confidentiality) 
Access to worker file, s. 77 (confidentiality) 
*Confidentiality 


Conflict 
Adjournment (conflict of interest) 
Conflict of interest 
Credibility (conflict with other witnesses) 
Evidence (witness) (conflict of interest) 
Parties (representation) (conflict of interest) 


Congenital 
*Preexisting condition(arthrogryposis multiplex congenital) 
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Congenital 
Aggravation (preexisting condition) (disc, congenital malformation) 
*Preexisting condition (disc, congenital anomaly) 


Conjunctivitis 
Conjunctivitis 
*Eye condition (conjunctivitis) 


Consequences 
Access to worker file, P.D. 1 (adverse consequences of disclosure) 
*Consequences of injury 
Consequences of injury (altered gait) 
Consequences of injury (altered gait) (brace) 
Consequences of injury (hypertension) 
Consequences of injury (iatrogenic illness) 
Consequences of injury (iatrogenic illness) (hearing aid) 
Consequences of injury (iatrogenic illness) (medication) 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic) 
Consequences of injury (iatrogenic illness) (medication) (chymopapain) 
Consequences of injury (iatrogenic illness) (medication) (diazepam) 
Consequences of injury (iatrogenic illness) (medication) (nausea) 
Consequences of injury (iatrogenic illness) (medication) (renal failure) 
Consequences of injury (iatrogenic illness) (medication) (tinnitus) 
Consequences of injury (iatrogenic illness) (medication) (ulcer) 
Consequences of injury (iatrogenic illness) (treatment) 
Consequences of injury (iatrogenic illness) (treatment) (chiropractic manipulation) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Consequences of injury (iatrogenic illness) (treatment) (TENS) 
Consequences of injury (iatrogenic illness) (treatment) (traction) 
Consequences of injury (insomnia) 
Consequences of injury (osteoporosis) 
Consequences of injury (residual weakness) 
Consequences of injury (suicide) 
Consequences of injury (thrombosis) 
Consequences of injury (torticollis) 


Consider 
Jurisdiction, constitutional (obligation to consider constitutional issues) 


Consideration 
Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
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Considering 
Availability for employment (considering self totally disabled) 
Rehabilitation (considering self totally disabled) 
Rehabilitation (considering self totally disabled) (Canada Pension Plan) 
Rehabilitation, vocational (considering self totally disabled) 


Consistent 
Medical report (consistent diagnosis) 


Consolidation 
Adjournment (consolidation of hearings) 
*Procedure (consolidation) 


Constituent 
Medical report (DRC discharge report) (conclusion vs constituent reports) 


Constitution 
Procedure (reconsideration) (constitution of panel) 


Constitutional 
*Constitutional law 
*Jurisdiction (constitutional) 
Jurisdiction, constitutional 
Jurisdiction, constitutional (federal worker) 
Jurisdiction, constitutional (obligation to consider constitutional issues) 
Jurisdiction, constitutional (territorial) 


Construction 
Board Directives and Guidelines (construction industry worker) 
Class of employer (road construction) 
** Construction 
Construction (drilling) (air track) 
Construction (labourer) 
Construction (new construction) 
Construction (wear and tear repair) 
Independent operator (construction) 


Contemporaneity 
*Contemporaneity 
In the course of employment (contemporaneity) 
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Continuing 
Continuing entitlement 


Continuity 
**Continuity (of complaint) 
**Continuity (of symptoms) 
Continuity (of symptoms) (life disruption) 
**Continuity (of treatment) 
Credibility (continuity) 


Continuous 
Board Directives and Guidelines (tinnitus) (continuous) 


Contract 
Section 15 application (action for breach of contract) 
Worker (contract of service) 
Worker (contract of service) (employment relationship) 
Worker (contract of service) (prisoner) 
Worker (contract of service) (spouse) 


YY 


Contractor 
*Contractor 


Contracture 
Dupuytren’s contracture 


Contribution 
Damages, contribution or indemnity 
*Significant contribution 
Significant contribution (of compensable accident to condition) 
Significant contribution (of compensable accident to development of condition) 
Significant contribution (of compensable accident to disability) 
Significant contribution (of compensable accident to ongoing disability) 
Significant contribution (of compensable accident to psychological condition) 
Significant contribution (of compensable accident to subsequent disability) 
Significant contribution (of compensable injury to psychological condition) 
Significant contribution (of compensable injury to subsequent disability) 
Significant contribution (of employment to development of condition) 
Significant contribution (of employment to disability) 
Significant contribution (of employment to disablement) 
Significant contribution (of employment to industrial disease) 
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Contribution continued: 


Significant contribution (of employment to injury) 

Significant contribution (of employment to ongoing condition) 
Significant contribution (of injury to death) 

Significant contribution (of treatment to development of condition) 


Contributory 
*Contributory negligence 


Control 
Board Directives and Guidelines (treatment control) (chiropractors) 
Board Directives and Guidelines (treatment control) (refusal of treatment) 
Worker (test) (control test) 


Conversion 
Causation (conversion neurosis) 
Conversion neurosis 
Conversion neurosis (blindness) 
*Psychiatric condition (conversion disorder) 
*Psychiatric condition (conversion hysteria) 


Cooperation 
Availability for employment (cooperation) 
Availability for employment (cooperation with vocational rehabilitation) 
Rehabilitation (cooperation) 
Rehabilitation (cooperation) (relocation) 
Rehabilitation, medical (cooperation) 
Rehabilitation, vocational (cooperation) 
Rehabilitation, vocational (cooperation) (economic conditions) 
Rehabilitation, vocational (cooperation) (pregnancy) 
Rehabilitation, vocational (cooperation) (vacation) 


Corneal 
Herpetic ulcer (corneal) 


Corporate 
Corporation (piercing corporate veil) 
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Corporation 
*Corporation 
Corporation (amalgamation) 
Corporation (piercing corporate veil) 
*Municipal Corporation, Board or Commission 


Correctional 
Correctional officer (young offenders) 


Correctness 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (good reason to doubt correctness) (bias) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 
Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
Leave to appeal (good reason to doubt correctness) (credibility) 
Leave to appeal (good reason to doubt correctness) (delegation of authority) 
Leave to appeal (good reason to doubt correctness) (discretion, Board) 
Leave to appeal (good reason to doubt correctness) (evidence to support Appeal Board 
conclusion) 
Leave to appeal (good reason to doubt correctness) (minor error) 
Leave to appeal (good reason to doubt correctness) (oversight) 
Leave to appeal (good reason to doubt correctness) (subsequent Board decision) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (good reason to doubt correctness) (test) 


Corroboration 
Evidence (corroboration) 


Cortisone 
Medical treatment (cortisone injections) 


Cost (s) 
Administrative Fund (transfer of costs) 
*Issue in dispute (transfer of costs) 
*Jurisdiction (powers of Tribunal) (costs) 
Jurisdiction, Tribunal (transfer of costs) 
Second Injury and Enhancement Fund (transfer of costs) 
**Transfer of costs 
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Costochondritis 
*Chest (costrochondritis) 


Counsel 
Procedure (submissions) (Tribunal Counsel) 
**Tribunal Counsel 


Counselling 
Rehabilitation (financial counselling) 


Counsellor 
Summons (to rehabilitation counsellor) 


Courier (s) 
Independent operator (couriers) 
**Transportation industry (couriers) 


Course 
* Arising out of and in the course of employment 
Board Directives and Guidelines (in the course of employment) (repairing own 
equipment) 
*Employment (in the course of) 
In the course of employment 
In the course of employment (access roads) 
In the course of employment (assault) 
In the course of employment (benefit to the employer) 
In the course of employment (break) 
In the course of employment (contemporaneity) 
In the course of employment (distinct departure test) 
In the course of employment (dual purpose test) 
In the course of employment (employer’s premises) 
In the course of employment (employment relationship) 
In the course of employment (fighting) 
In the course of employment (horseplay) 
In the course of employment (lunch) 
In the course of employment (multi-storey buildings) 
In the course of employment (overnight accommodation) 
In the course of employment (parking lots) 
In the course of employment (pathways) 
In the course of employment (personal activity) 
In the course of employment (predominant risk test) 
In the course of employment (proceeding to and from work) 
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Course continued: 


In the course of employment (proceeding to and from work) (employer’s vehicle) 
In the course of employment (reasonably incidental activity test) 

In the course of employment (recreational activity) 

In the course of employment (repairing own equipment) 

In the course of employment (residential employees) 

In the course of employment (status) 

In the course of employment (takes self out of employment) 

In the course of employment (takes self out of employment) (dangerous driving) 
In the course of employment (takes self out of employment) (drug abuse) 

In the course of employment (takes self out of employment) (intoxication) 

In the course of employment (takes self out of employment) (misconduct) 

In the course of employment (termination of employment) 

In the course of employment (travelling) 

In the course of employment (work relatedness test) 

*Travelling (injury in the course of) 


Court 
Charter of Rights (court of competent jurisdiction) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (substantial new evidence) (subsequent court decision) 


Coverage 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 
**Personal coverage 
Personal coverage (commencement) 
Personal coverage (discontinuance) 


Cramp 
Stress (writers’ cramp) 


Credibility 
**Credibility 
Credibility (conflict with other witnesses) 
Credibility (continuity) 
Credibility (delay) 
Credibility (lay off) 
Leave to appeal (good reason to doubt correctness) (credibility) 
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Cross-questioning 
*Cross-questioning 
Cross-questioning (limits) 
Cross-questioning (no direct evidence) 


Cuff 
Aggravation (preexisting condition) (degeneration) (rotator cuff) 
Aggravation (preexisting condition) (tendonitis) (rotator cuff) 
*Shoulder condition (rotator cuff tear) 
Tear (rotator cuff) 


Cumulative 
Leave to appeal (cumulative grounds) 


Cyst 
Aggravation (preexisting condition) (cyst) (pilonidal) 
Cyst (Baker’s) 
Cyst (pilonidal) 
Recurrences (preexisting condition) (cyst) (pilonidal) 


Cystic 
Aggravation (preexisting condition) (cystic lesion) 


Damage (s) 
Brain damage 
*Damages 
Damages (against Board) 
Damages, contribution or indemnity 
Jurisdiction, Tribunal (damages) 
Section 15 application (property damage) 
Words and phrases (right of action for damages, s. 8(9)) 


Dampness 
Disablement (working conditions) (dampness) 


Dangerous 
In the course of employment (takes self out of employment) (dangerous driving) 
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Date 
Adjournment (peremptory hearing date) 
*Benefits (date of commencement) 


De novo 
**Hearing (de novo) 


de Quervain’s 
Tenosynovitis (de Quervain’s disease) 


Dealt 
*Jurisdiction (power of Tribunal) (WCB implicitly dealt with issue) 
Jurisdiction, Tribunal (Board implicitly dealt with issue) 


Death 
*Death 
Death (maintenance of claim by estate) 
Death (maintenance of claim by estate) (commutation) 
Death (suicide) 
Dependency benefits (death results from an injury) 
Pensions (lump sum) (accrual after death) 
Significant contribution (of compensable injury to death) 


Debt 
Commutation (debt liquidation) 
Commutation (debt liquidation) (bankruptcy) 
Commutation (debt liquidation) (business loan) 
Commutation (debt liquidation) (farm) 
Commutation (debt liquidation) (home mortgage) 
Commutation (debt liquidation) (psychiatric report) 
Commutation (debt liquidation) (overpayment) 


Decision (s) 
Appendix (to decision) 
Availability for employment (reassessment of negative decision) (onus of proof) 
Availability for employment (reassessment of negative decision) (standard of proof) 
*Decisions, orders or rulings of the Board 
*Decisions, orders or rulings of the Board (nullity) 
Evidence (admissibility) (Board decision) 
Evidence (testimony from other decision) 
Jurisdiction, Board (reconsideration of Appeal Board decision) 
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Decision (s) continued: 


*Jurisdiction (powers of Tribunal) (expedited WCB decision requested) 
Jurisdiction, Tribunal (final decision of Board) 
Jurisdiction, Tribunal (final decision of Board) (decision of Commissioner) 
Jurisdiction, Tribunal (final decision of Board) (decision of Ombudsman Administrator) 
Jurisdiction, Tribunal (final decision of Board) (previous employment) 
Jurisdiction, Tribunal (final decision of Board) (reconsideration of Appeal Board 
decision) 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Leave to appeal (good reason to doubt correctness) (subsequent Board decision) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (substantial new evidence) (subsequent Board decision) 
Leave to appeal (substantial new evidence) (subsequent court decision) 
Procedure (addendum) (clarification of decision) 

**Procedure (interim decision) 
Procedure (submissions) (decision reviews) 
Reconsideration (clarification of decision) 
Rehabilitation (reassessment of negative decision) (onus of proof) 
Rehabilitation (reassessment of negative decision) (standard of proof) 
Section 86n (decision tums upon) 


Deductions 
Deductions (vacation pay) 
*Wages (deductions) 


Deemed 
Worker (deemed) 


Deep 
Thrombosis (deep venous) 


Definition 
Accident (definition of) 
Accident (definition of) (effects of disciplinary actions) 
**Employer (definition of) 


Deformity 
Preexisting condition (varus deformity) 
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Degeneration 
Aggravation (preexisting condition) (degeneration) 
Aggravation (preexisting condition) (degeneration) (knee) 
Aggravation (preexisting condition) (degeneration) (meniscus) 
Aggravation (preexisting condition) (degeneration) (rotator cuff) 
Aggravation (preexisting condition) (disc, degeneration) 
Aggravation (preexisting condition) (disc, degeneration) (asymptomatic) 
Aggravation (preexisting condition) (disc, degeneration) (cervical) 
Aggravation (preexisting condition) (disc, degeneration) (lumbar) 
Aggravation (preexisting condition) (disc, degeneration) (lumbosacral) 
Aggravation (preexisting condition) (disc, degeneration) (symptomatic) 
Causation (disc, degeneration) 
Disc, degeneration 
Disc, degeneration (cervical) 
Disc, degeneration (lumbar) 
Disc, degeneration (lumbosacral) 
Medical opinion (disc, degeneration) 
Preexisting condition (disc, degeneration) 
Preexisting condition (disc, degeneration) (cervical) 


Degenerative 
*Medical opinion (degenerative disc disease) 
*Preexisting condition (disc, degeneration) 


Degree 
Degree of earnings impairment 
Degree of earnings impairment (cognitive impairnient) 


Delay 
Credibility (delay) 
*Delay 
Delay (appeal) 
Delay (claim) 
Delay (diagnosis) 
Delay (onset of symptoms) 
Delay (reporting injury) 
Delay (section 15 application) 
Delay (treatment) 


Delegation 
Leave to appeal (good reason to doubt correctness) (delegation of authority) 
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Deleted 
*Access to WCB file (medical information) (material deleted) 


Deletion 
Access to worker file, P.D. 1 (deletion of material) 
Access to worker file, s. 77 (deletion of material) 


Demerit 
*Demerit rating 


Denied 
*Access to WCB file (medical information) (access denied) 


Dental 
*Health care (dental) 
Health care (dental aid) 
Medical opinion (dental implants) 


Dentures 
* Artificial apparatus, appliance, limb, member (dentures) 


Departure 
*Distinct departure test 
In the course of employment (distinct departure test) 


Dependable 
Board Directives and Guidelines (commutation) (dependable source of income) 


Dependant (s) 
*Dependant 
Dependants 
Dependants (foreign) 
Jurisdiction, Tribunal (section 15) (dependants) 
Out of province (dependants) 
Words and phrases (dependants, s. 1(1)(f)) 
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Dependency 
Dependency benefits (death results from an injury) 
Dependency benefits (remarriage) 


Depression 
Depression 
*Mental disorder (depression) 
Pensions (assessment) (depression) 
Preexisting condition (depression) 


Derivative 
* Action (derivative) 
Derivative action 
Jurisdiction, Tribunal (section 15) (derivative actions) 


Dermatitis 
Aggravation (preexisting condition) (dermatitis) 
Dermatitis 
*Skin condition (dermatitis) 


Description 
*Case Description 
*Evidence (admissibility of case description) 
Evidence (description of accident) (earlier version preferred) 
Evidence (inconsistencies) (description of accident) 
Intervenors (access to Case Description) 


Detachment 
Retinal detachment 


Deteriorating 
**Deteriorating conditions 


Determination 
Section 86n (binding nature of determination) 


Detrimental 
Detrimental reliance 
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Development 
Significant contribution (of compensable accident to development of condition) 
Significant contribution (of employment to development of condition) 
Significant contribution (of treatment to development of condition) 


Diabetes 
*Diabetes 
Preexisting condition (diabetes) 


Diagnosis 
Delay (diagnosis) 
Medical report (certainty of diagnosis) 
Medical report (consistent diagnosis) 
Medical report (varying diagnosis) 


Diamond 
Mining (drilling) (diamond) 


Diaper 
Independent operator (diaper service driver) 


Diazepam 
Consequences of injury (iatrogenic illness) (medication) (diazepam) 


Diesel 
Exposure (diesel fumes) 


Diisocyanate 
Exposure (toluene diisocyanate) 


Dioxide 
Exposure (carbon dioxide) 
Medical opinion (carbon dioxide) 
*Sulphur dioxide 


Diplopia 
Diplopia 
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Direct 
Cross-questioning (no direct evidence) 


Direction (s) 

**Case Direction Panel 

*Jurisdiction (powers of Tribunal) (referrals to WCB with directions) 
Jurisdiction, Tribunal (direction to Board) 
Orders (directions) 
Procedure (Practice Direction No. 1) 
Procedure (Practice Direction No. 4) 
Procedure (Practice Direction No. 9) 


Directives 
Board Directives and Guidelines (adjudication) (medical treatment) 
Board Directives and Guidelines (apportionment) 
Board Directives and Guidelines (attendance allowance) 
Board Directives and Guidelines (cancer) (gastrointestinal) (standard of review) 
Board Directives and Guidelines (cardiac conditions) 
Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 
Board Directives and Guidelines (chronic pain) 
Board Directives and Guidelines (chronic pain) (Rating Schedule) 
Board Directives and Guidelines (class of employer) 
Board Directives and Guidelines (commutation) 
Board Directives and Guidelines (commutation) (dependable source of income) 
Board Directives and Guidelines (commutation) (rehabilitative measure) 
Board Directives and Guidelines (commutation) (retirement) 
Board Directives and Guidelines (Commutation) (standard of review) 
Board Directives and Guidelines (commutation) (ten per cent pension) 
Board Directives and Guidelines (construction industry worker) 
Board Directives and Guidelines (disablement) 
Board Directives and Guidelines (earnings basis) 
Board Directives and Guidelines (earnings basis) (overtime) 
Board Directives and Guidelines (earnings basis) (whirlpool) 
Board Directives and Guidelines (employer’s premises) 
Board Directives and Guidelines (fibromyalgia) 
Board Directives and Guidelines (fighting) 
Board Directives and Guidelines (gold miners) 
Board Directives and Guidelines (health care) (glasses) 
Board Directives and Guidelines (hearing loss) (hearing aid) 
Board Directives and Guidelines (hearing loss) (individual susceptibility) 
Board Directives and Guidelines (horseplay) 
Board Directives and Guidelines (in the course of employment) (repairing own 
equipment) 
Board Directives and Guidelines (logging industry workers) 
Board Directives and Guidelines (maintenance allowance) (calculation) 
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Directive (s) continued: 


Board Directives and Guidelines (parking lots) 

Board Directives and Guidelines (partial disability benefits) 

Board Directives and Guidelines (partial disability benefits) (suitable employment) 
Board Directives and Guidelines (penalty assessments) 

Board Directives and Guidelines (penalty assessments) (charitable organization) 
Board Directives and Guidelines (penalty assessments) (distortions) 

Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 
Board Directives and Guidelines (penalty assessments) (homogeneous rate group) 
Board Directives and Guidelines (pensions) (assessment) 

Board Directives and Guidelines (pensions) (enhancement factor) 

Board Directives and Guidelines (pensions) (preexisting condition) 

Board Directives and Guidelines (pensions) (provisional) 

Board Directives and Guidelines (permanent disability) (impotence) 

Board Directives and Guidelines (psychotraumatic disability) (five year guideline) 
Board Directives and Guidelines (retroactivity) 

Board Directives and Guidelines (SIEF) (psychological condition) 

Board Directives and Guidelines (SIEF) (severity of accident) 

Board Directives and Guidelines (standard of review) 

Board Directives and Guidelines (supplements, older worker) 

Board Directives and Guidelines (supplements, temporary) 

Board Directives and Guidelines (supplements, temporary) (extension) 

Board Directives and Guidelines (supplements, temporary) (policy change) 

Board Directives and Guidelines (temporary partial disability) 

Board Directives and Guidelines (temporary partial disability) (Canada Pension Plan) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 

Board Directives and Guidelines (tinnitus) 

Board Directives and Guidelines (tinnitus) (continuous) 

Board Directives and Guidelines (tinnitus) (severity) 

Board Directives and Guidelines (tinnitus) (unusual circumstances) 

Board Directives and Guidelines (transportation industry) (taxi driver) 

Board Directives and Guidelines (treatment control) (chiropractors) 

Board Directives and Guidelines (treatment control) (refusal of treatment) 

Board Directives and Guidelines (white finger disease) 


Disabilities 
*Multiple disabilities 


Disability 
Access to worker file, s. 77 (issue in dispute) (temporary disability benefits) 
* Assessment (of disability) 
Board Directives and Guidelines (earnings basis) (permanent disability) 
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Disability continued: 


Board Directives and Guidelines (partial disability benefits) 
Board Directives and Guidelines (partial disability benefits) (suitable employment) 
Board Directives and Guidelines (permanent disability) (impotence) 
Board Directives and Guidelines (psychotraumatic disability) (five year guideline) 
Board Directives and Guidelines (temporary partial disability) 
Board Directives and Guidelines (temporary partial disability) (Canada Pension Plan) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 
Disability 
Disability (continuing) 
Disability (disabled from working) 
Disability (disabled from working) (doctor’s recommendation) 
Disability (length of recovery) 
*Disability (permanent) 
*Disability (temporary) 
Earnings basis (permanent disability) 
Earnings basis (temporary disability) 
*Issue in dispute (disability) 
*Issue in dispute (extent of disability) 
*Issue in dispute (ongoing disability) 
*Lump sum (permanent disability) 
*Partial disability 
Pensions (assessment) (psychiatric disability) 
Pensions (assessment) (psychotraumatic disability) 
*Pensions (disability) 
*Pensions (disability) (assessment) 
*Pensions (disability) (calcualtion of) 
Permanent disability 
Permanent disability (disfigurement) 
Permanent disability (hearing loss) 
Permanent disability (lead exposure) 
Permanent disability (loss of body part) 
*Preexisting condition (psychiatric disability) 
Psychotraumatic disability 
Psychotraumatic disability (no physical injury) 
Significant contribution (of compensable accident to disability) 
Significant contribution (of compensable accident to subsequent disability) 
Significant contribution (of compensable injury to subsequent disability) 
Significant contribution (of employment to disability) 
Temporary disability (beyond pension level) 
**Temporary partial disability 
Temporary partial disability (level of benefits) 
Temporary partial disability (level of benefits) (retirement) 
Temporary partial disability (wage loss benefits) (loss of bonus) 
Temporary partial disability (wage loss benefits) (loss of overtime) 
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Disability continued: 


Temporary partial disability (wage loss benefits) (self-employed worker) 
Temporary partial disability (wage loss supplements) 

*Temporary total disability 

Temporary total disability (commencement of benefits) 

Temporary total disability (retirement) 

*Total disability 

Words and phrases (disability) 


Disabled 


Availability for employment (considering self totally disabled) 
Availability for employment (disabled by non-compensable condition) 
Disability (disabled from working) 

Disability (disabled from working) (doctor’s recommendation) 
Rehabilitation (considering self totally disabled) 

Rehabilitation (considering self totally disabled) (Canada Pension Plan) 
Rehabilitation, vocational (considering self totally disabled) 


Disablement 


Board Directives and Guidelines (disablement) 


**Disablement 


Disc 


Disablement (awkward position) 

Disablement (change in work) 

Disablement (exposure) 

Disablement (interpretation) 

Disablement (mircotrauma) 

Disablement (nature of work) 

Disablement (repetitive work) 

Disablement (stress) 

Disablement (strenuous work) 

Disablement (unaccustomed strain) 

Disablement (vibration) (tools) 

Disablement (vibration) (vehicular) 

Disablement (working conditions) 

Disablement (working conditions) (dampness) 
Disablement (working conditions) (draught) 
Disablement (working conditions) (ventilation system) 
Significant contribution (of employment to disablement) 


Aggravation (compensable injury) (disc, herniated) 
Aggravation (compensable injury) (disc, protruding) 
Aggravation (preexisting condition) (disc, congenital malformation) 
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Disc continued: 


Aggravation (preexisting condition) (disc, degeneration) 
Aggravation (preexisting condition) (disc, degeneration) (asymptomatic) 
Aggravation (preexisting condition) (disc, degeneration) (cervical) 
Aggravation (preexisting condition) (disc, degeneration) (lumbar) 
Aggravation (preexisting condition) (disc, degeneration) (lumbosacral) 
Aggravation (preexisting condition) (disc, degeneration) (symptomatic) 
*Back conditions (degenerative disc disease) 

*Back conditions (dise conditions) 

*Back conditions (disc lesion) 

Causation (disc, degeneration) 

Disc, bulging 

Disc, bulging (lumbar) 

Disc, degeneration 

Disc, degeneration (cervical) 

Disc, degeneration (lumbar) 

Disc, degeneration (lumbosacral) 

Disc, fused 

Disc, herniated 

Disc, herniated (lumbar) 

Disc, protruding 

*Medical opinion (degenerative disc disease) 

Medical opinion (disc, degeneration) 

Medical opinion (disc, herniated) 

*Neck condition (disc condition) 

*Neck condition (disc disease) 

*Neck condition (disc lesion) 

*Preexisting condition (degenerative disc disease) 

*Preexisting condition (disc condition) 

Preexisting condition (disc, congenital anomaly) 

Preexisting condition (disc, degeneration) 

Preexisting condition (disc, degeneration) (cervical) 

Recurrences (compensable injury) (disc, protruding) 

Recurrences (preexisting condition) (disc condition) 


Discharge 
Medical report (DRC discharge report) (conclusion vs constituent reports) 


Disciplinary 
Accident (definition of) (effects of disciplinary actions) 
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Disclosure (s) 

* Access to WCB file (medical information) (subsequent disclosure) 
Access to worker file, P.D. 1 (adverse consequences of disclosure) 
Access to worker file, P.D. 1 (subsequent disclosure) 

Access to worker file, s. 77 (subsequent disclosure) 

*Disclosure of information 
Natural justice (disclosure of evidence) 

Procedure (disclosure of evidence) 


Discontinuance 
Personal coverage (discontinuance) 


Discovery 
Evidence (inconsistencies) (examination for discovery) 


Discretion 

Discretion, Board 
Discretion, Board (apportionment) 
Discretion, Board (attendance allowance) 
Discretion, Board (commutation) 

) Discretion, Board (employer assessment) (fettering) 
Discretion, Board (experience rating) 
Discretion, Board (experience rating) (fettering) 
Discretion, Board (experience rating) (standard of review) 
Discretion, Board (pension assessment) (fettering) 
Discretion, Board (supplements) 
Discretion, Board (supplements) (standard of review) 
Discretion, Board (supplements, older worker) 
Discretion, Board (supplements, temporary) 
*Discretion of Board 
Leave to appeal (good reason to doubt correctness) (discretion, Board) 


Disease 

Aggravation (compensable condition) (white finger disease) 
Aggravation (preexisting condition) (vascular disease) 
Apportionment (industrial disease) 

*Back conditions (degenerative disc disease) 
Buerger’s disease 
Board Directives and Guidelines (white finger disease) 

**Chronic obstructive lung disease 

*Disease 

*Dupuytren’s disease 
Grave’s disease 
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Disease continued: 


*Hand (vasospastic disease) 
Hemophilia (Christmas disease) 
*Industrial disease 
Industrial disease (asbestosis) 
*Industrial disease (bronchitis) 
*Industrial disease (bursitis) 
Industrial disease (cancer) (lung) 
Industrial disease (characteristic of occupation) 
*Industrial disease (eye condition) 
*Industrial disease (lung cancer) 
*Industrial disease (lung disease) — 
Industrial disease (lymphoma) (malignant) 
*Industrial disease (mesothelioma) 
*Industrial disease (neck condition) 
Industrial disease (poisoning) (cadmium) 
Industrial disease (poisoning) (chlorinated hydrocarbons) 
Industrial disease (poisoning) (lead) 
Industrial disease (poisoning) (mercury) 
Industrial disease (poisoning) (zinc) 
*Industrial disease (phosphorus) 
Industrial disease (Schedule 1 and 2 employers) 
*Industrial disease (silicosis) 
*Industrial disease (skin condition) 
*Industrial disease (tennis elbow) 
Industrial disease (tenosynovitis) 
Industrial disease (threshold issue) 
Industrial disease (vibrations) (vehicular) 
*Industrial disease (white finger disease) 
Industrial Disease Standards Panel (gold miners) 
*Issue in dispute (industrial disease) 
*Lung condition (obstructive pulmonary disease) 
Medical opinion (chronic obstructive lung disease) 
*Medical opinion (degenerative disc disease) 
Medical opinion (heart attack) (respiratory disease) 
*Medical opinion (white finger disease) 
Meniere’s disease 
Motor neuron disease 
*Neck condition (disc disease) 
Notice of accident (industrial disease) 
Osgood-Schlatter’s disease 
Pensions (AMA Guides) (peripheral vascular disease) 
Pensions (AMA Guides) (respiratory disease) 
Pensions (assessment) (white finger disease) 
Preexisting condition (Christmas disease) 
*Preexisting condition (degenerative disc disease) 
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Disease continued: 


Preexisting condition (Paget’s disease) 
Preexisting condition (Scheuermann’s disease) 
**Preexisting condition (vascular disease) 
*Respiratory disease 
Scheuermann’s disease 
Significant contribution (of employment to industrial disease) 
Tenosynovitis (de Quervain’s disease) 
Vascular disease 
White finger disease 
Words and phrases (disease, s. 122) 


Disfigurement 
*Disfigurement 
Pensions (assessment) (disfigurement) 
Permanent disability (disfigurement) 


Dislocation 
Aggravation (preexisting condition) (dislocation) (shoulder) 
*Dislocation of bones 
Dislocation (shoulder) 
Preexisting condition (dislocation) (shoulder) 
*Shoulder condition (dislocation) 


Disorder 
*Mental disorder 
*Mental disorder (anxiety) 
*Mental disorder (depression) 
*Mental disorder (hypochondriasis) 
*Mental disorder (nervousness) 
*Mental disorder (neurosis) 
*Mental disorder (paranoid schizophrenia) 
*Mental disorder (phobia) 

Post-traumatic stress disorder 
*Preexisting condition (mental disorder) 
*Psychiatric condition (conversion disorder) 
*Psychogenic pain disorder 


Displaced 
*Shoulder condition (displaced clavicle) 
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Dispute 
Access to worker file, P.D. 1 (issue in dispute) (SIEF) 
Access to worker file, s. 77 (issue in dispute) 
Access to worker file, s. 77 (issue in dispute) (bona fides) 
Access to worker file, s. 77 (issue in dispute) (commutation) 
Access to worker file, s. 77 (issue in dispute) (initial entitlement) 
Access to worker file, s. 77 (issue in dispute) (overpayment) 
Access to worker file, s. 77 (issue in dispute) (particulars) 
Access to worker file, s. 77 (issue in dispute) (relevance) 
Access to worker file, s. 77 (issue in dispute) (relevance) (new information) 
Access to worker file, s. 77 (issue in dispute) (relevance) (prior claim files) 
Access to worker file, s. 77 (issue in dispute) (SIEF) 
Access to worker file, s. 77 (issue in dispute) (subsequent reports) 
Access to worker file, s. 77 (issue in dispute) (temporary disability benefits) 
Access to worker file, s. 77 (issue in dispute) (vocational rehabilitation) 
*Issue in dispute 
*Issue in dispute (accident) 
*Issue in dispute (aggravation of injury) 
*Issue in dispute (amalgamation of claims) 
*Issue in dispute (availability for employment) 
*Issue in dispute (disability) 
*Issue in dispute (entitlement) 
*Issue in dispute (extent of disability) 
*Issue in dispute (hearing of appeal cancelled) 
*Issue in dispute (industrial disease) 
*Issue in dispute (ongoing disability) 
*Issue in dispute (pension) 
*Issue in dispute (preexisting condition) 
*Issue in dispute (recurrence) 
*Issue in dispute (SIEF) 
*Issue in dispute (suitable employment) 
*Issue in dispute (transfer of costs) 
*Issue in dispute (wilful misconduct) 


Disruption 
Chronic pain (marked life disruption) 
Continuity (of symptoms) (life disruption) 
Pensions (marked life disruption) 


Dissociation 
*Wrist (scapho-lunate dissociation) 
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Distinct 
*Distinct departure test 
In the course of employment (distinct departure test) 


Disorder 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic disorder) 


Disqualification 
*Procedure (Appeal Board) (resignation or disqualification of Commissioner) 


Distortion (s) 
Board Directives and Guidelines (penalty assessments) (distortions) 
Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 


Distributor 
Independent operator (auto parts distributor) 
Independent operator (newspaper distributor) 


Dizziness 
Dizziness 


Doctor (s) 
**Board doctors 
Disability (disabled from working) (doctor’s recommendation) 
Medical report (opinion of Board doctor preferred) 
Medical report (opinion of treating doctor preferred) 
Procedure (section 86h) (communication with doctor) 
Summons (to Board doctor) 


Doctrine 
Causation (thin skull doctrine) 
*Preexisting condition (thin skull doctrine) 


Document (s) 
*Documents 
*Evidence (proof of documents) 
*Jurisdiction (powers of Tribunal) (production of documents) 
Jurisdiction, Tribunal (production of documents) 
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Document (s) continued: 


Leave to appeal (substantial new evidence) (documents) 
Three week rule (documents) 


Domestic 
*Domestic servants 


Dominance 
Pensions (Rating Schedule) (dominance) 


Double 
*Eye condition (double vision) 


Doubt 
Benefit of the doubt 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (good reason to doubt correctness) (bias) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 
Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
Leave to appeal (good reason to doubt correctness) (credibility) 
Leave to appeal (good reason to doubt correctness) (delegation of authority) 
Leave to appeal (good reason to doubt correctness) (discretion, Board) 
Leave to appeal (good reason to doubt correctness) (evidence to support Appeal Board 
conclusion) 
Leave to appeal (good reason to doubt correctness) (minor error) 
Leave to appeal (good reason to doubt correctness) (oversight) 
Leave to appeal (good reason to doubt correctness) (subsequent Board decision) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (good reason to doubt correctness) (test) 


Downside 
** Downside risk 


Draught 
Climate (draught) 
Disablement (working conditions) (draught) 
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DRC 
Medical report (DRC discharge report) (conclusion vs. constituent reports) 


Drill 
Mining (drilling) (fan drill operator) 


Drilling 
Construction (drilling) (air track) 
Mining (drilling) (diamond) 
Mining (drilling) (fan hole operator) 
Mining (drilling) (long hole) 
Mining (gold) (raise drilling) 


Driver 
Board Directives and Guidelines (transportation industry) (taxi driver) 
Independent operator (diaper service driver) 
Independent operator (taxi driver) 
Independent operator (tow truck driver) 
Independent operator (truck driver) 
Transportation industry (bus driver) 
Transportation industry (school bus driver) 
Transportation industry (truck driver) 


Driving 
In the course of employment (takes self out of employment) (dangerous driving) 


Droppings 
Exposure (pigeon droppings) 


Drug (s) 
Drug abuse 
*Drugs 
Health care (medical aid) (drugs) 
*Health care (prescription drugs) 
In the course of employment (takes self out of employment) (drug abuse) 


Drum 
*Ear condition (perforated ear drum) 
Pensions (assessment) (perforated ear drum) 
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Dual 
Class of employer (dual rates) 
Class of employer (dual rates) (organization test) 
In the course of employment (dual purpose test) 


Due 
Charter of Rights (due process) 
Due process 


Duodenal 
Aggravation (preexisting condition) (ulcer) (duodenal) 
Ulcer (duodenal) 


Dupuytren’s 
Dupuytren’s contracture 
*Dupuytren’s disease 


Duration 
*Duration of benefits 


During 
Worker (status during job search) 
Worker (status during medical appointment) 


Dust 
*Dust 
Exposure (cadmium dust) 
Exposure (dust) 
Exposure (grain dust) 
Exposure (sintering dust) 
Exposure (wood dust) 
Exposure (wood dust) (cedar) 
*Silica dust 


Duty 
Negligence (duty of care) 
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Dyaplasia 
*Hip (acetabular dyaplasia) 
*Preexisting condition (acetabular dyaplasia) 


Dysfunction 
Cerebellar dysfunction 
Temporo-mandibular joint dysfunction 


Dysphonia 
Dysphonia 


Dystrophy 
*Arm condition (sympathetic dystrophy) 
*Preexisting condition (muscular dystrophy) 
Sympathetic dystrophy 
Reflex sympathetic dystrophy 
Reflex sympathetic dystrophy (arm) 


Dysuria 
Aggravation (preexisting condition) (dysuria) 
Dysuria 


Ear 
*Ear condition (otitis externa) 
*Ear condition (perforated ear drum) 
*Ear condition (tinnitus) 
*Ear condition (vertigo) 
Pensions (assessment) (perforated ear drum) 


Earlier 
Evidence (description of accident) (earlier version preferred) 


Early 
Medical reports (early reports preferred) 


Earning (s) 
* Average earnings 
Board Directives and Guidelines (earnings basis) 
Board Directives and Guidelines (earnings basis) (overtime) 
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Earning (s) continued: 


Board Directives and Guidelines (earnings basis) (permanent disability) 
Degree of earnings impairment 
Degree of earnings impairment (cognitive impairment) 
*Earning capacity of worker 
*Earnings (basis) 
Earnings basis (aggravation) 
Earnings basis (average weekly earnings) 
Earnings basis (employer paid benefits) 
Earnings basis (escalation) 
Earnings basis (impractical to calculate) 
Earnings basis (inflation) 
Earnings basis (interpretation) 
Earnings basis (learner) 
Earnings basis (maximum) 
Earnings basis (nominal remuneration) 
Earnings basis (overtime) 
Earnings basis (permanent disability) 
Earnings basis (period of unemployment) 
Earnings basis (recurrences) 
Earnings basis (retroactive pay increase) 
Earnings basis (second accident) 
Earnings basis (short or casual employment) iC 
Earnings basis (subsidized wages) 
Earnings basis (temporary disability) 
Earnings basis (tips) 
Earnings basis (unemployment insurance benefits) 
Earnings basis (wage loss supplement) 
**Impairment of earning capacity 
Impairment of earning capacity (asymptomatic condition) 
Impairment of earning capacity (future wage loss) 
Impairment of earning capacity (loss of stomach) 
Impairment of earning capacity (loss of teeth) 
Words and phrases (earnings, s. 1(1)(i)) 
Words and phrases (earnings, s. 43(1)) 


Economic 
Rehabilitation, vocational (cooperation) (economic conditions) 
Section 15 application (economic loss) 


Edema 
*Lung condition (pulmonary edema) 
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Education 
*Education 


Effect (s) 
Accident (definition of) (effects of disciplinary actions) 


Effusion 
Effusion (knee) 


Elbow 
Aggravation (preexisting condition) (arthritis) (elbow) 
*Elbow 
*Elbow (golfer’s) 
*Elbow (tennis) 
*Industrial disease (tennis elbow) 
*Medical opinion (tennis elbow) 
Pensions (assessment) (elbows) 
*Preexisting condition (tennis elbow) 
*Repetitive strain injury (tennis elbow) 


Election 
**E lection 


Electrician 
*Electrician 


Eligibility 
Rehabilitation, vocational (eligibility) 
Rehabilitation, vocational (eligibility) (competitive unemployability) 
Rehabilitation, vocational (eligibility) (relinquishing employment on own volition) 


Embolism 
Causation (embolism) (pulmonary) 
Embolism (pulmonary) 


Emission (s) 
Exposure (coal tar emissions) 
Exposure (coke oven emissions) 
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Emphysema 
Emphysema 


Employee (s) 
*Employee (long term service) 
In the course of employment (residential employees) 
Worker (probationary employee) 


Employer (s) 

Access to worker file, s. 77 (employer) 
Arising out of employment (employer’s premises) 
Arising out of employment (takes self out of employment) (breach of agreement with 
employer) 

* Assessment of employers 
Assessment of employers (retroactivity) 
Assessment of employers (relief from additional sums) 
Available employment (offer from accident employer) 
Available employment (offer from employer) 
Availability for employment (offer from employer) 
Board Directives and Guidelines (class of employer) (industry test) 
Board Directives and Guidelines (employer’s premises) 

**Class of employer 
Class of employer (catering) 
Class of employer (dual rates) 
Class of employer (dual rates) (organization test) 
Class of employer (golf club) 
Class of employer (industry test) 
Class of employer (installation of heavy machinery) 
Class of employer (logging) 
Class of employer (manufacturing) (machinery) 
Class of employer (manufacturing) (plaster statuary) 
Class of employer (manufacturing) (pottery) 
Class of employer (mining) 
Class of employer (operation of apartment building) 
Class of employer (prospecting) 
Class of employer (retail mercantile business) 
Class of employer (road construction) 
Class of employer (supplier of non-clerical labour) 
Class of employer (wholesale operation) 
Discretion, Board (employer assessment) (fettering) 
Earnings basis (employer paid benefits) 

**Employer 

**Employer (definition of) 

*Employer (place of business) 
Employer (sale of business) 
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Employer continued: 


Employer (Schedule 1 and 2 employers) 
Employer (successor rights) 
In the course of employment (benefit to the employer) 
In the course of employment (employer’s premises) 
In the course of employment (proceeding to and from work) (employer’s vehicle) 
Industrial disease (Schedule 1 and 2 employers) 
Jurisdiction, Board (class of employer) 
Jurisdiction, Tribunal (class of employer) 
Medical examination (section 21) (selection by employer) 
Parties (of record) (previous employers) 
*Payroll of employer 
Penalties (employer out of operation) 
Place of business of employer 
Procedure (section 77) (no appeal by employer) 
**Registration of employers 
**Schedule 1 employer 
**Schedule 2 employer 
Section 15 application (workers of both employers) 
Travel expenses (employer) 


Employment 

* Airline employment 
* Arising out of and in the course of employment 
Arising out of employment 

Arising out of employment (added peril) 

Arising out of employment (assault) 

Arising out of employment (causation) 

Arising out of employment (employer’s premises) 
Arising out of employment (fighting) 

Arising out of employment (horseplay) 

Arising out of employment (instrument of added peril) 
Arising out of employment (intervening causes) 
Arising out of employment (intoxication) 

Arising out of employment (lunch) 

Arising out of employment (multi-storey buildings) 
Arising out of employment (multiple causes) 

Arising out of employment (parking lots) 

Arising out of employment (preexisting condition) 
Arising out of employment (reasonably incidental activity test) 
Arising out of employment (recreational activity) 
Arising out of employment (remote location) 

Arising out of employment (risk analysis) 

Arising out of employment (takes self out of employment) (breach of agreement with 
employer) 
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Employment continued: 


Arising out of employment (work relatedness test) 
** Available employment 
Available employment (crossing picket line) 
Available employment (offer from accident employer) 
Available employment (offer from employer) 
Available employment (plant shutdown) 
** Availability for employment 
Availability for employment (attending school) 
Availability for employment (considering self totally disabled) 
Availability for employment (cooperation) 
Availability for employment (cooperation with vocational rehabilitation) 
Availability for employment (disabled by non-compensable condition) 
Availability for employment (job search) 
Availability for employment (job search) (written record) 
Availability for employment (motivation) 
Availability for employment (offer from employer) 
Availability for employment (pregnancy) 
Availability for employment (reassessment of negative decision) (onus of proof) 
Availability for employment (reassessment of negative decision) (standard of proof) 
Availability for employment (refusing suitable work) 
Availability for employment (refusing suitable work) (personal reasons) 
Availability for employment (relocation) ¢ 
Availability for employment (strike) 
Availability for employment (trip outside of Ontario) 
Board Directives and Guidelines (in the course of employment) (repairing own 
equipment) 
Board Directives and Guidelines (partial disability benefits) (suitable employment) 
**Casual employment 
Earnings basis (short or casual employment) 
*Employment 
*Employment (concurrent) 
*Employment (in the course of) 
*Employment (nature of) 
*Employment (part-time) 
Employment (resignation) 
**Employment (retirement) 
Employment (seasonal) 
*Employment (usual place of) 
*Hospital employment 
*Hospital employment (nursing) 
*+Hospital employment (nursing assistant) 
*Hospital employment (orderly) 
*Hospital employment (patient assistant) 
In the course of employment 
In the course of employment (access roads) 
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Employment continued: 


In the course of employment (assault) 

In the course of employment (benefit to the employer) 

In the course of employment (break) 

In the course of employment (contemporaneity) 

In the course of employment (distinct departure test) 

In the course of employment (dual purpose test) 

In the course of employment (employer’s premises) 

In the course of employment (employment relationship) 

In the course of employment (fighting) 

In the course of employment (horseplay) 

In the course of employment (lunch) 

In the course of employment (overnight accommodation) 

In the course of employment (parking lots) 

In the course of employment (pathways) 

In the course of employment (personal activity) 

In the course of employment (predominant risk test) 

In the course of employment (proceeding to and from work) 

In the course of employment (proceeding to and from work) (employer’s vehicle) 
In the course of employment (reasonably incidental activity test) 

In the course of employment (recreational activity) 

In the course of employment (repairing own equipment) 

In the course of employment (residential employees) 

In the course of employment (status) 

In the course of employment (takes self out of employment) 

In the course of employment (takes self out of employment) (dangerous driving) 
In the course of employment (takes self out of employment) (drug abuse) 
In the course of employment (takes self out of employment) (intoxication) 
In the course of employment (takes self out of employment) (misconduct) 
In the course of employment (termination of employment) 

In the course of employment (travelling) 

In the course of employment (work relatedness test) 
*Issue in dispute (availability for employment) 
*Issue in dispute (suitable employment) 

Jurisdiction, Tribunal (final decision of Board) (previous employment) 
*Location (of employment) 

Nature of employment 
*Nursing home (employment in) 

Place of employment 
*Railway employment 

Rehabilitation, vocational (eligibility) (relinquishing employment on own volition) 
Significant contribution (of employment to development of condition) 
Significant contribution (of employment to disability) 

Significant contribution (of employment to disablement) 

Significant contribution (of employment to industrial disease) , 

Significant contribution (of employment to injury) 
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Employment continued: 


Significant contribution (of employment to ongoing condition) 
**Suitable employment 

Suitable employment (seniority) 

Suitable employment (suitable for workers capabilities) 

Suitable employment (suitable for workers capabilities) (personal 

characteristics of worker) 

Words and phrases (employment) 

Worker (contract of service) (employment relationship) 


Enhancement 

Board Directives and Guidelines (enhancement factor) 
Pensions (assessments) (enhancement factor) 
*Second Injury and Enhancement Fund 

*Second Injury and Enhancement Fund (history) 
Second Injury and Enhancement Fund (preexisting condition) 
Second Injury and Enhancement Fund (psychological condition) 
Second Injury and Enhancement Fund (psychological condition) (standard of 
proof) 

Second Injury and Enhancement Fund (severity of accident) 

Second Injury and Enhancement Fund (transfer of costs) 5 ¢ 


Entitlement 
Access to worker file, s. 77 (issue in dispute) (initial entitlement) 
Continuing entitlement 
*Entitlement 
Initial entitlement 
Issue in dispute (entitlement) 
Jurisdiction, Tribunal (section 15) (initial entitlement) 


Entrapment 
Nerve entrapment (ulnar) 


Enuresis 
Aggravation (preexisting condition) (enuresis) 
Enuresis 


Environmental 
Environmental hypersensitivity 
Medical opinion (environmental hypersensitivity) 
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Epicondylitis 
Aggravation (compensable injury) (epicondylitis) 
Epicondylitis 


Epidemiology 
*Epidemiology 


Epididymitis 
Epididymitis 
*Preexisting condition (epididymitis) 
*Urinary tract (epididymitis) 


Epilepsy 
Causation (epilepsy) 
Epilepsy 
*Preexisting condition (epilepsy) 


Epiphysis 
Preexisting condition (slipped femoral epiphysis) 


Equality 
Charter of Rights (equality rights) 
*Equality 


Equipment 


Board Directives and Guidelines (in the course of employment) (repairing own 


equipment) 
In the course of employment (repairing own equipment) 
Supplier of motor vehicle, machinery or equipment 


Supplier or motor vehicle, machinery or equipment (maintenance of equipment) 


Words and phrases (equipment, s. 8(10)) 


Ergonomics 
Medical opinion (VDT ergonomics) 


Error 


Leave to appeal (good reason to doubt correctness) (minor error) 


Natural justice (procedural error) 
Natural justice (procedural error) (full and fair hearing) 
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Error continued: 


Reconsideration (error of fact) 
Reconsideration (error of law) 
Reconsideration (jurisdictional error) 
Reconsideration (procedural error) (notice) 


Escalation 
Earnings basis (escalation) 


Escort (s) 
Health care (medical aid) (escorts) 


Essential 
*Hand (benign essential tremor) 
*Preexisting condition (benign essential tremor) 


Estate 
Death (maintenance of claim by estate) 
Death (maintenance of claim by estate) (commutation) 


Estoppel 
**Estoppel 


Etiology 
*Etiology 


Event 
**Chance event 
Chance event (interpretation) 


Evidence 
Adjournment (additional evidence) 
Adjournment (additional medical evidence) 
Adjournment (admission of evidence) 
Causation (medical evidence) 
Causation (medical evidence) (standard of proof) 
Causation (medical evidence) (standard of proof) (stress) 
Cross-questioning (no direct evidence) 
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Evidence continued: 


*Evidence 
*Evidence (admissibility of case description) 
**Evidence (admissibility after hearing) 
Evidence (admissibility) (Board decision) 
Evidence (autopsy) 
Evidence (circumstantial) 
Evidence (confidential information) 
Evidence (corroboration) 
Evidence (description of accident) (earlier version preferred) 
Evidence (hearsay) 
Evidence (inconsistencies) 
Evidence (inconsistencies) (description of accident) 
Evidence (inconsistencies) (examination for discovery) 
Evidence (inconsistencies) (reporting of accident) 
*Evidence (pre-accident state) 
Evidence (privacy of worker) 
*Evidence (private investigators) 
Evidence (privilege) 
*Evidence (proof of documents) 
Evidence (relevance) 
Evidence (similar fact) 
Evidence (statements) 
Evidence (testimony from other decision) 
*Evidence (three week rule) 
Evidence (unwitnessed accident) 
**Evidence (videotape) 
Evidence (weight) 
Evidence (witness) (conflict of interest) 
Jurisdiction, Tribunal (evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (evidence to support Appeal Board 
conclusion) 
*Leave to appeal (substantial new evidence) 
Leave to appeal (substantial new evidence) (affidavit) 
Leave to appeal (substantial new evidence) (documents) 
Leave to appeal (substantial new evidence) (medical literature) 
Leave to appeal (substantial new evidence) (medical report) 
Leave to appeal (substantial new evidence) (new Board policy) 
Leave to appeal (substantial new evidence) (subsequent Board decision) 
Leave to appeal (substantial new evidence) (subsequent court decision) 
Leave to appeal (substantial new evidence) (statement) 
Leave to appeal (substantial new evidence) (witness) 
Medical report (evidence of specialist preferred) 
Natural justice (disclosure of evidence) 
*Organic evidence of injury, none 
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Evidence continued: 


Parties (representation) (representative giving evidence) 
Presumptions (section 3) (some evidence test) 
Procedure (additional medical evidence) 

Procedure (disclosure of evidence) 

Procedure (post-hearing evidence) 

Reconsideration (new evidence) 

Reconsideration (new evidence) (test) 

Three week rule (witnesses) (summary of evidence) 


Examination 
Evidence (inconsistencies) (examination for discovery) 
Maximal medical rehabilitation (pension examination) 

**Medical examination 

Medical examination (section 21) 
Medical examination (section 21) (medical tests) 
Medical examination (section 21) (selection by employer) 
Medical examination (section 21) (standard of proof) 
Medical examination (section 86h) 
Medical examination (section 86h) (failure to attend) 


Exceptional 
Adjournment (exceptional circumstances) 


Exclusion 
Hearing (exclusion of parties) 
Hearing (exclusion of witness) 


Executive 
**Rxecutive officers 


Exertion 
Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 


Exostosis 
Exostosis (toe) 


Expedited 
* Jurisdiction (powers of Tribunal) (expedited WCB decision requested) 
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Expenses 

*Burial expenses 
Expenses (lost salary) 

**Travel expenses 
Travel expenses (employer) 
Travel expenses (job search) 
Travel expenses (to hearing) 
Travel expenses (to work) 
Travel expenses (treatment) 


Experience 
Discretion, Board (experience rating) 
Discretion, Board (experience rating) (fettering) 
Experience rating (CAD-7) 


Expert 
*Witness (expert) 


Explosion 
*Explosion 


Exposure 
Disablement (exposure) 
Exposure (ammonium nitrate) 
Exposure (anhydrous ammonia) 
Exposure (arsenic) 
Exposure (asbestos) 
Exposure (bacteria) 
Exposure (beta-naphthylamine) 
Exposure (cadmium dust) 
Exposure (carbon dioxide) 
Exposure (carbon monoxide) 
Exposure (chemicals) 
Exposure (chemical compounds) 
Exposure (chemical sealer) 
Exposure (chlorinated hydrocarbons) 
Exposure (chromium compounds) 
Exposure (coal tar emissions) 
Exposure (coke oven emissions) 
Exposure (diesel fumes) 
Exposure (dimethyl phsophonate) 
Exposure (dust) 
Exposure (formaldehyde) 
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Exposure continued: 


Exposure (freon) 

Exposure (fumes) 

Exposure (glutaraldehyde) 

Exposure (grain dust) 

Exposure (insecticide) 

Exposure (isocyanate fumes) 
Exposure (lead) 

Exposure (malathion) 

Exposure (mercury) 

Exposure (methyl dithiolo quinoxalin) 
Exposure (methyl ethyl ketone) 
Exposure (oil fumes) 

Exposure (oil mist) 

Exposure (perfume) 

Exposure (pesticide) 

Exposure (pigeon droppings) 
Exposure (polyvinyl acetate) 
Exposure (radon) 

Exposure (sintering dust) 

Exposure (solvents) (white gasoline) 
Exposure (stantex) « 
Exposure (sulphuric acid mist) 
Exposure (sulphur fumes) 

Exposure (toluene diisocyanate) 
Exposure (trichloroethane) 

Exposure (welding fumes) 

Exposure (wood dust) 

Exposure (wood dust) (cedar) 
Medical opinion (chromic mist exposure) 
Occupational Health & Safety Act (lead exposure) 
Permanent disability (lead exposure) 
*Preventative removal from exposure 


Extension 
Board Directives and Guidelines (supplements, temporary) (extension) 
Pensions (provisional) (extension) 


Extent 
*Issue in dispute (extent of disability) 


Externa 
*Ear condition (otitis externa) 
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Extrinsic 
Allergy (extrinsic allergic alveolitis) 


*Eye condition 

*Eye condition (cataract) 

*Eye condition (conjunctivitis) — 
*Eye condition (double vision) 
*Eye condition (glaucoma) 

*Eye condition (iridocyclitis) 
*Eye condition (iritis) 

*Eye condition (keratopathy) 
*Industrial disease (eye condition) 

Pensions (assessment) (eye) 

Pensions (Rating Schedule) (eye) 
**Preexisting condition (eye condition) 


Facial 
Medical opinion (atypical facial pain) 


Fact (s) 
Evidence (similar fact) 
Reconsideration (change in fact) 
Reconsideration (error of fact) 


Factor(s) 
Board Directives and Guidelines (pensions) (enhancement factor) 
Pensions (assessment) (enhancement factor) 
Rehabilitation (aid in getting worker back to work) (factors) 
**Secondary gain factors 


Failure 
Consequences of injury (iatrogenic illness) (medication) (renal failure) 
Medical examination (section 86h) (failure to attend) 


Fair 
Natural justice (procedural error) (full and fair hearing) 
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Family 
*Family Law Act 
*Family Law Reform Act 
**Member of the family 
Member of family (common law spouse) 


Fan 
Mining (drilling) (fan drill operator) 


Farm (ing) 
Commutation (debt liquidation) (farm) 
Farming 


Fasciitis 
Fasciitis (plantar) 


Federal 
Jurisdiction, constitutional (federal worker) 
Jurisdiction, Tribunal (federal worker) 


Fee (s) 
Procedure (witness fees) 


Feet 
Aggravation (preexisting condition) (flat feet) 
Aggravation (preexisting condition) (flat feet) (asymptomatic) 
Flat feet 


Femoral 
Preexisting condition (slipped femoral epiphysis) 


Fettering 
Discretion, Board (employer assessment) (fettering) 
Discretion, Board (experience rating) (fettering) 
Discretion, Board (pension assessment) (fettering) 
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Fibromyalgia 
Board Directives and Guidelines (fibromyalgia) 
**Fibromyalgia 
**Medical opinion (fibromyalgia) 


Fibromyositis 
Fibromyositis 
*Shoulder condition (fibromyositis) 


Fibrosis 
' Fibrosis (pulmonary) 
*Preexisting condition (myocardial fibrosis) 


Fibrositis 
**Fibrositis 
Fibrositis (arm) 
Fibrositis (leg) 


Fides 
Access to worker file, s. 77 (issue in dispute) (bona fides) 


Fighting 
Arising out of employment (fighting) 
Board Directives and Guidelines (fighting) 
In the course of employment (fighting) 


File 
*Access to WCB file (leave application) 
*Access to WCB file (medical information) 
*Access to WCB file (medical information (access denied) 
* Access to WCB file (medical information) (material deleted) 
* Access to WCB file (medical information) (subsequent disclosure) 
* Access to WCB file (non-medical information) 
*Access to WCB file (original applilcation to Tribunal) 
* Access to WCB file (s.21) 
* Access to worker file (access denied) 
* Access to worker file (access denied) (medical information) 
* Access to worker file (access denied) (non-medical information) 
* Access to worker file (access denied) (original application to Tribunal) 
*Access to worker file (access denied) (subsequent disclosure) 
* Access to worker file (leave application) 
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File continued: 


KEYWORD GUIDE 


“Access to worker file (medical information) 

Access to worker file, P.D. 1 

Access to worker file, P.D. 1 (adverse consequences of disclosure) 
Access to worker file, P.D. 1 (conditions of access) 

Access to worker file, P.D. 1 (confidentiality) 

Access to worker file, P.D. 1 (harmful information) 

Access to worker file, P.D. 1 (issue in dispute) (SIEF) 

Access to worker file, P.D. 1 (jurisdiction) 

Access to worker file, P.D. 1 (offence) 

Access to worker file, P.D. 1 (subsequent disclosure) 


Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 
Access to worker file, s. 


77 

77 (condition of access) 

77 (confidentiality) 

77 (deletion of material) 

77 (employer) 

77 (harmful information) 

77 (issue in dispute) 

77 (issue in dispute) (bona fides) 

77 (issue in dispute) (commutation) 

77 (issue in dispute) (initial entitlement) 

77 (issue in dispute) (overpayment) 

77 (issue in dispute) (particulars) 

77 (issue in dispute) (relevance) 

77 (issue in dispute) (relevance) (new information) 
77 (issue in dispute) (relevance) (prior claim files) 
77 (issue in dispute) (relevance) (subsequent reports) 
77 (issue in dispute) (SIEF) 

77 (issue in dispute) (temporary disability benefits) 
77 (issue in dispute) (vocational rehabilitation) 

77 (multiple appeals) 

77 (non-medical information) 

77 (offence) 

77 (procedure, Board) 

77 (subsequent disclosure) 

77 (use of material) 


*Jurisdiction (powers of Tribunal) (access to WCB file) 
Procedure (section 21) (access to worker file) 


Final 


Jurisdiction, Tribunal (final decision of Board) 

Jurisdiction, Tribunal (final decision of Board) (decision of Commissioner) 
Jurisdiction, Tribunal (final decision of Board) (decision of Ombudsman Administrator) 
Jurisdiction, Tribunal (final decision of Board) (previous employment) 
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Final continued: 


Jurisdiction, Tribunal (final decision of Board) (reconsideration of Appeal Board decision) 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 


Financial 
Rehabilitation (financial counselling) 


Finger (s) 
Aggravation (compensable injury) (white finger disease) 
Amputation (fingers) 
Board Directives and Guidelines (white finger disease) 
*Finger 
*Finger (amputated) 
*Finger (fracture) 
*Finger (glomus tumour) 
*Finger (infected) 
*Finger (lacerations) 
*Finger (psoriatic arthritis) 
*Finger (trigger finger) 
*Industrial disease (white finger disease) 
*Medical opinion (white finger disease) 
Osteoarthritis (finger) 
Pensions (assessment) (fingers) 
Pensions (assessment) (fingers) (amputation) 
Pensions (assessment) (white finger disease) 
Trigger finger 
**White finger disease 


Firefighter 
**Firefighter 


Fistulae 
Fistulae (anal) 


Five 
Board Directives and Guidelines (psychotraumatic disability) (five year guideline) 


Flail 
*Arm condition (flail arm) 
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Flat 


Aggravation (preexisting condition) (flat feet) (asymptomatic) 


Flat feet 


Food 
*Food industry 


Foot 
Aggravation (preexisting condition) (athlete’s foot) 
Athlete’s foot 
*Foot condition 
*Foot condition (calluses) 
*Foot condition (heel) 
*Foot condition (metatarsalgia) 
Pensions (assessment) (foot) 
*Preexisting condition (foot condition) 
Synovitis (foot) 


Foreign 
Dependants (foreign) 


Forestry 
**Forestry 


Formaldehyde 
Exposure (formaldehyde) 
*Formaldehyde 


Foundry 
Foundry worker 


Four-fold 
Worker (test) (four-fold test) 


Fracture 
*Ankle (fracture) 
*Back conditions (fracture) 
*Fracture 
Fracture (knee) 
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Fracture continued: 


Fracture (wrist) 

*Finger (fracture) 

*Head (fracture) 

*Knee (chondral fracture) 

*Preexisting condition (fractured clavicle) 
*Wrist (fracture) 


Fraud 
*Fraud 


Freedom 
Freedom of information 


Freon 
Exposure (freon) 


Frictional 
Tenosynovitis (frictional) 


Frostbite 
Frostbite 


Full 
Natural justice (procedural error) (full and fair hearing) 


Fumes 
Exposure (diesel fumes) 
Exposure (fumes) 
Exposure (isocyanate fumes) 
Exposure (oil fumes) 
Exposure (sulphur fumes) 
Exposure (welding fumes) 


Function (s) 
Vestibular function 
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Fund 
Administrative Fund (transfer of costs) 
*Fund (accident) 
*Fund (administration) 
*Second Injury and Enhancement Fund 
*Second Injury and Enhancement Fund (history) 


Second Injury and Enhancement Fund (preexisting condition) 
Second Injury and Enhancement Fund (psychological condition) 


Second Injury and Enhancement Fund (psychological condition) (standard of proof) 


Second Injury and Enhancement Fund (severity of accident) 
Second Injury and Enhancement Fund (transfer of costs) 


Fused 
Disc, fused 


Future 
Impairment of earning capacity (future wage loss) 


Gain 
**Secondary gain factors 


Gait 
Consequences of injury (altered gait) 
Consequences of injury (altered gait) (brace) 


Ganglion 
*Wrist (ganglion) 


Gangrene 
Gangrene 


Ganser’s 
*Psychiatric condition (Ganser’s syndrome) 


Gasoline 
Exposure (solvents) (white gasoline) 


102 


Release No. 14, February 1991 


KEYWORD GUIDE 


Gastric 
*Hernia (gastric) 


Gastrointestinal 
Board Directives and Guidelines (cancer) (gastrointestinal) (standard 
of review) 


General 
Section 86n (policy and general law) 


Genuineness 
Chronic pain (genuineness) (special confidence) 


Geographic 
Rehabilitation, vocational (job search) (geographic location) 


Glass (es) 
Automotive industry (glass worker) 
Board Directives and Guidelines (health care) (glasses) 
Health care (glasses) 


Glaucoma 
*Eye condition (glaucoma) 
Pensions (assessment) (glaucoma) 


Glomus 
*Finger (glomus tumour) 
*Glomus tumour 
*Tumour (glomus) 


Glutaraldehyde 
Exposure (glutaraldehyde) 


Gold 
Board Directives and Guidelines (gold miners) 
Causation (cancer) (gold miners) 
Industrial Disease Standards Panel (gold miners) 
Medical opinion (cancer) (gold miners) 
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Gold continued: 


Mining (gold) 
Mining (gold) (raise driller) 


Golf 
Class of employer (golf club) 


Golfer 
*Elbow (golfer’s) 


Good 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (good reason to doubt correctness) (bias) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 
Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
Leave to appeal (good reason to doubt correctness) (credibility) 
Leave to appeal (good reason to doubt correctness) (delegation of authority) 
Leave to appeal (good reason to doubt correctness) (discretion, Board) 
Leave to appeal (good reason to doubt correctness) (evidence to support Appeal Board 
conclusion) 
Leave to appeal (good reason to doubt correctness) (minor error) 
Leave to appeal (good reason to doubt correctness) (oversight) 
Leave to appeal (good reason to doubt correctness) (substantial Board decision) 
Leave to appeal (good reason to doubt correctness) (substantial court decision) 
Leave to appeal (good reason to doubt correctness) (test) 


Gout 
Preexisting condition (gout) 


Grain 
Exposure (grain dust) 


Granted 
Scope of hearing (where leave granted) 
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Grave’s 
Grave’s disease 


Greater 
**Significantly greater than usual 


Gripping 
Medical restrictions (repetitive gripping) 


Ground (s) 
Leave to appeal (cumulative grounds) 


Group 
Board Directives and Guidelines (penalty assessments) (homogeneous rate group) 


Guard 
**Security guard 


Guardian 
*Official Guardian 


Guide (s) 
*AMA Guides 
Pensions (AMA Guides) (intercostal neuralgia) 
Pensions (AMA Guides) (peripheral vascular disease) 
Pensions (AMA Guides) (respiratory disease) 
Pensions (AMA Guides) (respiratory impairment) 
Pensions (AMA Guides) (upper respiratory tract) 


Guideline (s) 
Board Directives and Guidelines (adjudication) (medical treatment) 
Board Directives and Guidelines (apportionment) 
Board Directives and Guidelines (attendance allowance) 
Board Directives and Guidelines (cancer) (gastrointestinal) (standard of review) 
Board Directives and Guidelines (cardiac conditions) 
Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 
Board Directives and Guidelines (chronic pain) 
Board Directives and Guidelines (chronic pain) (Rating Schedule) 
Board Directives and Guidelines (class of employer) (industry test) 
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Guideline (s) continued: 


Board Directives and Guidelines (commutation) 
Board Directives and Guidelines (commutation) (dependable source of income) 
Board Directives and Guidelines (commutation) (rehabilitative measure) 
Board Directives and Guidelines (commutation) (retirement) 
Board Directives and Guidelines (commutation) (standard of review) 
Board Directives and Guidelines (commutation) (ten per cent pension) 
Board Directives and Guidelines (construction industry worker) 
Board Directives and Guidelines (disablement) 
Board Directives and Guidelines (earnings basis) 
Board Directives and Guidelines (earnings basis) (overtime) 
Board Directives and Guidelines (earnings basis) (permanent disability) 
Board Directives and Guidelines (employer’s premises) 
Board Directives and Guidelines (fibromyalgia) 
Board Directives and Guidelines (fighting) 
Board Directives and Guidelines (gold miners) 
Board Directives and Guidelines (health care) (glasses) 
Board Directives and Guidelines (hearing loss) (hearing aid) 
Board Directives and Guidelines (hearing loss) (individual susceptibility) 
Board Directives and Guidelines (horseplay) 
Board Directives and Guidelines (in the course of employment) (repairing own 
equipment) 
Board Directives and Guidelines (logging industry workers) 
Board Directives and Guidelines (maintenance allowance) (calculation) 
Board Directives and Guidelines (parking lots) 
Board Directives and Guidelines (partial disability benefits) 
Board Directives and Guidelines (partial disability benefits) (suitable employment) 
Board Directives and Guidelines (penalty assessments) 
Board Directives and Guidelines (penalty assessments) (charitable organization) 
Board Directives and Guidelines (penalty assessments) (distortions) 
Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 
Board Directives and Guidelines (penalty assessments) (homogeneous rate group) 
Board Directives and Guidelines (pension) (assessment) 
Board Directives and Guidelines (pensions) (enhancement factor) 
Board Directives and Guidelines (pensions) (preexisting condition) 
Board Directives and Guidelines (pensions) (provisional) 
Board Directives and Guidelines (permanent disability) (impotence) 
Board Directives and Guidelines (psychotraumatic disability) (five year guideline) 
Board Directives and Guidelines (retroactivity) 
Board Directives and Guidelines (SIEF) (psychological condition) 
Board Directives and Guidelines (SIEF) (severity of accident) 
**Board Directives and Guidelines (standard of review) 
Board Directives and Guidelines (supplements, older worker) 
Board Directives and Guidelines (supplements, temporary) 
Board Directives and Guidelines (supplements, temporary) (extension) 
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Guideline (s) continued: 


Board Directives and Guidelines (supplements, temporary) (policy change) 

Board Directives and Guidelines (temporary partial disability) 

Board Directives and Guidelines (temporary partial disability) (Canada Pension Plan) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 

Board Directives and Guidelines (tinnitus) 

Board Directives and Guidelines (tinnitus) (continuous) 

Board Directives and Guidelines (tinnitus) (severity) 

Board Directives and Guidelines (tinnitus) (unusual circumstances) 

Board Directives and Guidelines (transportation industry) (taxi driver) 

Board Directives and Guidelines (treatment control) (chiropractors) 

Board Directives and Guidelines (treatment control) (refusal of treatment) 

Board Directives and Guidelines (white finger disease) 


Hand 
*Hand 
*Hand (benign essential tremor) 
*Hand (vasospastic disease) 
Osteoarthritis (hand) 
Pensions (assessment) (hand) 
*Preexisting condition (hand) 
*Shoulder condition (shoulder hand syndrome) 
Tendonitis (hand) 


Harmful 
Access to worker file, P.D. 1 (harmful information) 
Access to worker file, s. 77 (harmful information) 


Head 
*Head 
*Head (Bell’s Palsy) 
*Head (cerebral infarct) 
*Head (concussion) 
*Head (fracture) 
*Head (headaches) 
*Head (osteoma) 
*Head (post traumatic brain syndrome) 
*Head (vertigo) 
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Headaches 
*Head (headaches) 
Headaches 
Preexisting condition (headaches) 


Health 
Apportionment (health care) 
Board Directives and Guidelines (health care) (glasses) 
**Health care 
Health care (appliances or apparatus) (hearing aid) 
Health care (appliances or apparatus) (orthopaedic bed) 
Health care (appliances or apparatus) (TENS unit) 
Health care (appliances or apparatus) (whirlpool) 
Health care (attendance allowance) 
Health care (chiropractic) 
*Health care (dental) 
Health care (dental aid) 
Health care (glasses) 
*Health care (home modifications) 
Health care (medical aid) (alternative treatment) 
Health care (medical aid) (drugs) 
Health care (medical aid) (escorts) 
*Health care (prescription drugs) 
Health care (surgical aid) 
*Jurisdiction (powers of Tribunal) (occupational health and safety) 
*Occupational Health & Safety Act 
Occupational Health & Safety Act (lead exposure) 


Hearing (s) 

Adjournment (consolidation of hearings) 

Adjournment (peremptory hearing date) 

Aggravation (preexisting condition) (hearing loss) 

Board Directives and Guidelines (hearing loss) (hearing aid) 

Board Directives and Guidelines (hearing loss) (individual susceptibility) 

Consequences of injury (iatrogenic illness) (hearing aid) 
**Evidence (admissibility after hearing) 

Health care (appliances or apparatus) (hearing aid) 
*Hearing 

Hearing (attendance of worker) 
**Hearing (de novo) 

Hearing (exclusion of parties) 

Hearing (exclusion of witnesses) 
**Hearing (oral) 

Hearing (splitting) (witness availability) 

Hearing (witness called by Panel) 
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Hearing continued: 


**Hearing loss 
Hearing loss (impact noise) 
Hearing loss (traumatic) 

*Issue in dispute (hearing of appeal cancelled) 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Jurisdiction, Tribunal (refusal to refer to Hearings Officer) 

**Medical opinion (hearing loss) 
Medical opinion (hearing loss) (presbycusis) 
Medical opinion (hearing loss) (testing procedures) 
Natural justice (oral hearing) 
Natural justice (procedural error) (full and fair hearing) 

*Notice at hearing 
Notice of hearing 
Notice of hearing (adjournment request) 

Pensions (Rating Schedule) (hearing loss) 
Permanent disability (hearing loss) 

**Preexisting condition (hearing loss) 

**Scope of hearing 
Scope of hearing (where leave granted) 

Travel expenses (to hearing) 


Hearsay 
Evidence (hearsay) 
*Hearsay 


Heart 

Causation (heart attack) 

Heart attack 
*Heart condition 
*Heart condition (angina) 
*Heart condition (cardiac arrhythmia) 
*Heart condition (heart attack) 
*Heart condition (tachycardia) 

Medical opinion (heart attack) 
Medical opinion (heart attack) (respiratory disease) 
*Preexisting condition (heart condition) 
Stress (heart attack) 


Heat 
Climate (heat) 
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Heavy 
Class of employer (installation of heavy machinery) 
Medical restrictions (repetitive heavy lifting) 


Heel 
*Foot condition (heel) 


Hematuria 
Hematuria 
*Urinary tract (hematuria) 


Hemophilia 
Hemophilia (Christmas disease) 


Hemorrhage 
*Cerebral hemorrhage 
Hemorrhage (retinal) 


Hemorrhoids 
Hemorrhoids 


Hernia 
Aggravation (preexisting condition) (hernia) 
Aggravation (preexisting condition) (hernia) (inguinal) 
*Hernia 
*Hernia (gastric) 
**Hernia (incisional) 
**Hernia (inguinal) 
**Hernia (umbilical) 
*Hernia (ventral) 
Medical opinion (hernia) 
*Preexisting condition (hernia) 
Recurrences (compensable injury) (hernia) 
*Repetitive strain injury (hernia) 


Herniated 
Aggravation (compensable injury) (disc, herniated) 
Disc, herniated 
Disc, herniated (lumbar) 
Medical opinion (disc, herniated) 
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Herpes 
*Herpes 


Herpetic 
Herpetic ulcer (corneal) 


Hip 
Aggravation (preexisting condition) (arthritis) (hip) 
Aggravation (preexisting condition) (osteoarthritis) (hip) 
*Hip 
*Hip (acetabular dyaplasis) 
*Hip (infection) 
*Hip (sacroiliac joint) 
*Hip (vascular necrosis) 
Medical opinion (hip replacement) 
Pensions (assessment) (hip) 
Preexisting condition (hip) 
Osteoarthritis (hip) 
Tendonitis (hip) 


History 
*Second Injury and Enhancement Fund (history) 


Hives 
*Skin condition (hives) 


Hole 
Mining (drilling) (long hole) 


Home 
Commutation (debt liquidation) (home mortgage) 
Commutation (home purchase) 
Commutation (home renovation) 
*Health care (home modifications) 
*Home modifications 
*Home purchase 
*Nursing home (employment in) 
*Transportation to hospital, physician or home 
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Homogeneous 
Board Directives and Guidelines (penalty assessments) (homogeneous rate group) 


Horseplay 
Arising out of employment (horseplay) 
Board Directives and Guidelines (horseplay) 
*Horseplay 
In the course of employment (horseplay) 


Hospital 
*Hospital employment 
*Hospital employment (cleaner) 
*Hospital employment (nursing) 
**Hospital employment (nursing assistant) 
*Hospital employment (orderly) 
*Hospital employment (patient assistant) 
*Transportation to hospital, physician or home 


Human 
Human rights 


Hybrid 
Worker (test) (hybrid test) 


Hydrocarbons 
Exposure (chlorinated hydrocarbons) 
Industrial disease (poisoning) (chlorinated hydrocarbons) 


Hyperactivity 
*Medical opinion (bronchial hyperactivity) 


Hyper-reactivity 
Bronchial hyper-reactivity 


Hypersensitivity 
Environmental hypersensitivity 
Medical opinion (environmental hypersensitivity) 
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Hypertension 
Aggravation (preexisting condition) (hypertension) 
Consequences of injury (hypertension) 
**Hypertension 
**Preexisting condition (hypertension) 


Hypochondriasis 
*Mental disorder (hypochondriasis) 


Hysteria 
**Psychiatric condition (conversion hysteria) 


Hysterical 
Blindness (hysterical) 


Iatrogenic 
Consequences of injury (iatrogenic illness) 
Consequences of injury (iatrogenic illness) (hearing aid) 
Consequences of injury (iatrogenic illness) (medication) 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic disorder) 

Consequences of injury (iatrogenic illness) (medication) (chymopapain) 

Consequences of injury (iatrogenic illness) (medication) (diazepam) 
Consequences of injury (iatrogenic illness) (medication) (nausea) 
Consequences of injury (iatrogenic illness) (medication) (renal failure) 
Consequences of injury (iatrogenic illness) (medication) (tinnitus) 
Consequences of injury (iatrogenic illness) (medication) (ulcer) 
Consequences of injury (iatrogenic illness) (treatment) 
Consequences of injury (iatrogenic illness) (treatment) (chiropractic manipulation) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Consequences of injury (iatrogenic illness) (treatment) (TENS) 
Consequences of injury (iatrogenic illness) (treatment) (traction) 
*Iatrogenic illness 


Illness 
Adjournment (illness of worker) 
Consequences of injury (iatrogenic illness) 
Consequences of injury (iatrogenic illness) (hearing aid) 
Consequences of injury (iatrogenic illness) (medication) 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic disorder) 
Consequences of injury (iatrogenic illness) (medication) (chymopapain) 
Consequences of injury (iatrogenic illness) (medication) (diazepam) 
Consequences of injury (iatrogenic illness) (medication) (nausea) 
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Illness continued: 


Consequences of injury (iatrogenic illness) (medication) (renal failure) 
Consequences of injury (iatrogenic illness) (medication) (tinnitus) 

Consequences of injury (iatrogenic illness) (medication) (ulcer) 

Consequences of injury (iatrogenic illness) (treatment) 

Consequences of injury (iatrogenic illness) (treatment) (chiropractic manipulation) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Consequences of injury (iatrogenic illness) (treatment) (TENS) 

Consequences of injury (iatrogenic illness) (treatment) (traction) 

*latrogenic illness 


Impact 
Hearing loss (impact noise) 


Impairment 
Degree of earnings impairment 
Degree of earnings impairment (cognitive impairment) 

**Impairment of earnings capacity 

Impairment of earning capacity (asymptomatic condition) 
Impairment of earning capacity (future wage loss) 
Impairment of earning capacity (loss of stomach) 
Impairment of earning capacity (loss of teeth) 
Pensions (AMA Guides) (respiratory impairment) 


Impingement 
*Shoulder condition (impingement syndrome) 


Implant (s) 
Medical opinion (dental implants) 


Implicitly 
*Jurisdiction (powers of Tribunal) (WCB implicitly dealt with issue) 
Jurisdiction, Tribunal (Board implicitly dealt with issue) 


Impotence 
Aggravation (preexisting condition) (impotence) 
Board Directives and Guidelines (permanent disability) (impotence) 
Impotence 
Pensions (assessment) (impotence) 
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Impractical 
Earnings basis (impractical to calculate) 


Imprisonment 
*Imprisonment 


Incarceration 
Incarceration (Provincial institution) 


Incident (s) 
*Location (of injury) (subsequent incidents outside work) 
*Specific incident 
Subsequent incidents (outside work) 


Incidental 
Arising out of employment (reasonably incidental activity test) 
In the course of employment (reasonably incidental activity test) 


Incisional 
**Hernia (incisional) 


Income 
Board Directives and Guidelines (commutation) (dependable source of income) 


Inconsistencies 
Evidence (inconsistencies) 
Evidence (inconsistencies) (description of accident) 
Evidence (inconsistencies) (examination for discovery) 
Evidence (inconsistencies) (reporting of accident) 


Inconsistent 
Accident (occurrence) (inconsistent witnesses) 


Incorporation 
Statutory interpretation (incorporation by reference) 
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Increase 


Earnings basis (retroactive pay increase) 


Indemnity 
Damages, contribution or indemnity 


Independent 
**Independent operator 

Independent operator (auto parts distributor) 
Independent operator (construction) 
Independent operator (couriers) 
Independent operator (diaper service driver) 
Independent operator (newspaper distributor) 
Independent operator (taxi driver) 
Independent operator (tow truck driver) 
Independent operator (truck driver) 


Individual 
Board Directives and Guidelines (hearing loss) (individual susceptibility) 


Industrial 
Apportionment (industrial disease) 
*Industrial disease 
Industrial disease (asbestosis) 
*Industrial disease (bronchitis) 
*Industrial disease (bursitis) 
Industrial disease (cancer) (lung) 
Industrial disease (characteristic of occupation) 
*Industrial disease (eye condition) 
*Industrial disease (lung cancer) 
*Industrial disease (lung disease) 
Industrial disease (lymphoma) (malignant) 
*Industrial disease (mesothelioma) 
*Industrial disease (neck condition) 
*Industrial disease (phosphorus) 
Industrial disease (poisoning) (cadmium) 
Industrial disease (poisoning) (chlorinated hydrocarbons) 
Industrial disease (poisoning) (lead) 
Industrial disease (poisoning) (mercury) 
Industrial disease (poisoning) (zinc) 
Industrial disease (Schedule 1 and 2 employers) 
*Industrial disease (silicosis) 
*Industrial disease (skin condition) 
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Industrial continued: 


*Industrial disease (tennis elbow) 

Industrial disease (tenosynovitis) 

Industrial disease (threshold issue) 

Industrial disease (vibrations) (vehicular) 
*Industrial disease (white finger disease) 
Industrial Disease Standards Panel (gold miners) 
*Issue in dispute (industrial disease) 

Notice of accident (industrial disease) 
Significant contribution (of employment to industrial disease) 


Industry 

** Automotive industry 
Automotive industry (assembler) 
Automotive industry (assembler) (scuff job) 
Automotive industry (glass worker) 
Automotive industry (roof bow installer) 
Automotive industry (sander) 
Board Directives and Guidelines (class of employer) (industry test) 
Board Directives and Guidelines (construction industry worker) 
Board Directives and Guidelines (logging industry workers) 
Board Directives and Guidelines (transportation industry) (taxi driver) 
Class of employer (industry test) 

*Food industry 

«Printing industry 

*Transportation industry 
Transportation industry (bus driver) 

**Transportation industry (couriers) 
Transportation industry (owner/operator) 
Transportation industry (school bus driver) 
Transportation industry (truck driver) 


Infarct 
*Head (cerebral infarct) 


Infected 
*Finger (infected) 
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Infection 
*Hip (infection) 
Infection (lung) 
Infection (viral) 
*Urinary tract (infection) 


Inflation 
Earnings basis (inflation) 


Influenza 
*Influenza 


Information 

*Access to WCB file (medical information) (access denied) 
*Access to WCB file (medical information) (material delete) 
*Access to WCB file (medical information) (subsequent disclosure) 
*Access to WCB file (non-medical information) 

* Access to worker file (medical information) 

Access to worker file, P.D. 1 (harmful information) 

Access to worker file, s. 77 (harmful information) 

Access to worker file, s. 77 (issue in dispute) (relevance) (new information) 
Access to worker file, s. 77 (non-medical information) 

Access to worker file, s. 77 (relevance) (new information) 
*Disclosure of information 

Evidence (confidential information) 

Freedom of information 

*Medical information 


Inguinal 
Aggravation (preexisting condition) (hernia) (inguinal) 
**Hernia (inguinal) 
*Preexisting condition (inguinal weakness) 


Initial 
Access to worker file, s. 77 (issue in dispute) (initial entitlement) 
Initial entitlement 
Jurisdiction, Tribunal (section 15) (initial entitlement) 


Injection (s) 
Medical treatment (cortisone injections) 
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Injuring 
Injuring process 


Injury 

Aggravation (compensable injury) (disc, herniated) 
Aggravation (compensable injury) (disc, protruding) 
Aggravation (compensable injury) (epicondylitis) 
Aggravation (compensable injury) (myofascitis) (lumbar) 
Aggravation (compensable injury) (neuroma) 
Aggravation (compensable injury) (strains and sprains) (lumbar) 
Aggravation (compensable injury) (strains and sprains) (lumbosacral) 
Aggravation (compensable injury) (strains and sprains) (thoracic) 
Aggravation (compensable injury) (white finger disease) 
*Consequences of injury 
Consequences of injury (altered gait) 
Consequences of injury (altered gait) (brace) 
Consequences of injury (hypertension) 
Consequences of injury (iatrogenic illness) 
Consequences of injury (iatrogenic illness) (hearing aid) 
Consequences of injury (iatrogenic illness) (medication) 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic disorder) 
Consequences of injury (iatrogenic illness) (medication) (chymopapain) 
Consequences of injury (iatrogenic illness) (medication) (diazepam) 
Consequences of injury (iatrogenic illness) (medication) (nausea) 
Consequences of injury (iatrogenic illness) (medication) (renal failure) 
Consequences of injury (iatrogenic illness) (medication) (tinnitus) 
Consequences of injury (iatrogenic illness) (medication) (ulcer) 
Consequences of injury (iatrogenic illness) (treatment) 
Consequences of injury (iatrogenic illness) (treatment) (chiropractic manipulation) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Consequences of injury (iatrogenic illness) (treatment) (TENS) 
Consequences of injury (iatrogenic illness) (treatment) (traction) 
Consequences of injury (insomnia) 
Consequences of injury (osteoporosis) 
Consequences of injury (residual weakness) 
Consequences of injury (suicide) 
Consequences of injury (thrombosis) 
Consequences of injury (torticollis) 
Delay (reporting injury) 
Dependency benefits (death results from an injury) 

*Injury 

**Injury by accident 

*Issue in dispute (aggravation of injury) 

*Location (of injury) 

*Location (of injury) (subsequent incidents outside work) 

*Organic evidence of injury, none 
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Injury continued: 


Psychotraumatic disability (no physical injury) 
Recurrences (compensable injury) 
Recurrences (compensable injury) (ankle) (sprain) 
Recurrences (compensable injury) (disc, protruding) 
Recurrences (compensable injury) (hernia) 
Recurrences (compensable injury) (strains and sprains) 
Recurrences (compensable injury) (strains and sprains) (lumbar) 
Recurrences (compensable injury) (strains and sprains) (thoracic) 
Recurrences (compensable injury) (test) 
Recurrences (compensable injury) (torticollis) 
*Repetitive strain injury (bursitis) 
*Repetitive strain injury (hernia) 
*Repetitive strain injury (neck sprain) 
*Repetitive strain injury (shoulder sprain) 
*Repetitive strain injury (tendonitis) 
*Repetitive strain injury (tennis elbow) 
*Repetitive strain injury (tenosynovitis) 
*Repetitive strain injury (wrist) 
*Second Injury and Enhancement Fund 
*Second Injury and Enhancement Fund (history) 
Second Injury and Enhancement Fund (preexisting condition) 
Second Injury and Enhancement Fund (psychological condition) 
Second Injury and Enhancement Fund (psychological condition) (standard of proof) 
Second Injury and Enhancement Fund (severity of accident) 
Second Injury and Enhancement Fund (transfer of costs) 
Significant contribution (of compensable injury to death) 
Significant contribution (of compensable injury to psychological condition) 
Significant contribution (of compensable injury to subsequent disability) 
Significant contribution (of employment to injury) 
*Travelling (injury in the course of) 
Words and phrases (injury) 


Insect 
*Insect bite 


Insecticide 
Exposure (insecticide) 


Insomnia 
Consequences of injury (insomnia) 
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Inspection 
Investigation by Tribunal (inspection) 
Jurisdiction, Tribunal (inspection) 
Procedure (inspection) 


Installation 
Class of employer (installation of heavy machinery) 


Installer 
Automotive industry (roof bow installer) 


Institution 
Incarceration (Provincial institution) 


Instrument (s) 
Arising out of employment (instrument of added peril) 


Instructed 
Parties (representation) (representative instructed to withdraw) 


Insurance 
Earnings basis (unemployment insurance benefits) 
*Insurance 
Section 15 application (motor vehicle insurance) 
**Unemployment insurance 


Intentional 
Wilful and intentional act 


Intercostal 
Pensions (AMA Guides) (intercostal neuralgia) 
Pensions (assessment) (intercostal neuralgia) 


Interest 
Adjournment (conflict of interest) 
Conflict of interest 
Evidence (witness) (conflict of interest) 
**Interest 
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Interest continued: 


Jurisdiction, Board (interest) 
Jurisdiction, Tribunal (interest) 
Parties (representation) (conflict of interest) 


Interim 
**Procedure (interim decision) 


Interlocutory 
*Jurisdiction (power of Tribunal) (interlocutory appeals) 


Interpretation 
Chance event (interpretation) 
Disablement (interpretation) 
Earnings basis (interpretation) 
Merits and justice (interpretation) 
*Standard of review (statutory interpretation) 
Statutory interpretation 
Statutory interpretation (incorporation by reference) 
**Statutory interpretation (principles of) 
Statutory interpretation (principles of) (ambiguity) 
Statutory interpretation (regulations) (validity) 


Interpreter 
*Interpreter 


Interstitial 
Pneumonia (interstitial) 


Intervening 
**Intervening causes 
Intervening causes (preexisting condition) 
Intervening causes (suicide) (volitional) 
Intervening causes (undermotivation) 


Intervenors 
*Intervenors 
Intervenors (access to Case Description) 
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Intoxication 
Arising out of employment (intoxication) 
Intoxication 


In the course of employment (takes self out of employment) (intoxication) 


Investigation 
*Evidence (private investigation) 
**Investigation by Tribunal 
Investigation by Tribunal (inspection) 
Investigation by Tribunal (post-hearing) 
Investigation by Tribunal (pre-hearing) 
Investigation by Tribunal (whether required) 


Investment 
Commutation (business investment) 


Ipsa 
Negligence (res ipsa loquitur) 


Iridocyclitis 
*Eye condition (iridocyclitis) 


Iritis 
*Eye condition (iritis) 


Isocyanate 
Exposure (isocyanate fumes) 


Issue (s) 
Access to worker file, P.D. 1 (issue in dispute) (SIEF) 
Access to worker file, s. 77 (issue in dispute) 
Access to worker file, s. 77 (issue in dispute) (bona fides) 
Access to worker file, s. 77 (issue in dispute) (commutation) 
Access to worker file, s. 77 (issue in dispute) (initial entitlement) 
Access to worker file, s. 77 (issue in dispute) (overpayment) 
Access to worker file, s. 77 (issue in dispute) (particulars) 
Access to worker file, s. 77 (issue in dispute) (relevance) 
Access to worker file, s. 77 (issue in dispute) (relevance) (new information) 
Access to worker file, s. 77 (issue in dispute) (relevance) (prior claim files) 
Access to worker file, s. 77 (issue in dispute) (SIEF) 
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Issue (s) continued: 


Job 


Access to worker file, s. 77 (issue in dispute) (subsequent reports) 
Access to worker file, s. 77 (issue in dispute) (temporary disability benefit) 
Access to worker file, s. 77 (issue in dispute) (vocational rehabilitation) 
Adjournment (preparation on issue) 
Industrial disease (threshold issue) 
*Issue in dispute 
*Issue in dispute (accident) 
*Issue in dispute (aggravation of injury) 
*Issue in dispute (amalgamation of claims) 
*Issue in dispute (availability for employment) 
*Issue in dispute (disability) 
*Issue in dispute (entitlement) 
*Issue in dispute (extent of disability) 
*Issue in dispute (hearing of appeal cancelled) 
*Issue in dispute (industrial disease) 
*Issue in dispute (ongoing disability) 
*Issue in dispute (pension) 
*Issue in dispute (preexisting condition) 
*Issue in dispute (recurrence) 
*Issue in dispute (SIEF) 
*Issue in dispute (suitable employment) 
*Issue in dispute (transfer of costs) 
*Issue in dispute (wilful misconduct) 
**Tssue setting 
Jurisdiction, constitutional (obligation to consider constitutional issues) 
*Jurisdiction (powers of Tribunal) (issue-splitting) 
*Jurisdiction (powers of Tribunal) (WCB implicitly dealt with issue) 
Jurisdiction, Tribunal (appealable issue) 
Jurisdiction, Tribunal (Board implicitly dealt with issue) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
Words and phrases (issues, s. 86g(2)) 


Automotive industry (assembler) (scuff job) 

Availability for employment (job search) 

Availability for employment (job search) (written record) 
Rehabilitation, vocational (job search) 

Rehabilitation, vocational (job search) (geographic location) 
Travel expenses (job search) 

Worker (status during job search) 
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Joint 
*Back conditions (muscle spasms) (sacroiliac joint) 
*Hip (sacroiliac joint) 
Medical opinion (patellofemoral joint syndrome) 
Temporo-mandibular joint dysfunction 


Judicial 
Adjournment (for judicial review) 
** Judicial review 


Jurisdiction 
Access to worker file, P.D. 1 (jurisdiction) 
Charter of Rights (court of competent jurisdiction) 
Jurisdiction, Board (class of employer) 
Jurisdiction, Board (interest) 
Jurisdiction, Board (over own process) 
Jurisdiction, Board (overpayment) 
Jurisdiction, Board (reconsideration) 
Jurisdiction, Board (reconsideration of Appeal Board decision) 
Jurisdiction, Board (section 86n) 
* Jurisdiction (constitutional) 
Jurisdiction, constitutional 
Jurisdiction, constitutional (federal worker) 
Jurisdiction, constitutional (obligation to consider constitutional issues) 
Jurisdiction, constitutional (territorial) 
*Jurisdiction (powers of Tribunal) 
*Jurisdiction (powers of Tribunal) (access to WCB file) 
*Jurisdiction (powers of Tribunal) (adjournment) 
*Jurisdiction (powers of Tribunal) (amendment) 
*Jurisdiction (powers of Tribunal) (appeal) 
*Jurisdiction (powers of Tribunal) (costs) 
* Jurisdiction (powers of Tribunal) (expedited WCB decision requested) 
*Jurisdiction (powers of Tribunal) (interlocutory appeals) 
*Jurisdiction (powers of Tribunal) (issue-splitting) 
*Jurisdiction (powers of Tribunal) (leave to appeal) 
*Jurisdiction (powers of Tribunal) (no jurisdiction) 
*Jurisdiction (powers of Tribunal) (occupational health and safety) 
*Jurisdiction (powers of Tribunal) (out of province) 
*Jurisdiction (powers of Tribunal) (production of documents) 
* Jurisdiction (powers of Tribunal) (reconsideration) 
* Jurisdiction (powers of Tribunal) (referrals to WCB with directions) 
*Jurisdiction (powers of Tribunal) (section 15 applications) 
*Jurisdiction (powers of Tribunal) (section 21 applications) 
*Jurisdiction (powers of Tribunal) (section 77 appeals) 
*Jurisdiction (powers of Tribunal) (stay of proceedings) 
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Jurisdiction continued: 


* Jurisdiction (powers of Tribunal) (subpoena) 

* Jurisdiction (powers of Tribunal) (WCB implicitly dealt with issue) 
Jurisdiction, Tribunal 

Jurisdiction, Tribunal (appealable issue) 

Jurisdiction, Tribunal (Board implicitly dealt with issue) 

Jurisdiction, Tribunal (clarification) 

Jurisdiction, Tribunal (class of employer) 

Jurisdiction, Tribunal (damages) 

Jurisdiction, Tribunal (direction to Board) 

Jurisdiction, Tribunal (evidence) 

Jurisdiction, Tribunal (federal worker) 

Jurisdiction, Tribunal (final decision of Board) 

Jurisdiction, Tribunal (final decision of Board) (decision of Commissioner) 
Jurisdiction, Tribunal (final decision of Board) (decision of Ombudsman Administrator) 
Jurisdiction, Tribunal (final decision of Board) (previous employment) 
Jurisdiction, Tribunal (final decision of Board) (reconsideration of Appeal Board 
decision) 

Jurisdiction, Tribunal (inspection) 

Jurisdiction, Tribunal (interest) 

Jurisdiction, Tribunal (leave to appeal) 

Jurisdiction, Tribunal (over own process) 

Jurisdiction, Tribunal (overpayment) 

Jurisdiction, Tribunal (payments pending appeal) 

Jurisdiction, Tribunal (Practice Direction No. 1) 

‘Jurisdiction, Tribunal (procedure) (rule making) 

Jurisdiction, Tribunal (production of documents) 

Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Jurisdiction, Tribunal (refusal to refer to Hearings Officer) 

Jurisdiction, Tribunal (retroactivity) 

Jurisdiction, Tribunal (section 15) 

Jurisdiction, Tribunal (section 15) (dependants) 

Jurisdiction, Tribunal (section 15) (derivative actions) 

Jurisdiction, Tribunal (section 15) (initial entitlement) 

Jurisdiction, Tribunal (section 15) (Occupier’s Liability Act) 

Jurisdiction, Tribunal (section 21) 

Jurisdiction, Tribunal (section 77) 

Jurisdiction, Tribunal (section 86h) 

Jurisdiction, Tribunal (transfer of costs) 


Jurisdictional 
Reconsideration (jurisdictional error) 
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Justice 

**Merits and justice 
Merits and justice (interpretation) 

**Natural justice 
Natural justice (adequacy of representation) 
Natural justice (disclosure of evidence) 
Natural justice (opportunity to make submissions) 
Natural justice (oral hearing) 
Natural justice (procedural error) 
Natural justice (procedural error) (full and fair hearing) 
Natural justice (three week rule) 


Keratopathy 
*Eye condition (keratopathy) 
*Keratopathy 


Keypunch 
Office worker (keypunch operator) 


Knee (s) 
Aggravation (preexisting condition) (degeneration) (knee) 
Aggravation (preexisting condition) (knock knees) 
Aggravation (preexisting condition) (osteoarthritis) (knee) 
Bursitis (knee) 
Chondromalacia (knee) 
Effusion (knee) 
Fracture (knee) 
*Knee 
*Knee (abrasion) 
*Knee (arthritis) 
*Knee (chondral fracture) 
*Knee (chondrocalcinosis) 
*Knee (chondromalacia) 
*Knee (strain) 
*Knee (torn meniscus) 
*Knee (twisted) 
Osteoarthritis (knee) 
Osteochondritis (knee) 
Pensions (assessment) (knee) 
Preexisting condition (chondromalacia) (knee) 
*Preexisting condition (knee) 
*Preexisting condition (knee condition) 
Recurrences (preexisting condition) (knee condition) 
Strains and sprains (knee) 
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Knock 
Aggravation (preexisting condition) (knock knees) 


Kyphosis 
Preexisting condition (kyphosis) 


Labour 
Class of employer (supplier of non-clerical labour) 


Labourer 
Construction (labourer) 


Laceration (s) 
*Finger (lacerations) 


Lack 
Procedure (lack of time) 


Lapse 
Standard of review (time lapse) 


Laryngitis 
*Laryngitis (chemical) 
*Laryngitis (chronic) 


Larynx 
*Cancer (larynx) 


Latency 
*Long latency 


Law 
**Common law (role of) 
*Constitutional law 
*Family Law Act 
*Family Law Reform Act 
Member of family (common law spouse) 
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Law continued: 


Reconsideration (error of law) 
Section 86n (policy and general law) 


Lay-off 
Credibility (lay-off) 


Lead 
Exposure (lead) 
Industrial disease (poisoning) (lead) 
*Lead 
Occupational Health & Safety Act (lead exposure) 
Permanent disability (lead exposure) 


Leading 
*Leading case strategy 


Learner 
Earnings basis (learner) 
Worker (learner) 


Leasing 
**Leasing company 


Leave 
*Access to WCB file (leave application) 
Jurisdiction (powers of Tribunal) (leave to appeal) 
Jurisdiction, Tribunal (leave to appeal) 
*Leave to appeal 
Leave to appeal (cumulative grounds) 
*Leave to appeal (good reason to doubt correctness) 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (good reason to doubt correctness) (bias) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 
Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
Leave to appeal (good reason to doubt correctness) (credibility) 
Leave to appeal (good reason to doubt correctness) (delegation of authority) 
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Leave continued: 


Leave to appeal (good reason to doubt correctness) (discretion, Board) 

Leave to appeal (good reason to doubt correctness) (evidence to support Appeal Board 
conclusion) 

Leave to appeal (good reason to doubt correctness) (minor error) 

Leave to appeal (good reason to doubt correctness) (oversight) 

Leave to appeal (good reason to doubt correctness) (subsequent Board decision) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (good reason to doubt correctness) (test) 

*Leave to appeal (substantial new evidence) 

Leave to appeal (substantial new evidence) (affidavit) 

Leave to appeal (substantial new evidence) (documents) 

Leave to appeal (substantial new evidence) (medical literature) 

Leave to appeal (substantial new evidence) (medical report) 

Leave to appeal (substantial new evidence) (new Board policy) 

Leave to appeal (substantial new evidence) (statement) 

Leave to appeal (substantial new evidence) (subsequent Board decision) 

Leave to appeal (substantial new evidence) (subsequent court decision) 

Leave to appeal (substantial new evidence) (witness) 

Scope of hearing (where leave granted) 


Leg 
Amputation (leg) 
Chronic pain (leg) 
Fibrositis (leg) 
**Leg condition 
*Leg condition (chondromalacia) 
*Leg condition (thrombosis) 
*Leg condition (ulcer) 
*Leg condition (vascular condition) 
*Leg condition (varicose veins) 
Pensions (assessment) (leg) 
*Preexisting condition (leg condition) 


Legal 
**Legal precedent 


Length 
Disability (length of recovery) 
Rehabilitation, vocational (length of time services offered) 
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Lesion 
Aggravation (preexisting condition) (cystic lesion) 
“Back condition (disc lesion) 
*Neck condition (disc lesion) 
*Shoulder condition (Bankart lesion) 


Letter 
Postal workers (letter carrier) 
Postal workers (letter sorter) 


Leukemia 
Leukemia 


Level 
Temporary disability (beyond pension level) 
Temporary partial disability (level of benefits) 
Temporary partial disability (level of benefits) (retirement) 


Liability 
*Apportionment (of liability) 
Jurisdiction, Tribunal (section 15) (Occupier’s Liability Act) 


Life 
Chronic pain (marked life disruption) 
Continuity (of symptoms) (life disruption) 
Pension (marked life disruption) 


Lifestyle 
*Lifestyle 


Lifting 
*Lifting 
Medical restrictions (repetitive bending and lifting) 
Medical restrictions (repetitive heavy lifting) 


Ligament 
Tear (ligament) 
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Limb 
* Artificial apparatus, appliance, limb, member 
* Artificial apparatus, appliance, limb, member (dentures) 


Limit (s) 
Cross-questioning (limits) 
*Time limits 
Time limits (civil action) 
Time limits (section 21) 
Time limits (section 77) 


Line 
Available for employment (crossing picket line) 
Utilities (line worker) 


Lipoma 
Causation (lipoma) 
*Lipoma 
*Tumour (lipoma) 


Liquidation 
Commutation (debt liquidation) 
Commutation (debt liquidation) (bankruptcy) 
Commutation (debt liquidation) (business loan) 
Commutation (debt liquidation) (farm) 
Commutation (debt liquidation) (home mortgage) 
Commutation (debt liquidation) (psychiatric report) 
Commutation (debt liquidation) (overpayment) 


Literature 
Leave to appeal (substantial new evidence) (medical literature) 
Three week rule (medical literature) 


Loader 
Logging (loader operator) 


Loan (s) 
Commutation (debt liquidation) (business loan) 
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Location 
Arising out of employment (remote location) 
*Location (of employment) 
*Location (of injury) 
*Location (of injury) (subsequent incidents outside work) 
*Location (of worker) 
Rehabilitation, vocational (job search) (geographic location) 


Logging 
Board Directives and Guidelines (logging industry workers) 
Class of employer (logging) 
Logging 
Logging (loader operator) 
Logging (skidder) 


Long 
*Employee (long term service) 
*Long latency 
Mining (drilling) (long hole) 
Worker (long term service) 


Loquitur 
Negligence (res ipsa loquitur) 


Loss 
Aggravation (preexisting condition) (hearing loss) 
Board Directives and Guidelines (hearing loss) (hearing aid) 


Board Directives and Guidelines (hearing loss) (individual susceptibility) 


December 31, 1990 


Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 


(self-employed worker) 
Earnings basis (wage loss supplement) 
**Hearing loss 
Hearing loss (impact noise) 
Hearing loss (traumatic) 
Impairment of earning capacity (future wage loss) 
Impairment of earning capacity (loss of stomach) 
Impairment of earning capacity (loss of teeth) 
**Medical opinion (hearing loss) 
Medical opinion (hearing loss) (presbycusis) 
Medical opinion (hearing loss) (testing procedures) 
Pensions (Rating Schedule) (hearing loss) 
Permanent disability (hearing loss) 
Permanent disability (loss of body parts) 
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Loss continued: 


**Preexisting condition (hearing loss) 
Section 15 application (economic loss) 
Supplements, temporary (wage loss) 
Supplements, temporary (wage loss) (period of adjustment) 
Temporary partial disability (wage loss benefits) (loss of bonus) 
Temporary partial disability (wage loss benefits) (loss of overtime) 
Temporary partial disability (wage loss benefits) (self-employed worker) 
Temporary partial disability (wage loss supplement) 


Lost 
Expenses (lost salary) 
*Lost time 


Lot (s) 
Arising out of employment (parking lots) 
Board Directives and Guidelines (parking lots) 
In the course of employment (parking lots) 
*Parking lot 


Low 
Aggravation (preexisting condition) (pain) (low back) 
Chronic pain (low back) 
Pain (low back) 
Recurrences (preexisting condition) (chronic pain) (low back) 


Lower 
*Back conditions (lower back) 


Lumbar 

Aggravation (compensable injury) (myofascitis) (lumbar) 
Aggravation (compensable injury) (strains and sprains) (lumbar) 
Aggravation (preexisting condition) (disc, degeneration) (lumbar) 
Aggravation (preexisting condition) (strains and sprains) (umbar) 
Disc, bulging (lumbar) 

Disc, degeneration (lumbar) 

Disc, herniated (lumbar) 
*Preexisting condition (lumbar stenosis) 

Recurrences (compensable injury) (strains and sprains) (lumbar) 
Scoliosis (lumbar) 

Strains and sprains (lumbar) 
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Lumbosacral 
Aggravation (compensable injury) (strains and sprains) (lumbosacral) 
Aggravation (preexisting condition) (disc, degeneration) (lumbosacral) 
Disc, degeneration (lumbosacral) 
Strains and sprains (lumbosacral) 


Lump 
*Lump sum (permanent disability) 
Pensions (lump sum) 
Pensions (lump sum) (accrual after death) 
Pensions (lump sum) (amalgamation of claims) 
Pensions (lump sum) (ten per cent pension) 
Pensions (lump sum) (ten per cent pension) (advantage to worker) 


Lunch 
Arising out of employment (lunch) 
In the course of employment (lunch) 
*Lunch 


Lung 
**Cancer (lung) 
Cancer (lung) (bronchioalveolar) 
Causation (cancer) (lung) 
**Chronic obstructive lung disease 
Industrial disease (cancer) (lung) 
*Industrial disease (lung cancer) 
*Industrial disease (lung disease) 
Infection (lung) 
*Lung condition 
*Lung condition (cancer) 
*Lung condition (collapsed lung) 
*Lung condition (mesothelioma) 
*Lung condition (obstructive pulmonary disease) 
*Lung condition (pulmonary edema) 
*Lung condition (respiratory condition) 
*Medical opinion (collapsed lung) 
Medical opinion (chronic obstructive lung disease) 
*Preexisting condition (lung condition) 


Lymphoma 
Industrial disease (lymphoma) (malignant) 
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Machine 
**Sewing machine operator 


Machinery 
Class of employer (installation of heavy machinery) 
Class of employer (manufacturing) (machinery) 
Supplier of motor vehicle, machinery or equipment 
Supplier of motor vehicle, machinery or equipment (maintenance of equipment) 


Magnification 
*Pain magnification 


Maintenance 
Board Directives and Guidelines (maintenance allowance) (calculation) 
Death (maintenance of claim by estate) 
Death (maintenance of claim by estate) (commutation) 
Rehabilitation, vocational (maintenance allowance) 
Rehabilitation, vocational (maintenance allowance) (calculation) 
Supplier of motor vehicle, machinery or equipment (maintenance of equipment) 


Make 
Natural justice (opportunity to make submissions) 


Making 
Jurisdiction, Tribunal (procedure) (rule making) 


Malathion 
Exposure (malathion) 


Malformation 
Aggravation (preexisting condition) (disc, congenital malformation) 
*Preexisting condition (arteriovenous malformation) 


Malignant 
Industrial disease (lymphoma) (malignant) 


Malingering 
*Malingering 
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Manipulation 
Consequences of injury (iatrogenic illness) (treatment) (chiropractic manipulation) 


Manufacturing 
Class of employer (manufacturing) (machinery) 
Class of employer (manufacturing) (plaster statuary) 
Class of employer (manufacturing) (pottery) 
*Manufacturing 


Marked 
Chronic pain (marked life disruption) 
Pensions (marked life disruption) 


Mastectomy 
Preexisting condition (mastectomy) 


Material (s) 
*Access to WCB file (medical information) (material deleted) 
Access to worker file, P.D. 1 (deletion of material) 
Access to worker file, s. 77 (deletion of material) 
Access to worker file, s. 77 (use of material) 


Maximal 
**Maximal medical rehabilitation 
Maximal medical rehabilitation (pension examination) 


Maximum 
Earnings basis (maximum) 


Measure 
Board Directives and Guidelines (commutation) (rehabilitative measure) 


Medical 
*Access to WCB file (medical information) 
*Access to WCB file (medical information) (access denied) 
* Access to WCB file (medical information) (material deleted) 
* Access to WCB file (medical information) (subsequent disclosure) 
Adjournment (additional medical evidence) 
Board Directives and Guidelines (adjudication) (medical treatment) 
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Medical continued: 


Causation (medical evidence) 
Causation (medical evidence) (standard of proof) 
Causation (medical evidence) (standard of proof) (stress) 
Health care (medical aid) (alternative treatment) 
Health care (medical aid) (drugs) 
Health care (medical aid) (escorts) 
Leave to appeal (substantial new evidence) (medical literature) 
Leave to appeal (substantial new evidence) (medical report) 
**Maximal medical rehabilitation 
Maximal medical rehabilitation (pension examination) 
**Medical examination 
Medical examination (section 21) 
Medical examination (section 21) (medical tests) 
Medical examination (section 21) (selection by employer) 
Medical examination (section 21) (standard of proof) 
Medical examination (section 86h) 
Medical examination (section 86h) (failure to attend) 
*Medical information 
*Medical opinion (allergy) 
Medical opinion (aneurysm) 
*Medical opinion (ankle) 
*Medical opinion (ankylosing spondylitis) 
*Medical opinion (anxiety) 
*Medical opinion (arthritis) 
Medical opinion (asthma) 
Medical opinion (atypical facial pain) 
*Medical opinion (back condition) 
*Medical opinion (Bell’s Palsy) 
*Medical opinion (bronchial hyperactivity) 
Medical opinion (bronchial spasm) 
*Medical opinion (calluses) 
Medical opinion (cancer) (gold miners) 
Medical opinion (carbon dioxide) 
*Medical opinion (carpal tunnel) 
Medical opinion (cataracts) 
Medical opinion (cataracts) (welding) 
Medical opinion (chromic mist exposure) 
Medical opinion (chronic obstructive lung disease) 
Medical opinion (chronic pain) 
*Medical opinion (chronic pain syndrome) 
*Medical opinion (collapsed lung) 
*Medical opinion (degenerative disc disease) 
Medical opinion (dental implants) 
Medical opinion (disc, degeneration) 
Medical opinion (disc, herniated) 
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Medical continued: 


*Medical opinion (elbow condition) 
Medical opinion (environmental hypersensitivity) 
*Medical opinion (eye condition) 
**Medical opinion (fibromyalgia) 
*Medical opinion (fibrositis) 
**Medical opinion (hearing loss) 
Medical opinion (hearing loss) (presbycusis) 
Medical opinion (hearing loss) (testing procedures) 
Medical opinion (heart attack) 
Medical opinion (heart attack) (respiratory disease) 
*Medical opinion (heart condition) 
*Medical opinion (hernia) 
*Medical opinion (hip replacement) 
*Medical opinion (hypochondriasis) 
*Medical opinion (ligament instability) 
*Medical opinion (low back injury) 
*Medical opinion (lumbosacral sprain) 
*Medical opinion (lung disease) 
Medical opinion (mesothelioma) 
Medical opinion (multiple sclerosis) 
Medical opinion (myofascial pain syndrome) 
*Medical opinion (neck condition) 
*Medical opinion (nerve root lesion) 
Medical opinion (osteoarthritis) 
*Medical opinion (osteoma) 
*Medical opinion (pain) 
Medical opinion (patellofemoral joint syndrome) 
*Medical opinion (polyneuropathy) 
*Medical opinion (prostatitis) 
Medical opinion (psittacosis) 
*Medical opinion (psychiatric condition) 
Medical opinion (rheumatoid arthritis) 
*Medical opinion (rotator cuff tear) 
*Medical opinion (shoulder condition) 
Medical opinion (seizure) 
*Medical opinion (spinal stenosis) 
Medical opinion (spondylitis) (ankylosing) 
Medical opinion (tear) (meniscus) 
*Medical opinion (tennis elbow) 
*Medical opinion (tenosynovitis) 
Medical opinion (thoracic outlet syndrome) 
*Medical opinion (torticollis) 
Medical opinion (transverse myelitis) 
*Medical opinion (varicose veins) 
Medical opinion (VDT ergonomics) 
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Medical continued: 


Medical opinion (venous condition) 
Medical opinion (vibrations) (carpal tunnel syndrome) 
Medical opinion (vibrations) (vehicular) 
*Medical opinion (white finger disease) 
*Medical Panel 
*Medical referee 
*Medical report 
Medical report (certainty of diagnosis) 
Medical report (clinical notes) 
Medical report (consistent diagnoses) 
Medical report (DRC discharge report) (conclusion vs constituent reports) 
Medical report (early reports preferred) 
Medical report (evidence of specialist preferred) 
Medical report (opinion of Board doctor preferred) 
Medical report (opinion of s. 86 assessor) 
Medical report (opinion of treating doctor preferred) 
**Medical report (payment for) 
Medical report (post-hearing) 
Medical report (varying diagnosis) 
*Medical restrictions 
Medical restrictions (repetitive bending and lifting) 
Medical restrictions (repetitive heavy lifting) 
Medical restrictions (repetitive gripping) 
Medical restrictions (standing) 
Medical restrictions (weight carrying) 
*Medical treatment 
Medical treatment (cortisone injections) 
Medical treatment (special) 
Procedure (additional medical evidence) 
Rehabilitation, medical (cooperation) 
*Rehabilitation (of worker) (medical) 
Three week rule (medical literature) 
Words and phrases (medical aid) 
Words and phrases (medical practitioner, s. 21) 
Worker (status during medical appointment) 


Medication 
Consequences of injury (iatrogenic illness) (medication) 
Consequences of injury (iatrogenic illness) (medication) (anxiolytic amnestic disorder) 
Consequences of injury (iatrogenic illness) (medication) (chymopapain) 
Consequences of injury (iatrogenic illness) (medication) (diazepam) 
Consequences of injury (iatrogenic illness) (medication) (nausea) 
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Medication continued: 


Consequences of injury (iatrogenic illness) (medication) (renal failure) 
Consequences of injury (iatrogenic illness) (medication) (tinnitus) 
Consequences of injury (iatrogenic illness) (medication) (ulcer) 


Member 
*Artificial apparatus, appliance, limb, member 
“Artificial apparatus, appliance, limb, member (dentures) 
**Member of the family 
Member of family (common law spouse) 
Procedure (retirement of panel member) 


Meniere’s 
Meniere’s disease 


Meniscus 
Aggravation (preexisting condition) (tear) (meniscus) 
*Knee (torn meniscus) 
Medical opinion (tear) (meniscus) 
Tear (meniscus) 


Mental 
Aggravation (preexisting condition) (mental condition) 
Mental condition 
Mental condition (standard of proof) 
*Mental disorder 
*Mental disorder (anxiety) 
*Mental disorder (depression) 
*Mental disorder (hypochondriasis) 
*Mental disorder (nervousness) 
*Mental disorder (neurosis) 
*Mental disorder (paranoid schizophrenia) 
*Mental disorder (phobia) 
Pensions (assessment) (mental condition) 
Preexisting condition (mental condition) 
*Preexisting condition (mental disorder) 


Mercantile 
Class of employer (retail mercantile business) 
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Mercury 
Exposure (mercury) 
Industrial disease (poisoning) (mercury) 


Merits 
**Merits and justice 
Merits and justice (interpretation) 
Procedure (section 21) (application and merits together) 


Mesothelioma 
*Cancer, mesothelioma 
*Industrial disease (mesothelioma) 
*Lung condition (mesothelioma) 
Medical opinion (mesothelioma) 
**Miesothelioma 


Metacarpal 
Pensions (assessment) (metacarpal) 


Metatarsalgia 
*Foot condition (metatarsalgia) 
Metatarsalgia 


Methanol 
Poisoning (methanol) 


Methyl ethyl ketone 
Exposure (methyl ethyl ketone) 


Microtrauma 
Disablement (microtrauma) 


Millwright 
Steelworker (millwright) 
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Miner (s) 
Board Directives and Guidelines (gold miners) 
Causation (cancer) (gold miners) 
Industrial Disease Standards Panel (gold miners) 
Medical opinion (cancer) (gold miners) 


Mining 

Class of employer (mining) 
**Mining 

Mining (drilling) 
Mining (drilling) (diamond) 
Mining (drilling) (fan drill operator) 
Mining (drilling) (long hole) 
Mining (gold) 
Mining (gold) (raise drilling) 
Mining (nickel) 
Mining (trackman) 
Mining (uranium) 


Minor 
Leave to appeal (good reason to doubt correctness) (minor error) 


Misconduct 
In the course of employment (takes self out of employment) (misconduct) 
*Issue in dispute (wilful misconduct) 
**Misconduct 
Misconduct (over-exertion) 
Misconduct (provocation) 


Mist 
Exposure (oil mist) 
Exposure (sulphuric acid mist) 
Medical opinion (chromic mist exposure) 


Mistaken 
*Mistaken belief 


Modifications 
*Health care (home modifications) 
*Home modifications 
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Modified 
*Modified work 


Monoxide 
Exposure (carbon monoxide) 


Mortgage 
Commutation (debt liquidation) (home mortgage) 


Mother 
*Mother 


Motivation 
Availability for employment (motivation) 
**Motivation 


Motor 
Motor neuron disease 
*Motor vehicle accident 
*Motor vehicle cases 
Section 15 application (motor vehicle insurance) 
Supplier of motor vehicle, machinery or equipment 
Supplier of motor vehicle, machinery or equipment (maintenance of equipment) 


Movement (s) 
**Repetitive movement 


Multiple 
Access to worker file, s. 77 (multiple appeals) 
Aggravation (preexisting condition) (multiple sclerosis) 
Medical opinion (multiple sclerosis) 
**Multiple causes 
*Multiple disabilities 
Multiple sclerosis 


Multiplex 
*Preexisting condition (arthrogryposis multiplex congenital) 
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Multi-storey 
In the course of employment (multi-storey buildings) 


Municipal 
*Municipal Corporation, Board or Commission 


Muscle 
*Back conditions (muscle spasms) 
*Back conditions (muscle spasms) (sacroiliac joint) 
*Back conditions (muscle spasms) (strains and sprains) 
*Chest (muscle tear) 
Muscle spasms 
*Shoulder condition (muscle spasms) 
*Shoulder condition (pulled muscle) 


Muscular 
*Preexisting condition (muscular dystrophy) 


Myelitis 
Medical opinion (transverse myelitis) 
Transverse myelitis 


Myocardial 
*Preexisting condition (myocardial fibrosis) 


Myofascial 
Medical opinion (myofascial pain syndrome) 


Myofascitis 
Aggravation (compensable injury) (lumbar) (myofascitis) 
*Shoulder conditions (myofascitis) 


Natural 
**Natural justice 
Natural justice (adequacy of representation) 
Natural justice (disclosure of evidence) 
Natural justice (opportunity to make submissions) 
Natural justice (oral hearing) 
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Natural continued: 


Natural justice (procedural error) 
Natural justice (procedural error) (full and fair hearing) 
Natural justice (three week rule) 


Nature 
Disablement (nature of work) 
*Employment (nature of) 
Nature of employment 
Section 86n (binding nature of determination) 


Nausea 
Consequences of injury (iatrogenic illness) (medication) (nausea) 


Neck 

*Industrial disease (neck condition) 
**Neck condition 

*Neck condition (cervical spondylosis) 
*Neck condition (disc condition) 
*Neck condition (disc disease) 

*Neck condition (disc lesion) 

*Neck condition (scalenus anterior syndrome) 
*Neck condition (strain) 

*Neck condition (torticollis) 

*Neck condition (whiplash) 

Pensions (assessment) (neck) 
*Preexisting condition (neck condition) 
*Repetitive strain injury (meck sprain) 


Necrosis 
*Hip (vascular necrosis) 
Necrosis (avascular) 
Aggravation (preexisting condition) (necrosis) (avascular) 


Need 
Commutation (pressing need) 
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Negative 
Availability for employment (reassessment of negative decision) (onus of proof) 
Availability for employment (reassessment of negative decision) (standard of proof) 
Rehabilitation (reassessment of negative decision) (onus of proof) 
Rehabilitation (reassessment of negative decision) (standard of proof) 


Negligence 
*Contributory negligence 
**Negligence 
Negligence (duty of care) 
*Negligence (recent repair) 
Negligence (res ipsa loquitur) 


Nerve 
*Back condition (adhesion nerve root) 
Nerve entrapment (ulnar) 
Nerve root compression 


Nervousness 
*Mental disorder (nervousness) 


Neuralgia 
Pensions (AMA Guides) (intercostal neuralgia) 
Pensions (assessment) (intercostal neuralgia) 


Neuritis 
*Arm condition (ulnar neuritis) 
*Neuritis 


Neuroma 
Aggravation (compensable injury) (neuroma) 
Neuroma (acoustic) 
Preexisting condition (neuroma) (acoustic) 


Neuron 
Motor neuron disease 
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Neurosis 
Causation (conversion neurosis) 
*Compensation neurosis 
Conversion neurosis 
Conversion neurosis (blindness) 
*Mental disorder (neurosis) 


New 
Access to worker file, s. 77 (issue in dispute) (relevance) (new information) 
Construction (new construction) 
Leave to appeal (substantial new evidence) 
Leave to appeal (substantial new evidence) (affidavit) 
Leave to appeal (substantial new evidence) (documents) 
Leave to appeal (substantial new evidence) (medical literature) 
Leave to appeal (substantial new evidence) (medical report) 
Leave to appeal (substantial new evidence) (new Board policy) 
Leave to appeal (substantial new evidence) (statement) 
Leave to appeal (substantial new evidence) (subsequent Board decision) 
Leave to appeal (substantial new evidence) (subsequent court decision) 
Leave to appeal (substantial new evidence) (witness) 
Penalties (mew owner) 
Procedure (reconsideration) (new application) 
Reconsideration (new evidence) 
Reconsideration (new evidence) (test) 


Newspaper 
Independent operator (newspaper distributor) 


Nickel 
Mining (nickel) 
*Nickel 


Nitrate 
Exposure (ammonium nitrate) 


Node 
Preexisting condition (Schnorl’s node) 


Noise 
Hearing loss (impact noise) 
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Non-clerical 
Class of employer (supplier of non-clerical labour) 


Non-compensable 
Availability for employment (disabled by non-compensable condition) 


Nominal 
Earnings basis (nominal remuneration) 
Words and phrases (nominal remuneration, s.43(6)) 


Non-medical 
*Access to WCB file (non-medical information) 
Access to worker file, s. 77 (non-medical information) 


None 
*Organic evidence of injury, none 


Notes 
Medical report (clinical notes) 


Notice 

*Notice (at hearing) 

*Notice (of accident) 
Notice of accident (as soon as practicable) 
Notice of accident (industrial disease) 
Notice of accident (prejudice) 

**Notice of hearing 
Notice of hearing (adjournment request) 
*Notice (of issue of concern to Tribunal) 
Reconsideration (procedural error) (notice) 


Nullity 
*Decisions, orders or rulings of the Board (nullity) 


Nursing 
**Hospital employment (nursing) 
*Hospital employment (nursing assistant) 
*Nursing home (employment in) 
*Nursing services 
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Obesity 
** Obesity 
Preexisting condition (obesity) 


Obligation “ 
Jurisdiction, constitutional (obligation to consider constitutional issues) 


Obstructive 
**Chronic obstructive lung disease 
*Lung condition (obstructive pulmonary disease) 
Medical opinion (chronic obstructive lung disease) 


Occlusion 
Occlusion (retinal vein) 


Occupation 
Industrial disease (characteristic of occupation) 


Occupational 
*Jurisdiction (powers of Tribunal) (occupational health & safety) 
*Occupational Health & Safety Act 
Occupational Health & Safety Act (lead exposure) 
*Occupational stress 


Occupier’s 
Jurisdiction, Tribunal (section 15) (Occupier’s Liability Act) 


Occurrence 
Accident (occurrence) 
Accident (occurrence) (inconsistent witnesses) 


Offence 
Access to worker file, P.D. 1 (offence) 
Access to worker file, s. 77 (offence) 
*Offence 


Offender (s) 
Correctional officer (young offenders) 
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Offer 
Available employment (offer from accident employer) 
Available employment (offer from employer) 
Availability for employment (offer from employer) 


Offered 
Rehabilitation, vocational (length of time services offered) 
Rehabilitation, vocational (program not offered by Board) 


Office 
Office worker 
Office worker (clerk) 
Office worker (keypunch operator) 
Office worker (typist) 


Officer (s) 
Correctional officer (young offenders) 
**Executive officers 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Jurisdiction, Tribunal (refusal to refer to Hearings Officer) 


Official 
* Official Guardian 


Oil 
Exposure (oil fumes) 
Exposure (oil mist) 


Older 
Discretion, Board (supplements, older worker) 
Board Directives and Guidelines (supplements, older worker) 
Rehabilitation, vocational (benefit for older worker) 
Supplements, older worker 
Supplements, older worker (age) 
Supplements, temporary (rehabilitative purpose) (older worker) 
Words and phrases (older worker, s. 45(7)) 


Ombudsman 
Jurisdiction, Tribunal (final decision of Board) (decision of Ombudsman Administrator) 
**Ombudsman 
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Ongoing 
*Issue in dispute (ongoing disability) 
Significant contribution (of compensable accident to ongoing condition) 
Significant contribution (of employment to ongoing condition) 


Onset 
Delay (onset of symptoms) 


Ontario 
Availability for employment (trip outside of Ontario) 


Onus 
Availability for employment (reassessment of negative decision) (onus of proof) 
Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
**Onus of proof 
Rehabilitation (reassessment of negative decision) (onus of proof) 
Section 15 application (onus of proof) 


Operation 
Class of employer (operation of apartment building) 
Class of employer (wholesale operation) 
Penalties (employer out of operation) 


Operator . 

**Independent operator 
Independent operator (auto parts distributor) 
Independent operator (construction) 
Independent operator (couriers) 
Independent operator (diaper service driver) 
Independent operator (newspaper distributor) 
Independent operator (taxi driver) 
Independent operator (tow truck driver) 
Independent operator (truck driver) 
Logging (loading operator) 
Mining (drilling) (fan drill operator) 
Office worker (keypunch operator) 

**Sewing machine operator 

**Telephone operator 
Transportation industry (owner/operator) 
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Opinion 
*Medical opinion (allergy) 
Medical opinion (aneurysm) 
*Medical opinion (ankle) 
*Medical opinion (ankylosing spondylitis) 
*Medical opinion (anxiety) 
*Medical opinion (arthritis) 
Medical opinion (asthma) 
Medical opinion (atypical facial pain) 
*Medical opinion (back condition) 
*Medical opinion (Bell’s Palsy) 
*Medical opinion (bronchial hyperactivity) 
Medical opinion (bronchial spasm) 
*Medical opinion (calluses) 
Medical opinion (cancer) (gold miners) 
Medical opinion (carbon dioxide) 
*Medical opinion (carpal tunnel) 
Medical opinion (cataracts) 
Medical opinion (cataracts) (welding) 
Medical opinion (chromic mist exposure) 
Medical opinion (chronic obstructive lung disease) 
Medical opinion (chronic pain) 
*Medical opinion (chronic pain syndrome) 
*Medical opinion (collapsed lung) 
*Medical opinion (degenerative disc disease) 
Medical opinion (dental implants) 
Medical opinion (disc, degeneration) 
Medical opinion (disc, herniated) 
Medical opinion (environmental hypersensitivity) 
**Medical opinion (fibromyalgia) 
**Medical opinion (hearing loss) 
Medical opinion (hearing loss) (presbycusis) 
Medical opinion (hearing loss) (testing procedures) 
Medical opinion (heart attack) 
Medical opinion (heart attack) (respiratory disease) 
Medical opinion (heart condition) 
Medical opinion (hernia) 
Medical opinion (hip replacement) 
Medical opinion (mesothelioma) 
Medical opinion (multiple sclerosis) 
Medical opinion (myofascial pain syndrome) 
Medical opinion (osteoarthritis) 
Medical opinion (patellofemoral joint syndrome) 
Medical opinion (psittacosis) 
Medical opinion (rheumatoid arthritis) 
Medical opinion (seizure) 
Medical opinion (spondylitis) (ankylosing) 
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Opinion continued: 


Medical opinion (tear) (meniscus) 

*Medical opinion (tennis elbow) 

*Medical opinion (tenosynovitis) 

Medical opinion (thoracic outlet syndrome) 

*Medical opinion (torticollis) 

Medical opinion (transverse myelitis) 

*Medical opinion (varicose veins) 

Medical opinion (VDT ergonomics) 

Medical opinion (venous condition) 

Medical opinion (vibrations) (carpal tunnel syndrome) 

Medical opinion (vibrations) (vehicular) 

*Medical opinion (white finger disease) 

Medical report (opinion of Board doctor preferred) 

Medical report (opinion of s. 86 assessor) 

Medical report (opinion of treating doctor preferred) 

Standard of review (opinion of Board) 

Rehabilitation, vocational (aid in getting worker back to work) (opinion of Board) 
Rehabilitation, vocational (suitability of program) (opinion of Board) 


Opportunity 
Natural justice (opportunity to make submissions) 


Oral 
**Hearing (oral) 
Natural justice (oral hearing) 


Order (s) 
*Decisions, orders or rulings of the Board 
*Decisions, orders or rulings of the Board (nullity) 
** Orders 
Orders (directions) 
Orders (terms and conditions) 
Procedure (order of proceedings) 


Orderly 
*Hospital employment (orderly) 


Organic 
*Chronic pain without organic cause 
*Organic evidence of injury, none 
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Organization 
Board Directives and Guidelines (penalty assessments) (charitable organization) 
Class of employer (dual rates) (organization test) 
*Organization test 
Worker (test) (organization test) 


Original 
*Access to WCB file (original application to Tribunal) 


Orthopaedic 
Health care (appliances or apparatus) (orthopaedic bed) 


Osgood-Schlatter’s 
Osgood-Schlatter’s disease 


Osteoarthritis 

Aggravation (preexisting condition) (osteoarthritis) 
Aggravation (preexisting condition) (osteoarthritis) (asymptomatic) 
Aggravation (preexisting condition) (osteoarthritis) (hip) 
Aggravation (preexisting condition) (osteoarthritis) (knee) 
Medical opinion (osteoarthritis) 

** Osteoarthritis 
Osteoarthritis (ankle) 
Osteoarthritis (finger) 
Osteoarthritis (hand) 
Osteoarthritis (hip) 
Osteoarthritis (knee) 
Osteoarthritis (spine) 
Osteoarthritis (toe) 

**Preexisting condition (osteoarthritis) 
*Shoulder condition (osteoarthritis) 
Susceptibility (osteoarthritis) 


Osteochondritis 
Aggravation (preexisting condition) (osteochondritis) 
Aggravation (preexisting condition) (osteochondritis) (symptomatic) 
Osteochondritis (knee) 


Osteoma 
*Head (osteoma) 


155 


Release No. 14, February 1991 


oe eee eee 


December 31, 1990 KEYWORD GUIDE 


Osteoporosis 
Consequences of injury (osteoporosis) 


Otitis 
Ear condition (otitis externa) 
Otitis 


Otosclerosis 
Otosclerosis 
Preexisting condition (otosclerosis) 


Outlet 
Aggravation (preexisting condition) (thoracic outlet syndrome) 
Medical opinion (thoracic outlet syndrome) 
*Shoulder condition (thoracic outlet syndrome) 
Thoracic outlet syndrome 


Out 
In the course of employment (takes self out of employment) 
In the course of employment (takes self out of employment) (dangerous driving) 
In the course of employment (takes self out of employment) (drug abuse) 
In the course of employment (takes self out of employment) (intoxication) 
In the course of employment (takes self out of employment) (misconduct) 
Penalties (employer out of operation) 
**Out of Province 
Out of Province (dependant) 


Outside 
Subsequent incidents (outside work) 


Oven 
Exposure (coke oven emissions) 


Over-exertion 
Misconduct (over-exertion) 


Overnight 
In the course of employment (overnight accommodation) 
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e858 585888 


Overpayment 
Commutation (debt liquidation) (overpayment) 
Jurisdiction, Board (overpayment) 
Jurisdiction, Tribunal (overpayment) 
**Overpayment 
Overpayment (ability to repay) 


Overruling 
Overruling 


Oversight 
Leave to appeal (good reason to doubt correctness) (oversight) 


Overtime 
Board Directives and Guidelines (earnings basis) (overtime) 
Earnings basis (overtime) 
Temporary partial disability (wage loss benefits) (loss of overtime) 


Overuse 
Overuse syndrome 


Own 
Board Directives and Guidelines (in the course of employment) (repairing own equipment) 
In the course of employment (repairing own equipment) 
Jurisdiction, Board (over own process) 
Jurisdiction, Tribunal (over own process) 


Owner 
Penalties (new owner) 
Transportation industry (owner/operator) 


Paget’s 
Preexisting condition (Paget’s disease) 


Paid 
Earnings basis (employer paid benefits) 
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Pain 
Aggravation (preexisting condition) (pain) (low back) 
Board Directives and Guidelines (chronic pain) 
Board Directives and Guidelines (chronic pain) (Rating Schedule) 
*Chronic pain 
Chronic pain (genuineness) (special confidence) 
Chronic pain (leg) 
Chronic pain (low back) 
Chronic pain (marked life disruption) 
Chronic pain (Rating Schedule) 
Chronic pain (stacking) 
*Chronic pain syndrome 
*Chronic pain without organic cause 
Medical opinion (atypical facial pain) 
Medical opinion (chronic pain) 
*Medical opinion (chronic pain syndrome) 
Medical opinion (myofascial pain syndrome) 
**Pain 
Pain (back) 
Pain (chest) 
Pain (low back) 
*Pain magnification 
Pain (real to worker) 
Pain (thoracic) 
Pensions (assessment) (chronic pain) 
Pensions (Rating Schedule) (chronic pain) 
**Psychogenic pain 
*Psychogenic pain disorder 
Recurrences (preexisting condition) (chronic pain) (low back) 
Somatoform pain 


Palsy 
*Head (Bell’s Palsy) 
*Medical opinion (Bell’s Palsy) 


Panel 
**Case Direction Panel 
Hearing (witness called by Panel) 
Industrial Disease Standards Panel (gold miners) 
*Medical Panel 
Procedure (reconsideration) (constitution of panel) 
Procedure (retirement of panel member) 
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Paranoid 
*Mental disorder (paranoid schizophrenia) 
Paranoid psychosis 


Parking 
Arising out of employment (parking lots) 
Board Directives and Guidelines (parking lots) 
In the course of employment (parking lots) 
*Parking lot 


Part (s) 
Independent operator (auto parts distributor) 
Permanent disability (loss of body part) 


Part-time 
*Employment (part-time) 


Partial 

Board Directives and Guidelines (partial disability benefits) suitable 
employment) 

Board Directives and Guidelines (temporary partial disability) 
Board Directives and Guidelines (temporary partial disability) (Canada Pension 
Plan) 

Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 

(self-employed worker) 

*Partial disability 

Supplements, temporary (partial award) 
*Temporary partial benefits 

**Temporary partial disability 

Temporary partial disability (level of benefits) 
Temporary partial disability (level of benefits) (retirement) 
Temporary partial disability (wage loss benefits) (loss of bonus) 
Temporary partial disability (wage loss benefits) (loss of overtime) 
Temporary partial disability (wage loss benefits) (self-employed worker) 
Temporary partial disability (wage loss supplements) 


Participation 
**Parties (participation) 
Parties (participation) (adequacy) 
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Particulars 
Access to worker file, s. 77 (issue in dispute) (particulars) 


Partner 
*Partner 
*Worker (partner) 


Party (ies) 

** Agreement (parties) 
Hearing (exclusion of parties) 

**Parties 
Parties (of record) 
Parties (of record) (previous employers) 

**Parties (participation) 
Parties (participation) (adequacy) 

**Parties (representation) 
Parties (representation) (adequacy) 
Parties (representation) (conflict of interest) 
Parties (representation) (representative giving evidence) 
Parties (representation) (representative instructed to withdraw) 
Parties (WCB) 

**Procedure (absent parties) 

*Third party claims 


Patellofemoral 
Medical opinion (patellofemoral joint syndrome) 
Patellofemoral joint syndrome 


Pathway (s) 
In the course of employment (pathways) 


Patient (s) 
*Hospital employment (patient assistant) 


Pay 
Deductions (vacation pay) 
Earnings basis (retroactive pay increase) 
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Payment (s) 
Jurisdiction, Tribunal (payments pending appeal) 
**Medical report (payment for) 


Payroll 
*Payroll of employer 


Pectoris 
* Angina pectoris 


Pelmear 
Pensions (Rating Schedule) (Taylor/Pelmear scale) 


Penalty (ies) 
Board Directives and Guidelines (penalty assessments) 
Board Directives and Guidelines (penalty assessments) (charitable 
organization) 
Board Directives and Guidelines (penalty assessments) (distortions) 
Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 
Board Directives and Guidelines (penalty assessments) (homogeneous rate 
group) 
**Penalties 
Penalties (employer out of operation) 
Penalties (new owner) 


Pending 
Jurisdiction, Tribunal (payments pending appeal) 


Pension (Ss) 

Apportionment (pensions) 
Board Directives and Guidelines (commutation) (ten per cent pension) 
Board Directives and Guidelines (pensions) (assessment) 
Board Directives and Guidelines (pensions) (enhancement factor) 
Board Directives and Guidelines (pensions) (preexisting condition) 
Board Directives and Guidelines (pensions) (provisional) 
Board Directives and Guidelines (temporary partial disability) (Canada Pension 
Plan) 

**Canada Pension Plan 
Discretion, Board (pension assessment) (fettering) 

*Issue in dispute (pension) 
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Pension (s) continued: 


Maximal medical rehabilitation (pension examination) 
Pension (AMA Guides) (intercostal neuralgia) 
Pensions (AMA Guides) (peripheral vascular disease) 
Pensions (AMA Guides) (respiratory disease) 
Pensions (AMA Guides) (respiratory impairment) 
Pensions (AMA Guides) (upper respiratory tract) 
Pensions (arrears) 

Pensions (assessment) 

Pensions (assessment) (ankle) 

Pensions (assessment) (arm) 

Pensions (assessment) (asbestosis) 

Pensions (assessment) (back) 

Pensions (assessment) (chronic pain) 

Pensions (assessment) (depression) 

Pensions (assessment) (disfigurement) 

Pensions (assessment) (elbows) 

Pensions (assessment) (enhancement factor) 
Pensions (assessment) (eye) 

Pensions (assessment) (fingers) 

Pensions (assessment) (fingers) (amputation) 
Pensions (assessment) (foot) 

Pensions (assessment) (glaucoma) 

Pensions (assessment) (hand) 

Pensions (assessment) (hip) 

Pensions (assessment) (impotence) 

Pensions (assessment) (intercostal neuralgia) 
Pensions (assessment) (knee) 

Pensions (assessment) (leg) 

Pensions (assessment) (mental condition) 
Pensions (assessment) (metacarpal) 

Pensions (assessment) (neck) 

Pensions (assessment) (perforated ear drum) 
Pensions (assessment) (preexisting condition) 
Pensions (assessment) (prosthesis) 

Pensions (assessment) (psychiatric disability) 
Pensions (assessment) (psychotraumatic disability) 
Pensions (assessment) (shoulder) 

Pensions (assessment) (silicosis) 

Pensions (assessment) (standard of review) 
Pensions (assessment) (stomach) 

Pensions (assessment) (thigh) 

Pensions (assessment) (tinnitus) 

Pensions (assessment) (urethra) 

Pensions (assessment) (varicocele) 

Pensions (assessment) (vertigo) 
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Pension (s) continued: 


Pensions (assessment) (white finger disease) 
Pensions (assessment) (whole person concept) 
Pensions (assessment) (wrist) 

Pensions (date of commencement) 

*Pensions (disability) 

*Pensions (disability) (assessment) 

*Pensions (disability) (calculation of) 

Pensions (lump sum) 

Pensions (lump sum) (accrual after death) 
Pensions (lump sum) (ten per cent pensions) 
Pensions (lump sum) (ten per cent pensions) (advantage to worker) 
Pensions (lump sum) (amalgamation of claims) 
Pensions (marked life disruption) 

Pensions (provisional) (extension) 

Pensions (Rating Schedule) 

Pensions (Rating Schedule) (chronic pain) 
Pensions (Rating Schedule) (dominance) 

Pensions (Rating Schedule) (eye) 

Pensions (Rating Schedule) (hearing loss) 
Pensions (Rating Schedule) (Taylor/Pelmear scale) 
Pensions (stacking) 

Pensions (whole person concept) 

*Procedure (pension assessment) 

Rehabilitation (considering self totally disabled) (Canada Pension Plan) 
Temporary disability (beyond pension level) 


Peremptory 
Adjournment (peremptory hearing date) 


Perforated 
*Ear condition (perforated ear drum) 
Pensions (assessment) (perforated ear drum) 


Perfume 
Exposure (perfume) 


Peril (s) 
Arising out of employment (added peril) 
Arising out of employment (instrument of added peril) 
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Period 
Earnings basis (period of unemployment) 
Supplements, temporary (wage loss) (period of adjustment) 


Peripheral 
Pensions (AMA Guides) (peripheral vascular disease) 


Permanent 

Board Directives and Guidelines (earnings basis) (permanent disability) 
Board Directives and Guidelines (permanent disability) (impotence) 
*Disability (permanent) 

Earnings basis (permanent disability) 
*Lump sum (permanent disability) 

Permanent disability 

Permanent disability (disfigurement) 

Permanent disability (hearing loss) 

Permanent disability (lead exposure) 

Permanent disability (loss of body part) 

Permanent disability (maximal medical rehabilitation) 


Person 
Pensions (assessment) (whole person concept) 


Personal 
Availability for employment (refusing suitable employment) (personal reasons) 
Board Directives and Guidelines (penalty assessments) (distortions) (personal coverage) 
In the course of employment (personal activity) 
*Personal acts 
**Personal coverage 
Personal coverage (commencement) 
Personal coverage (discontinuance) 
Suitable employment (suitable for worker’s capabilities) (personal characteristics of 
worker) 


Personality 
Preexisting condition (personality weakness) 


Pesticide 
Exposure (pesticide) 
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Pharmacist 
Pharmacist 


Phenomenon 
Raynaud’s phenomenon 


Phlebitis 
*Phlebitis 


Phobia 
*Mental disorder (phobia) 


Phosphorus 
*Industrial disease (phosphorus) 
*Phosphorus 


Phrases 
Words and phrases (action, s. 15) 
Words and phrases (cease to apply, s. 133(2)) 
Words and phrases (dependants, s. 1(1)(f)) 
Words and phrases (disability) 
Words and phrases (disease, s. 122) 
Words and phrases (earnings, s. 1(1)(i)) 
Words and phrases (earnings, s. 43(1)) 
Words and phrases (employment) 
Words and phrases (equipment, s. 8(10)) 
Words and phrases (injury) 
Words and phrases (issues, s. 86g(2)) 
Words and phrases (medical aid) 
Words and phrases (medical practitioner, s. 21) 
Words and phrases (nominal remuneration, s.43(6)) 
Words and phrases (older worker, s. 45(7)) 
Words and phrases (process, Sch. 3) 
Words and phrases (relevant, s. 77) 
Words and phrases (remuneration, s. 1(1)(i)) 
Words and phrases (results from, s. 45(1)) 
Words and phrases (right of action for damages, s. 8(9)) 


Physical 
Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 
Psychotraumatic disability (no physical injury) 
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Physician (s) 
*Physicians 
*Transportation to hospital, physician or home 


Picket 
Available employment (crossing picket line) 


Piercing 
Corporation (piercing corporate veil) 


Pigeon 
Exposure (pigeon droppings) 


Pilonidal 
Aggravation (preexisting condition) (cyst) (pilonidal) 
Cyst (pilonidal) 
Recurrences (preexisting condition) (cyst) (pilonidal) 


Place 
*Employer (place of business) 
*Employment (usual place of business) 
Place of business of employer 
Place of employment 


Plan 
Board Directives and Guidelines (temporary partial disability) (Canada Pension 
Plan) 
**Canada Pension Plan 
Rehabilitation (considering self totally disabled) (Canada Pension Plan) 


Plant 
Available employment (plant shutdown) 


Plantar 
Callus (plantar) 
Fasciitis (plantar) 
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Plaster 
Class of employer (manufacturing) (plaster statuary) 


Plica 
Preexisting condition (synovial plica) 


Pneumoconiosis 
Pneumoconiosis 


Pneumonia 
Pneumonia 
Pneumonia (interstitial) 


Pneumothorax 
Pneumothorax 


Poisoning 
Industrial disease (poisoning) (cadmium) 
Industrial disease (poisoning) (chlorinated hydrocarbons) 
Industrial disease (poisoning) (lead) 
Industrial disease (poisoning) (mercury) 
Industrial disease (poisoning) (zinc) 
**Poisoning 
Poisoning (methanol) 


Police 
*Police 


Policy 
Board Directives and Guidelines (supplements, temporary) (policy change) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (substantial new evidence) (new Board policy) 
Section 86n (policy and general law) 


Polyneuropathy 
*Preexisting condition (polyneuropathy) 
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Polyvinyl 
Exposure (polyvinyl acetate) 


Pottery 
Class of employer (manufacturing) (pottery) 


Position 
Disablement (awkward position) 


Post 
*Head (post traumatic brain syndrome) 


Post-concussion 
Post-concussion syndrome 


Post-hearing 
Investigation by Tribunal (post-hearing) 
Medical report (post-hearing) 
Procedure (post-hearing evidence) 
Procedure (post-hearing submissions) 


Post-phlebitic 
Post-phlebitic syndrome 


Post-traumatic 
Post-traumatic stress disorder 


Postal 
Postal workers (letter carrier) 
Postal workers (letter sorter) 


Power (s) 
*Board powers 
*Jurisdiction (powers of Tribunal) 
*Jurisdiction (powers of Tribunal) (access to WCB file) 
*Jurisdiction (powers of Tribunal) (adjournment) 
*Jurisdiction (powers of Tribunal) (amendment) 
*Jurisdiction (powers of Tribunal) (appeal) 
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Power (s) continued: 


*Jurisdiction (powers of Tribunal) (costs) 

*Jurisdiction (powers of Tribunal) (expedited WCB decision requested) 
*Jurisdiction (powers of Tribunal) (interlocutory appeals) 
*Jurisdiction (powers of Tribunal) (issue-splitting) 

*Jurisdiction (powers of Tribunal) (leave to appeal) 

*Jurisdiction (powers of Tribunal) (no jurisdiction) 

*Jurisdiction (powers of Tribunal) (occupational health & safety) 
*Jurisdiction (powers of Tribunal) (out of province) 

*Jurisdiction (powers of Tribunal) (production of documents) 
*Jurisdiction (powers of Tribunal) (reconsideration) 

*Jurisdiction (powers of Tribunal) (referrals to WCB with directions) 
*Jurisdiction (powers of Tribunal) (section 15 applications) 
*Jurisdiction (powers of Tribunal) (section 21 applications) 
*Jurisdiction (powers of Tribunal) (section 77 appeals) 

*Jurisdiction (powers of Tribunal) (stay of proceedings) 

*Jurisdiction (powers of Tribunal) (subpoena) 

*Jurisdiction (powers of Tribunal) (WCB implicitly dealt with issues) 


Practicable 
Notice of accident (as soon as practicable) 


Practice Direction (s) 
Access to worker file, P.D. 1 
Access to worker file, P.D. 1 (adverse consequences of disclosure) 
Access to worker file, P.D. 1 (conditions of access) 
Access to worker file, P.D. 1 (confidentiality) 
Access to worker file, P.D. 1 (deletion of material) 
Access to worker file, P.D. 1 (harmful information) 
Access to worker file, P.D. 1 (jurisdiction) 
Access to worker file, P.D. 1 (offence) 
Access to worker file, P.D. 1 (subsequent disclosure) 
Access to worker file, P.D. 1 (issue in dispute) (SIEF) 
Jurisdiction, Tribunal (Practice Direction No. 1) 
Procedure (Practice Direction No. 1) 
Procedure (Practice Direction No. 4) 
Procedure (Practice Direction No. 7) 
Procedure (Practice Direction No. 9) 


Practitioners 
Words and phrases (medical practitioner, s. 21) 
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Pre-accident 
*Evidence (pre-accident state) 


Pre-hearing 
Investigation by Tribunal (pre-hearing) 


Precedent 
**Legal precedent 


Predominant 
In the course of employment (predominant risk test) 


Preexisting 
Aggravation (preexisting condition) 
Aggravation (preexisting condition) (allergy) 
Aggravation (preexisting condition) (arm condition) 
Aggravation (preexisting condition) (arthritis) 
Aggravation (preexisting condition) (arthritis) (elbow) 
Aggravation (preexisting condition) (arthritis) (hip) 
Aggravation (preexisting condition) (arthrosis) (sacroiliac) 
Aggravation (preexisting condition) (asthma) 
Aggravation (preexisting condition) (athlete’s foot) 
Aggravation (preexisting condition) (bronchiectasis) 
Aggravation (preexisting condition) (carpal tunnel syndrome) 
Aggravation (preexisting condition) (cyst) (pilonidal) 
Aggravation (preexisting condition) (cystic lesion) 
Aggravation (preexisting condition) (degeneration) 
Aggravation (preexisting condition) (degeneration) (knee) 
Aggravation (preexisting condition) (degeneration) (meniscus) 
Aggravation (preexisting condition) (degeneration) (rotator cuff) 
Aggravation (preexisting condition) (dermatitis) 
Aggravation (preexisting condition) (dislocation) (shoulder) 
Aggravation (preexisting condition) (disc, congenital malformation) 
Aggravation (preexisting condition) (disc, degeneration) 
Aggravation (preexisting condition) (disc, degeneration) (asymptomatic) 
Aggravation (preexisting condition) (disc, degeneration) (cervical) 
Aggravation (preexisting condition) (disc, degeneration) (lumbar) 
Aggravation (preexisting condition) (disc, degeneration) (lumbosacral) 
Aggravation (preexisting condition) (disc, degeneration) (symptomatic) 
Aggravation (preexisting condition) (dislocation) (shoulder) 
Aggravation (preexisting condition) (dysuria) 
Aggravation (preexisting condition) (enuresis) 
Aggravation (preexisting condition) (flat feet) 
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Preexisting continued: 


Aggravation (preexisting condition) (flat feet) (asymptomatic) 
Aggravation (preexisting condition) (hearing loss) 

Aggravation (preexisting condition) (hernia) 

Aggravation (preexisting condition) (hernia) (inguinal) 
Aggravation (preexisting condition) (hypertension) 

Aggravation (preexisting condition) (impotence) 

Aggravation (preexisting condition) (knock knees) 

Aggravation (preexisting condition) (mental condition) 
Aggravation (preexisting condition) (multiple sclerosis) 
Aggravation (preexisting condition) (necrosis) (avascular) 
Aggravation (preexisting condition) (osteoarthritis) 

Aggravation (preexisting condition) (osteoarthritis) (asymptomatic) 
Aggravation (preexisting condition) (osteoarthritis) (hip) 
Aggravation (preexisting condition) (osteoarthritis) (knee) 
Aggravation (preexisting condition) (osteochondritis) 

Aggravation (preexisting condition) (osteochondritis) (symptomatic) 
Aggravation (preexisting condition) (pain) (low back) 

Aggravation (preexisting condition) (respiratory condition) 
Aggravation (preexisting condition) (rheumatoid arthritis) 
Aggravation (preexisting condition) (rheumatoid arthritis) (asymptomatic) 
Aggravation (preexisting condition) (rhinitis) 

Aggravation (preexisting condition) (rotoscoliosis) 

Aggravation (preexisting condition) (sciatica) 

Aggravation (preexisting condition) (spinal stenosis) 

Aggravation (preexisting condition) (spondylarthritis) 

Aggravation (preexisting condition) (spondylarthrosis) 
Aggravation (preexisting condition) (spondylitis) (ankylosing) 
Aggravation (preexisting condition) (spondylolisthesis) 
Aggravation (preexisting condition) (spondylolisthesis) (asymptomatic) 
Aggravation (preexisting condition) (spondylolisthesis) (symptomatic) 
Aggravation (preexisting condition) (spondylolysis) 

Aggravation (preexisting condition) (spondylosis) 

Aggravation (preexisting condition) (spondylosis) (cervical) 
Aggravation (preexisting condition) (strains and sprains) (lumbar) 
Aggravation (preexisting condition) (tear) (meniscus) 

Aggravation (preexisting condition) (tendonitis) 

Aggravation (preexisting condition) (tendonitis) (arm) 
Aggravation (preexisting condition) (tendonitis) (biceps) 
Aggravation (preexisting condition) (tendonitis) (rotator cuff) 
Aggravation (preexisting condition) (tenosynovitis) 

Aggravation (preexisting condition) (thoracic outlet syndrome) 
Aggravation (preexisting condition) (ulcer) (duodenal) 
Aggravation (preexisting condition) (vascular disease) 
Aggravation (preexisting condition) (xerostomia) 

Arising out of employment (preexisting condition) 


i71 


Release No. 14, February 1991 


December 31, 1990 KEYWORD GUIDE 


Preexisting continued: 


Board Directives and Guidelines (pensions) (preexisting condition) 

Intervening causes (preexisting condition) 

*Issue in dispute (preexisting condition) 

Pensions (assessment) (preexisting condition) 

**Preexisting condition 
*Preexisting condition (abdomen) 

*Preexisting condition (acetabular dyaplasia) 

*Preexisting condition (angina) 

*Preexisting condition (ankle condition) 

*Preexisting condition (ankylosing spondylitis) 

*Preexisting condition (arm) 

*Preexisting condition (arteriosclerosis) 

*Preexisting condition (arteriovenous malformation) 

**Preexisting condition (arthritis) 

*Preexisting condition (arthrogryposis multiplex congenital) 

*Preexisting condition (asthma) 

*Preexisting condition (ataxia) 

**Preexisting condition (back conditions) 
*Preexisting condition (benign essential tremor) 

Preexisting condition (bursitis) 

Preexisting condition (cancer) (terminal) 
*Preexisting condition (cervical condition) 
*Preexisting condition (cervical spondylosis) 

Preexisting condition (Christmas disease) 

Preexisting condition (chondromalacia) (knee) 
*Preexisting condition (degenerative disc disease) 

Preexisting condition (depression) 

Preexisting condition (diabetes) 

*Preexisting condition (disc condition) 
Preexisting condition (disc, congenital anomaly) 
Preexisting condition (disc, degeneration) 
Preexisting condition (disc, degeneration) (cervical) 
Preexisting condition (dislocation) (shoulder) 

*Preexisting condition (epididymitis) 

*Preexisting condition (epilepsy) 

**Preexisting condition (eye condition) 
*Preexisting condition (foot condition) 
*Preexisting condition (fractured clavicle) 

Preexisting condition (gout) 

*Preexisting condition (hand) 

Preexisting condition (headaches) 

**Preexisting condition (hearing loss) 
*Preexisting condition (heart condition) 
*Preexisting condition (hernia) 

*Preexisting condition (hip) 
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Preexisting continued: 


**Preexisting condition (hypertension) 
*Preexisting condition (inguinal weakness) 
*Preexisting condition (knee) 

*Preexisting condition (knee condition) 
Preexisting condition (kyphosis) 

*Preexisting condition (leg condition) 

*Preexisting condition (lumbar stenosis) 

*Preexisting condition (lung condition) 
Preexisting condition (mastectomy) 
Preexisting condition (mental condition) 

*Preexisting condition (mental disorder) 

*Preexisting condition (muscular dystrophy) 

*Preexisting condition (myocardial fibrosis) 

*Preexisting condition (neck condition) 
Preexisting condition (neuroma) (acoustic) 
Preexisting condition (obesity) 

**Preexisting condition (osteoarthritis) 

Preexisting condition (otosclerosis) 
Preexisting condition (Paget’s disease) 
Preexisting condition (personality weakness) 

*Preexisting condition (polyneuropathy) 

*Preexisting condition (psychiatric disability) 

*Preexisting condition (psychological condition) 

*Preexisting condition (respiratory condition) 
Preexisting condition (Scheuermann’s disease) 
Preexisting condition (Schmorl’s node) 

*Preexisting condition (scleroderma) 

**Preexisting condition (scoliosis) 

Preexisting condition (seizures) 

*Preexisting condition (shoulder condition) 
Preexisting condition (slipped femoral epiphysis) 
Preexisting condition (splayfoot) 

*Preexisting condition (spondylitis) (ankylosing) 
Preexisting condition (spondylolisthesis) 

**Preexisting condition (spondylolysis) 

Preexisting condition (spondylosis) (cervical) 
Preexisting condition (synovial plica) 

*Preexisting condition (tendonitis) 

*Preexisting condition (tennis elbow) 

*Preexisting condition (thin skull doctrine) 

*Preexisting condition (throat condition) 

*Preexisting condition (thrombosis) 

*Preexisting condition (tumour) 

*Preexisting condition (ulcer) 

*Preexisting condition (valvular) 
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Preexisting continued: 


Preexisting condition (varus deformity) 

**Preexisting condition (vascular disease) 
Recurrences (preexisting condition) 
Recurrences (preexisting condition) (chronic pain) (low back) 
Recurrences (preexisting condition) (chronic pain) (low back) 
Recurrences (preexisting condition) (cyst) (pilonidal) 
Recurrences (preexisting condition) (disc condition) 
Recurrences (preexisting condition) (knee condition) 
Recurrences (preexisting condition) (tendonitis) (shoulder) 
Second Injury and Enhancement Fund (preexisting condition) 


Preferred 
Evidence (description of accident) (earlier version preferred) 
Medical report (early reports preferred) 
Medical report (evidence of specialist preferred) 
Medical report (opinion of Board doctor preferred) 
Medical report (opinion of treating doctor preferred) 


Pregnancy 
Availability for employment (pregnancy) ¢ 
*Pregnancy 
Rehabilitation, vocational (cooperation) (pregnancy) 


Prejudice 
Notice of accident (prejudice) 


Premise (s) 
Arising out of employment (employer’s premises) 
Board Directives and Guidelines (employer’s premises) 
In the course of employment (employer’s premises) 


Preparation 
Adjournment (preparation) 
Adjournment (preparation on issue) 


Presbycusis 
Medical opinion (hearing loss) (presbycusis) 
Presbycusis 
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Prescription 
*Health care (prescription drugs) 


Pressing 
Commutation (pressing need) 


Presumption (s) 
*Presumptions 
Presumptions (section 3) 
Presumptions (section 3) (some evidence test) 
Presumptions (section 3) (standard of proof) 
Presumptions (section 122) 
Presumptions (section 122) (standard of proof) 


Prevention 
* Accident prevention 


Preventive 
*Preventive removal from exposure 


Previous 
Jurisdiction, Tribunal (final decision of Board) (previous employment) 
Parties (of record) (previous employers) 


Primary 
Cirrhosis (primary biliary) 


Principal 
*Principal 


Principle (s) 
**Statutory interpretation (principles of) 
Statutory interpretation (principles of) (ambiguity) 


Printing 
*Printing industry 
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Prior 
Access to worker file, s. 77 (issue in dispute) (relevance) (prior claim files) 


Prisoner (s) 
Worker (contract of services) (prisoner) 


Prisons 
*Prisons 


Privacy 
Evidence (privacy of worker) 
*Privacy 


Private 
*Evidence (private investigators) 


Privilege 
Evidence (privilege) 


Probationary 
Worker (probationary employee) 


Procedural 
Natural justice (procedural error) 
Natural justice (procedural error) (full and fair hearing) 
Reconsideration (procedural error) 
Reconsideration (procedural error) (notice) 


Procedure (s) 
Access to worker file, s. 77 (procedure, Board) 
* Appeal (WCB procedure) 
Jurisdiction, Tribunal (procedure) (rule making) 
Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 
Medical opinion (hearing loss) (testing procedures) 
*Procedure 
**Procedure (absent parties) 
Procedure (absent witnesses) 
**Procedure (addendum) 
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Procedure continued: 


Procedure (addendum) (clarification of decision) 
Procedure (additional medical evidence) 
*Procedure (Appeal Board) 
*Procedure (Appeal Board) (resignation or disqualification of Commissioner) 
*Procedure (consolidation) 
Procedure (disclosure of evidence) 
Procedure (inspection) 
**Procedure (interim decision) 
Procedure (submissions) (Tribunal Counsel) 
Procedure (order of proceedings) 
*Procedure (pension assessment) 
Procedure (post-hearing evidence) 
Procedure (post-hearing submissions) 
Procedure (Practice Direction No. 1) 
Procedure (Practice Direction No. 4) 
Procedure (Practice Direction No. 7) 
Procedure (Practice Direction No. 9) 
Procedure (reconsideration) 
Procedure (reconsideration) (constitution of panel) 
Procedure (reconsideration) (new application) 
Procedure (reconsideration) (two-step process) 
Procedure (referral to Board) 
Procedure (retirement of panel member) 
Procedure (scheduling) 
*Procedure (section 15 application) 
**Procedure (section 21) 
Procedure (section 21) (access to worker file) 
Procedure (section 21) (application and merits together) 
**Procedure (section 77) 
Procedure (section 77) (multiple appeals) 
Procedure (section 77) (no appeal by employer) 
Procedure (section 77) (no request for access) 
Procedure (section 86h) 
Procedure (section 86h) (communication with doctor) 
**Procedure (section 860) 
*Procedure (seized) 
Procedure (stay of proceedings) 
Procedure (submissions) (decision reviews) 
*Procedure (venue) 
Procedure (witness fees) 
*Procedure (written submissions) 
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Proceeding (s) 
In the course of employment (proceeding to and from work) 
In the course of employment (proceeding to and from work) (employer’s vehicle) 
*Jurisdiction (powers of Tribunal) (stay of proceedings) 
Procedure (order of proceedings) 
Procedure (stay of proceedings) 
*Stay of proceedings 


Process 
Abuse of process 
* Adjudication process 
Charter of Rights (due process) 
Due process 
Injuring process 
Jurisdiction, Tribunal (over own process) 
Procedure (reconsideration) (two-step process) 
Words and phrases (process, Sch. 3) 


Production 
*Jurisdiction (powers of Tribunal) (production of documents) 
Jurisdiction, Tribunal (production of documents) 


Program 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Rehabilitation (suitability of program) 
Rehabilitation, vocational (program not offered by Board) 
Rehabilitation, vocational (suitability of program) (aid in getting worker back to work) 
Rehabilitation, vocational (suitability of program) (opinion of Board) 
Rehabilitation, vocational (suitability of program) (program chosen by worker) 


Proof 

Adjournment (standard of proof) 

Apportionment (standard of proof) 

Availability for employment (reassessment of negative decision) (onus of proof) 
Availability for employment (reassessment of negative decision) (standard of 
proof) 

Board Directives and Guidelines (penalty assessments) (distortions) (onus of proof) 
Causation (suicide) (standard of proof) 

Causation (medical evidence) (standard of proof) 

Causation (medical evidence) (standard of proof) (stress) 
*Evidence (proof of documents) 

Medical examination (section 21) (standard of proof) 

Mental condition (standard of proof) 
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Proof continued: 


**Onus of proof 
Presumptions (section 3) (standard of proof) 
Presumptions (section 122) (standard of proof) 
Rehabilitation (reassessment of negative decision) (onus of proof) 
Rehabilitation (reassessment of negative decision) (standard of proof) 
Second Injury and Enhancement Fund (psychological condition) (standard of proof) 
Section 15 application (onus of proof) 
**Standard of proof 
Stress (standard of proof) 


Property 
Section 15 application (property damage) 


Proprietor 
*Sole proprietor 


Prospecting 
Class of employer (prospecting) 


Prostatitis 
*Urinary tract (prostatitis) 


Prosthesis 
Pensions (assessment) (prosthesis) 


Protruding 
Aggravation (compensable injury) (disc, protruding) 
Disc, protruding 
Recurrences (compensable injury) (disc, protruding) 


Province 
*Jurisdiction (powers of Tribunal) (out of province) 
**Out of Province 
Out of Province (dependant) 


Provincial 
Incarceration (Provincial institution) 
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Provision (s) 
**Transitional provisions 
Transitional provisions (commencement) 
Transitional provisions (retroactivity) 


Provisional 
Board Directives and Guidelines (pensions) (provisional) 
Pensions (provisional) (extension) 


Provocation 
Misconduct (provocation) 


Psittacosis 
Medical opinion (psittacosis) 
Psittacosis 


Psoriatic 
*Finger (psoriatic arthritis) 
Psoriatic arthritis 


Psychiatric 
Commutation (debt liquidation) (psychiatric report) 
Pensions (assessment) (psychiatric disability) 
*Preexisting condition (psychiatric condition) 
Preexisting condition (psychiatric disability) 
*Psychiatric condition 
*Psychiatric condition (aphonia) 
*Psychiatric condition (conversion disorder) 
*Psychiatric condition (conversion hysteria) 
*Psychiatric condition (Ganser’s syndrome) 


Psychogenic 
**Psychogenic pain 
*Psychogenic pain disorder 


Psychological 
Board Directives and Guidelines (SIEF) (psychological condition) 
*Preexisting condition (psychological condition) 
*Psychological condition 
Second Injury and Enhancement Fund (psychological condition) 
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Psychological continued: 


Second Injury and Enhancement Fund (psychological condition) (standard of proof) 
Significant contribution (of compensable accident to psychological condition) 
Significant contribution (of compensable injury to psychological condition) 


Psychosis 
Paranoid psychosis 


Psychotraumatic 
Board Directives and Guidelines (psychotraumatic disability) (five year guideline) 
Pensions (assessment) (psychotraumatic disability) 
Psychotraumatic disability 
Psychotraumatic disability (no physical injury) 


Pulled 
*Shoulder condition (pulled muscle) 


Pulmonary 
Causation (embolism) (pulmonary) 
Embolism (pulmonary) 
Fibrosis (pulmonary) 
*Lung condition (obstructive pulmonary disease) 
*Lung condition (pulmonary edema) 


Purchase 
Commutation (home purchase) 
Commutation (vehicle purchase) 
*Home purchase 


Purpose (s) 
In the course of employment (dual purpose test) 
Supplements, temporary (rehabilitative purpose) 
Supplements, temporary (rehabilitative purpose) (older worker) 
Supplements, temporary (rehabilitative purpose) (retroactivity) 


Pushing 
*Pushing 
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Radon 
Exposure (radon) 


Railway 
*Railway employment 


Raise 
Mining (gold) (raise driller) 


Rate (s) 
Board Directives and Guidelines (penalty assessments) (homogeneous rate group) 
Class of employer (dual rates) 
Class of employer (dual rates) (organization test) 


Rating 
Board Directives and Guidelines (chronic pain) (Rating Schedule) 
Chronic pain (Rating Schedule) 
*Demenit rating 
Discretion, Board (experience rating) 
Discretion, Board (experience rating) (fettering) 
Experience rating (CAD-7) 
Pensions (Rating Schedule) 
Pensions (Rating Schedule) (chronic pain) 
Pensions (Rating Schedule) (dominance) 
Pensions (Rating Schedule) (eye) 
Pensions (Rating Schedule) (hearing loss) 
Pensions (Rating Schedule) (Taylor/Pelmear scale) 
*Rating schedule 


Raynaud’s 
Raynaud’s phenomenon 


Real 
Pain (real to worker) 


Reality 
Worker (test) (business reality) 
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Reason (s) 
Availability for employment (refusing suitable work) (personal reasons) 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
Leave to appeal (good reason to doubt correctness) (Appeal Board procedure) 
Leave to appeal (good reason to doubt correctness) (application of Board policy) 
Leave to appeal (good reason to doubt correctness) (bias) 
Leave to appeal (good reason to doubt correctness) (Board procedure) 
Leave to appeal (good reason to doubt correctness) (consideration of evidence) 
Leave to appeal (good reason to doubt correctness) (consideration of issue) 
Leave to appeal (good reason to doubt correctness) (credibility) 
Leave to appeal (good reason to doubt correctness) (delegation of authority) 
Leave to appeal (good reason to doubt correctness) (discretion, Board) 
Leave to appeal (good reason to doubt correctness) (evidence to support Appeal Board 
conclusion) 
Leave to appeal (good reason to doubt correctness) (minor error) 
Leave to appeal (good reason to doubt correctness) (oversight) 
Leave to appeal (good reason to doubt correctness) (subsequent Board decision) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (good reason to doubt correctness) (test) 


Reasonable 
*Reasonable activity test 


Reasonably 
Arising out of employment (reasonably incidental activity test) 
In the course of employment (reasonably incidental activity test) 


Reassessment 
Availability for employment (reassessment of negative decision) (onus of proof) 
Availability for employment (reassessment of negative decision) (standard of proof) 
Rehabilitation (reassessment of negative decision) (onus of proof) 
Rehabilitation (reassessment of negative decision) (standard of proof) 


Recent 
*Negligence (recent repair) 


Recommendation 
Disability (disabled from working) (doctor’s recommendation) 
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Reconsideration 
*Jurisdiction (powers of Tribunal) (reconsideration) 
Jurisdiction, Board (reconsideration) 
Jurisdiction, Board (reconsideration of Appeal Board decision) 
Jurisdiction, Tribunal (final decision of Board) (reconsideration of Appeal Board 
decision) 
Procedure (reconsideration) 
Procedure (reconsideration) (constitution of panel) 
Procedure (reconsideration) (new application) 
Procedure (reconsideration) (two-step process) 

**Reconsideration 

Reconsideration (advisability) 
Reconsideration (change in fact) 
Reconsideration (clarification of decision) 
Reconsideration (error of fact) 
Reconsideration (error of law) 
Reconsideration (jurisdictional error) 
Reconsideration (new evidence) 
Reconsideration (new evidence) (test) 
Reconsideration (procedural error) 
Reconsideration (procedural error) (notice) 


Record (s) 
Availability for employment (job search) (written record) 
Parties (of record) 
Parties (of record) (previous employers) 


Recovery 
Disability (length of recovery) 


Recreational 
Arising out of employment (recreational activity) 
In the course of employment (recreational activity) 


Recurrence (s) 
Earnings basis (recurrences) 
*Issue in dispute (recurrences) 
*Recurrences 
Recurrences (compensable injury) (ankle): (sprain) 
Recurrences (compensable injury) (disc, protruding) 
Recurrences (compensable injury) (hernia) 
Recurrences (compensable injury) (strains and sprains) 
Recurrences (compensable injury) (strains and sprains) (lumbar) 
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Recurrence (s) continued: 


Recurrences (compensable injury) (strains and sprains) (thoracic) 
Recurrences (compensable injury) (test) 

Recurrences (compensable injury) (torticollis) 

Recurrences (preexisting condition) 

Recurrences (preexisting condition) (chronic pain) (low back) 
Recurrences (preexisting condition) (cyst) (pilonidal) 
Recurrences (preexisting condition) (disc condition) 
Recurrences (preexisting condition) (knee condition) 
Recurrences (preexisting condition) (tendonitis) (shoulder) 


Reduction 
*Benefits (reduction) 


Refer 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Jurisdiction, Tribunal (refusal to refer to Hearings Officer) 


Referee 
*Medical referee 


Reference 
Statutory interpretation (incorporation by reference) 


Referral (s) 
Adjournment (referral to Board) 
*Jurisdiction (powers of Tribunal) (referrals to WCB with directions) 
Procedure (referral to Board) 
**Referral to Board 


Reflex 
Reflex sympathetic dystrophy 
Reflex sympathetic dystrophy (arm) 


Reform 
*Family Law Reform Act 
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Refusal 
Board Directives and Guidelines (treatment control) (refusal of treatment) 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Jurisdiction, Tribunal (refusal to refer to Hearings Officer) 


Refusing 
Availability for employment (refusing suitable work) 
Availability for employment (refusing suitable work) (personal reasons) 


Registration 
**Registration of employers 


Regulation (s) 
Statutory interpretation (regulations) (validity) 


Rehabilitation 
Access to worker file, s. 77 (issue in dispute) (vocational rehabilitation) 
Availability for employment (cooperation with vocational rehabilitation) 
Commutation (social rehabilitation) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Discretion, Board (rehabilitation) (standard of review) 
**Maximal medical rehabilitation 
Maximal medical rehabilitation (pension examination) 
Rehabilitation (aid in getting worker back to work) 
Rehabilitation (aid in getting worker back to work) (factors) 
Rehabilitation (availability) 
Rehabilitation (clothing allowance) 
Rehabilitation (considering self totally disabled) 
Rehabilitation (considering self totally disabled) (Canada Pension Plan) 
Rehabilitation (cooperation) 
Rehabilitation (cooperation) (relocation) 
Rehabilitation (financial counselling) 
Rehabilitation, medical (cooperation) 
*Rehabilitation (of spouse) 
*Rehabilitation (of worker) 
*Rehabilitation (of worker) (benefits) 
*Rehabilitation (of worker) (medical) 
*Rehabilitation (of worker) (vocational) 
Rehabilitation (reassessment of negative decision) (onus of proof) 
Rehabilitation (reassessment of negative decision) (standard of proof) 
Rehabilitation (suitability of program) 
Rehabilitation, medical (cooperation) 
Rehabilitation, vocational (academic training) 
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Rehabilitation continued: 


Rehabilitation, vocational (academic upgrading) 

Rehabilitation, vocational (aid in getting worker back to work) (opinion of Board) 

Rehabilitation, vocational (availability) 

Rehabilitation, vocational (benefit for older worker) 

Rehabilitation, vocational (considering self totally disabled) 

Rehabilitation, vocational (cooperation) 

Rehabilitation, vocational (cooperation) (economic conditions) 

Rehabilitation, vocational (cooperation) (pregnancy) 

Rehabilitation, vocational (cooperation) (vacation) 

Rehabilitation, vocational (eligibility) 

Rehabilitation, vocational (eligibility) (competitive unemployability) 

Rehabilitation, vocational (eligibility) (relinquishing employment on own volition) 

Rehabilitation, vocational (job search) 

Rehabilitation, vocational (job search) (geographic location) 

Rehabilitation, vocational (length of time services offered) 

Rehabilitation, vocational (maintenance allowance) 

Rehabilitation, vocational (maintenance allowance) (calculation) 

Rehabilitation, vocational (program not offered by Board) 

Rehabilitation, vocational (suitability of program) (aid in getting worker back to 
work) 

Rehabilitation, vocational (suitability of program) (opinion of Board) 

Rehabilitation, vocational (suitability of program) (program chosen by worker) 

Rehabilitation, vocational (training) 

Summons (to Rehabilitation Counsellor) 


Rehabilitative 
Board Directives and Guidelines (commutation) (rehabilitative measure) 
Supplements, temporary (rehabilitative purposes) 
Supplements, temporary (rehabilitative purpose) (older worker) 
Supplements, temporary (rehabilitative purpose) (retroactivity) 


Relatedness 
Arising out of employment (work relatedness test) 
In the course of employment (work relatedness test) 


Relationship 
In the course of employment (employment relationship) 
Worker (contract of service) (employment relationship) 
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Relevance 
Access to worker file, s. 77 (issue in dispute) (relevance) 
Access to worker file, s. 77 (issue in dispute) (relevance) (new information) 
Access to worker file, s. 77 (issue in dispute) (relevance) (prior claim files) 
Access to worker file, s. 77 (issue in dispute) (relevance) (subsequent reports) 
Evidence (relevance) 


Relevant 
Words and phrases (relevant, s. 77) 


Reliance 
Detrimental reliance 


Relief 
Assessment of employers (relief from additional sums) 


Relinquishing 
Rehabilitation, vocational (eligibility) (relinquishing employment on own volition) 


Relocation 
Availability for employment (relocation) 
Commutation (relocation) 
Rehabilitation (cooperation) (relocation) 


Remarriage 
Dependency benefits (remarriage) 


Remote 
Arising out of employment (remote location) 


Remoteness 
Section 15 application (remoteness) 


Removal 
*Preventative removal from exposure 
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Remuneration 
Earnings basis (nominal remuneration) 
Words and phrases (nominal remuneration, s.43(6) 
Words and phrases (remuneration, s. 1(1)(i)) 


Renal 
Consequences of injury (iatrogenic illness) (medication) (renal failure) 


Renovation 
Commutation (home renovation) 


Repair 
Construction (wear and tear repair) 
*Negligence (recent repair) 


Repairing 
Board Directives and Guidelines (in the course of employment) (repairing own 
equipment) 


In the course of employment (repairing own equipment) 


Repay 
Overpayment (ability to repay) 


Repetitive 
Disablement (repetitive work) 
Medical restrictions (repetitive bending and lifting) 
Medical restrictions (repetitive gripping) 
Medical restrictions (repetitive heavy lifting) 
**Repetitive movement 
*Repetitive strain injury (bursitis) 
*Repetitive strain injury (hernia) 
*Repetitive strain injury (neck sprain) 
*Repetitive strain injury (shoulder sprain) 
*Repetitive strain injury (tendonitis) 
*Repetitive strain injury (tennis elbow) 
*Repetitive strain injury (tenosynovitis) 
*Repetitive strain injury (wrist) 
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Replacement 
Medical opinion (hip replacement) 


Report (s) 

Access to worker file, s. 77 (issue in dispute) (relevance) (subsequent reports) 
Commutation (debt liquidation) (psychiatric report) 
Leave to appeal (substantial new evidence) (medical report) 

*Medical report 
Medical report (certainty of diagnosis) 
Medical report (clinical notes) 
Medical report (consistent diagnosis) 
Medical report (DRC discharge report) (conclusion vs constituent reports) 
Medical report (early reports preferred) 
Medical report (evidence of specialist preferred) 
Medical report (opinion of Board doctor preferred) 
Medical report (opinion of s. 86 assessor) 
Medical report (opinion of treating doctor preferred) 

**Medical report (payment for) 
Medical report (post-hearing) 
Medical report (varying diagnosis) 


Reporting 
Delay (reporting injury) 
Evidence (inconsistencies) (reporting of accident) 


Representation 
Leave to appeal (good reason to doubt correctness) (adequacy of representation) 
Natural justice (adequacy of representation) 
**Parties (representation) 
Parties (representation) (adequacy) 
Parties (representation) (conflict of interest) 
Parties (representation) (representative giving evidence) 
Parties (representation) (representative instructed to withdraw) 
Withdrawal (of appeal) (adequacy of representation) 


Representative 
Adjournment (addition of representative) 
Adjournment (representative availability) 
Parties (representation) (representative giving evidence) 
Parties (representation) (representative instructed to withdraw) 
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Request 
Notice of hearing (adjournment request) 
Procedure (section 77) (no request for access) 


Requested 
*Jurisdiction (powers of Tribunal) (expedited WCB decision requested) 


Require 
Investigation by Tribunal (whether required) 


Res 
Negligence (res ipsa loquitur) 


Residence 
Residence of worker 


Residential 
In the course of employment (residential employees) 


Residual 
Consequences of injury (residual weakness) 


Resignation 
Employment (resignation) 
*Procedure (Appeal Board) (resignation or disqualification of Commissioner) 


Respiratory 
Aggravation (preexisting condition) (respiratory condition) 
Pensions (AMA Guides) (respiratory disease) 
Pensions (AMA Guides) (respiratory impairment) 
Pensions (AMA Guides) (upper respiratory tract) 
*Lung condition (respiratory condition) 
Medical opinion (heart attack) (respiratory disease) 
*Preexisting condition (respiratory condition) 
Respiratory condition 
*Respiratory disease 
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Restriction (s) 
*Medical restrictions 
Medical restrictions (repetitive bending and lifting) 
Medical restrictions (repetitive gripping) 
Medical restrictions (repetitive heavy lifting) 
Medical restrictions (standing) 
Medical restrictions (weight carrying) 


Result (s) 
Dependency benefits (death results from an injury) 
Words and phrases (results from, s. 45(1)) 


Retail 
Class of employer (retail mercantile business) 


Retinal 
Hemorrhage (retinal) 
Occlusion (retinal vein) 
Retinal detachment 


Retirement 
Board Directives and Guidelines (commutation) (retirement) 
**Employment (retirement) 
Procedure (retirement of panel member) 
*Retirement 
Temporary partial disability (level of benefits) (retirement) 
Temporary total disability (retirement) 


Retroactive 
Earnings basis (retroactive pay increase) 


Retroactivity 
Assessment of employers (retroactivity) 
Board Directives and Guidelines (retroactivity) 
Charter of Rights (retroactivity) 
Jurisdiction, Tribunal (retroactivity) 
**Retroactivity 
Supplements, temporary (rehabilitative purpose) (retroactivity) 
Transitional provisions (retroactivity) 
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Retrospectivity 
Retrospectivity 


Reversibility 
Commutation (reversibility) 


Review (s) 
Adjournment (for judicial review) 
*Board Directives and Guidelines (standard of review) 
Board Directives and Guidelines (cancer) (gastrointestinal) (standard of review) 
Board Directives and Guidelines (commutation) (standard of review) 
Board Directives and Guidelines (standard of review) 
Discretion, Board (rehabilitation) (standard of review) 
Discretion, Board (supplements) (standard of review) 
**Judicial review 
Pensions (assessment) (standard of review) 
Procedure (submissions) (decision reviews) 
*Review by WCB 
*Standard of review 
Standard of review (opinion of Board) 
*Standard of review (statutory interpretation) 
Standard of review (time lapse) 
*Workers’ Compensation Review Board 


Rheumatism 
Rheumatism (soft tissue) 


Rheumatoid 
Aggravation (preexisting condition) (rheumatoid arthritis) 
Aggravation (preexisting condition) (rheumatoid arthritis) (asymptomatic) 
Medical opinion (rheumatoid arthritis) 
Rheumatoid arthritis 


Rhinitis 
Aggravation (preexisting condition) (rhinitis) 


Rigger 
Steelworker (rigger) 
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Right (s) 
**Charter of Rights 
Charter of Rights (court of competent jurisdiction) 
Charter of Rights (due process) 
Charter of Rights (equality rights) 
Charter of Rights (retroactivity) 
Employer (successor rights) 
Human rights 
Words and phrases (right of action for damages, s. 8(9)) 


Risk (s) 
Arising out of employment (risk analysis) 
**Downside risk 
In the course of employment (predominant risk test) 


Road (s) 
Class of employer (road construction) 
In the course of employment (access roads) 


Role 
**Common law (role of) 


Roof 
Automotive industry (roof bow installer) 


Root 
*Back conditions (adhesion nerve root) 


Rotator 
Aggravation (preexisting condition) (degeneration) (rotator cuff) 
Aggravation (preexisting condition) (tendonitis) (rotator cuff) 
*Shoulder condition (rotator cuff tear) 
Tear (rotator cuff) 


Rotoscoliosis 
Aggravation (preexisting condition) (rotoscoliosis) 
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Rule 
*Evidence (three week rule) 
Jurisdiction, Tribunal (procedure) (rule making) 
Natural justice (three week rule) 
Three week rule 
Three week rule (documents) 
Three week rule (medical literature) 
Three week rule (submissions) 
Three week rule (witnesses) 
Three week rule (witnesses) (summary of evidence) 


Ruling (s) 
*Decisions, orders or rulings of the Board 
*Decisions, orders or rulings of the Board (nullity) 


Ruptured 
* Arm condition (ruptured biceps tendons) 
*Shoulder condition (ruptured biceps tendons) 


Sacroidosis 
Sacroidosis 


Sacroiliac 
Aggravation (preexisting condition) (arthrosis) (sacroiliac) 
*Back conditions (muscle spasms) (sacroiliac joint) 
*Hip (sacroiliac joint) 


Safety 


*Jurisdiction (powers of Tribunal) (occupational health & safety) 


*Occupational Health & Safety Act 
Occupational Health & Safety Act (lead exposure) 


Sailor 
**Sailor 


Salary 
Expenses (lost salary) 


Sale 
Employer (sale of business) 


195 


December 31, 1990 


Release No. 14, February 1991 


CM ee ee eee 


December 31, 1990 KEYWORD GUIDE 


Salesperson (s) 
*Salespersons 


Sander 
Automotive industry (sander) 


Scale 
Pensions (Rating Schedule) (Taylor/Pelmear scale) 


Scalenus 
*Neck condition (scalenus anterior syndrome) 


Scapho-lunate 
*Wrist (scapho-lunate dissociation) 


Scarfer 
Steelworker (scarfer) 


Schedule 

Board Directives and Guidelines (chronic pain) (Rating Schedule) 
Chronic pain (Rating Schedule) 
Employer (Schedule 1 and 2 employers) 
Industrial disease (Schedule 1 and 2 employers) 
Pensions (Rating Schedule) 
Pensions (Rating Schedule) (chronic pain) 
Pensions (Rating Schedule) (dominance) 
Pensions (Rating Schedule) (eye) 
Pensions (Rating Schedule) (hearing loss) 
Pensions (Rating Schedule) (Taylor/Pelmear scale) 
*Rating schedule 

**Schedule 1 employer 

*«*Schedule 2 employer 
Words and phrases (process, Sch. 3) 


Scheduling 
Procedure (scheduling) 


Scheuermann’s 
Preexisting condition (Scheuermann’s disease) 
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Schizophrenia 
*Mental disorder (paranoid schizophrenia) 
Schizophrenia 


Schmorl’s 
Preexisting condition (Schmorl’s node) 


School 
Availability for employment (attending school) 
*School board 
Transportation industry (school bus driver) 


Sciatica 
Aggravation (preexisting condition) (sciatica) 
Sciatica 


Scleroderma 
Preexisting condition (scleroderma) 
Scleroderma 


Sclerosis 
Aggravation (preexisting condition) (multiple sclerosis) 
Medical opinion (multiple sclerosis) 
Multiple sclerosis 


Scoliosis 
**Preexisting condition (scoliosis) 
Scoliosis 
Scoliosis (lumbar) 


Scope 
**Scope of hearing 
Scope of hearing (where leave granted) 


Scuff 
Automotive industry (assembler) (scuff job) 
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Sealer 
Exposure (chemical sealer) 


Seamstress 
Seamstress 


Search 
Availability for employment (job search) 
Availability for employment (job search) (written record) 
Rehabilitation, vocational (job search) 
Rehabilitation, vocational (job search) (geographic location) 
Travel expenses (job search) 
Worker (status during job search) 


Seasonal 
Employment (seasonal) 


Second 
Earnings basis (second accident) 
Second accident 
*Second Injury and Enhancement Fund 
*Second Injury and Enhancement Fund (history) 
Second Injury and Enhancement Fund (preexisting condition) 
Second Injury and Enhancement Fund (psychological condition) 
Second Injury and Enhancement Fund (psychological condition) 
Second Injury and Enhancement Fund (severity of accident) 
Second Injury and Enhancement Fund (transfer of costs) 


Secondary 
**Secondary gain factors 


Seconded 
Seconded workers 


Section (s) 
* Access to WCB file (s. 21) 
Access to worker file, s. 77 
Access to worker file, s. 77 (conditions of access) 
Access to worker file, s. 77 (confidentiality) 
Access to worker file, s. 77 (deletion of material) 
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Section (s) continued: 


Access to worker file, s. 77 (employer) 

Access to worker file, s. 77 (harmful information) 

Access to worker file, s. 77 (issue in dispute) 

Access to worker file, s. 77 (issue in dispute) (bona fides) 

Access to worker file, s. 77 (issue in dispute) (commutation) 

Access to worker file, s. 77 (issue in dispute) (initial entitlement) 
Access to worker file, s. 77 (issue in dispute) (overpayment) 

Access to worker file, s. 77 (issue in dispute) (particulars) 

Access to worker file, s. 77 (issue in dispute) (relevance) 

Access to worker file, s. 77 (issue in dispute) (relevance) (new information) 
Access to worker file, s. 77 (issue in dispute) (relevance) (prior claim files) 
Access to worker file, s. 77 (issue in dispute) (relevance) (subsequent reports) 
Access to worker file, s. 77 (issue in dispute) (SIEF) 

Access to worker file, s. 77 (issue in dispute) (temporary disability benefits) 
Access to worker file, s. 77 (issue in dispute) (vocational rehabilitation) 
Access to worker file, s. 77 (multiple appeals) 

Access to worker file, s. 77 (non-medical information) 

Access to worker file, s. 77 (overpayment) 

Access to worker file, s. 77 (procedure, Board) 

Access to worker file, s. 77 (subsequent disclosure) 

Access to worker file, s. 77 (use of material) 

Adjournment (for s. 77 application) 

Delay (section 15 application) 

Jurisdiction, Board (section 86n) 
*Jurisdiction (powers of Tribunal) (section 15 applications) 
*Jurisdiction (powers of Tribunal) (section 21 applications) 
*Jurisdiction (powers of Tribunal) (section 77 appeals) 

Jurisdiction, Tribunal (section 15) 

Jurisdiction, Tribunal (section 15) (dependants) 

Jurisdiction, Tribunal (section 15) (derivative actions) 

Jurisdiction, Tribunal (section 15) (initial entitlement) 

Jurisdiction, Tribunal (section 15) (Occupier’s Liability Act) 
Jurisdiction, Tribunal (section 21) 

Jurisdiction, Tribunal (section 77) 

Jurisdiction, Tribunal (section 86h) 

Medical examination (section 21) 

Medical examination (section 21) (medical tests) 

Medical examination (section 21) (selection by employer) 

Medical examination (section 21) (standard of proof) 

Medical examination (section 86h) 

Medical examination (section 86h) (failure to attend) 

Medical report (opinion of s. 86 assessor) 

Presumptions (section 3) 

Presumptions (section 3) (some evidence test) 

Presumptions (section 3) (standard of proof) 
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Section (s) continued: 


Presumptions (section 122) 
Presumptions (section 122) (standard of proof) 
*Procedure (section 15 application) 
**Procedure (section 21) 
Procedure (section 21) (access to worker file) 
Procedure (section 21) (application and merits together) 
**Procedure (section 77) 
Procedure (section 77) (multiple appeals) 
Procedure (section 77) (no appeal by employer) 
Procedure (section 77) (no request for access) 
Procedure (section 86h) 
Procedure (section 86h) (communication with doctor) 
**Procedure (section 860) 
**Section 15 application 
Section 15 application (action for breach of contract) 
Section 15 application (economic loss) 
Section 15 application (motor vehicle insurance) 
Section 15 application (onus of proof) 
Section 15 application (property damage) 
Section 15 application (remoteness) 
Section 15 application (workers of both employers) 
Section 86n (binding nature of determination) 
Section 86n (decision turns upon) 
Section 86n (policy and general law) 
Time limits (section 21) 
Time limits (section 77) 
Words and phrases (cease to apply, s. 133(2)) 
Words and phrases (dependants, s. 1(1)(f)) 
Words and phrases (disease, s. 122) 
Words and phrases (earnings, s. 1(1)(i)) 
Words and phrases (earnings, s. s. 43(1)) 
Words and phrases (equipment, s. 8(10)) 
Words and phrases (issues, s. 86g(2)) 
Words and phrases (medical practitioner, s. 21) 
Words and phrases (older worker, s. 45(7)) 
Words and phrases (relevant, s. 77) 
Words and phrases (remuneration, s. s. 1(1)(1)) 
Words and phrases (results from s. 45(1)) 
Words and phrases (right of action for damages, s. 8(9)) 


Security 
**Security guard 
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Seized 
*Procedure (seized) 


Seizure (s) 
Medical opinion (seizures) 
Preexisting condition (seizures) 


Selection (s) 
Medical examination (section 21) (selection by employer) 


Self 
Availability for employment (considering self totally disabled) 
In the course of employment (takes self out of employment) 
In the course of employment (takes self out of employment) (dangerous driving) . 
In the course of employment (takes self out of employment) (drug abuse) 
In the course of employment (takes self out of employment) (intoxication) 
In the course of employment (takes self out of employment) (misconduct) 
Rehabilitation (considering self totally disabled) 
Rehabilitation (considering self totally disabled) (Canada Pension Plan) 
Rehabilitation, vocational (considering self totally disabled) 


Self-employed 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 
Temporary partial disability (wage loss benefits) (self-employed worker) 


Semiparesis 
Spastic semiparesis 


Seniority 
Suitable employment (seniority) 


Service (s) 
*Employee (long term service) 
Independent operator (diaper service driver) 
*Nursing services 
Rehabilitation, vocational (length of time services offered) 


201 


Release No. 14, February 1991 


December 31, 1990 KEYWORD GUIDE 


Service (s) continued: 


Worker (contract of service) 

Worker (contract of service) (employment relationship) 
Worker (contract of service) (spouse) 

Worker (long term service) 


Servant (s) 
*Domestic servants 


Setting 
Issue setting 


Settlement 
Action (settlement) 


Severity 
Board Directives and Guidelines (SIEF) (severity of accident) 
Board Directives and Guidelines (tinnitus) (severity) 
Second Injury and Enhancement Fund (severity of accident) 


Sewing 
**Sewing machine operator 


Sexual 
Sexual assault 


Short 
Earnings basis (short or casual employment) 


Shoulder 
Aggravation (preexisting condition) (dislocation) (shoulder) 
Bursitis (shoulder) 
Dislocation (shoulder) 
Pensions (assessment) (shoulder) 
Preexisting condition (dislocation) (shoulder) 
*Preexisting condition (shoulder condition) 
Recurrences (preexisting condition) (tendonitis) (shoulder) 
*Repetitive strain injury (shoulder sprain) 
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Shoulder continued: 


*Shoulder condition 
*Shoulder condition (adhesive capsulitis) 
*Shoulder condition (Bankart lesion) 
*Shoulder condition (bursitis) 
*Shoulder condition (capsulitis) 
*Shoulder condition (causalgia) 
*Shoulder condition (chrondromalacia) 
*Shoulder condition (dislocation) 
*Shoulder condition (displaced clavicle) 
*Shoulder condition (fibromysitis) 
*Shoulder condition (mpingement syndrome) 
*Shoulder condition (muscle spasms) 
*Shoulder condition (myofascitis) 
*Shoulder condition (osteoarthritis) 
*Shoulder condition (pulled muscle) 
*Shoulder condition (rotator cuff tear) 
*Shoulder condition (ruptured biceps tendons) 
*Shoulder condition (shoulder hand syndrome) 
*Shoulder condition (strain) 
*Shoulder condition (tendonitis) 
*Shoulder condition (thoracic outlet syndrome) 
Strains and sprains (shoulder) 
Tendonitis (shoulder) 


Sick 
Climate (sick building syndrome) 
Sick building syndrome 


Sidewalk 
*Sidewalk 


SIEF 
Access to worker file, s. 77 (issue in dispute) (SIEF) 
Board Directives and Guidelines (SIEF) (psychological condition) 
Board Directives and Guidelines (SIEF) (severity of accident) 
*Issue in dispute (SIEF) 
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Significant 
*Significant contribution 

Significant contribution (of compensable accident to condition) 
Significant contribution (of compensable accident to development of condition) 
Significant contribution (of compensable accident to disability) 
Significant contribution (of compensable accident to ongoing condition) 
Significant contribution (of compensable accident to psychological condition) 
Significant contribution (of compensable accident to subsequent disability) 
Significant contribution (of compensable injury to death) 
Significant contribution (of compensable injury to psychological condition) 
Significant contribution (of compensable injury to subsequent disability) 
Significant contribution (of employment to development of condition) 
Significant contribution (of employment to disability) 
Significant contribution (of employment to disablement) 
Significant contribution (of employment to industrial disease) 
Significant contribution (of employment to injury) 
Significant contribution (of employment to ongoing condition) 
Significant contribution (of treatment to development of condition) 


Significantly 
**Significantly greater than is usual 


Silica ( 


*Silica dust 


Silicosis 
*Industrial disease (silicosis) 
Pensions (assessment) (silicosis) 
** Silicosis 


Similar 
Evidence (similar fact) 


Sintering 
Exposure (sintering dust) 


Skidder 
Logging (skidder) 
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Skin 
*Industrial disease (skin condition) 
*Skin condition (dermatitis) 
*Skin condition (hives) 


Skull 
Causation (thin skull doctrine) 


Slipped 
Preexisting condition (slipped femoral epiphysis) 


Smoking 
** Smoking 


Social 
Commutation (social rehabilitation) 


Soft 
Rheumatism (soft tissue) 


Sole 
*Sole proprietor 


Solvents 
Exposure (solvents) (white gasoline) 


Somatoform 
Somatoform pain 


Sorter 
Postal workers (letter sorter) 


Source 
Board Directives and Guidelines (commutation) (dependable source of income) 


205 


Release No. 14, February 1991 


December 31, 1990 KEYWORD GUIDE 


Spasm (s) 
*Back conditions (muscle spasms) 
*Back conditions (muscle spasms) (sacroiliac joint) 
*Back conditions (muscle spasms) (strains and sprains) 
Medical opinion (bronchial spasm) 
Muscle spasms 
*Shoulder condition (muscle spasms) 


Spastic 
Spastic semiparesis 


Special 
Chronic pain (genuineness) (special confidence) 
Medical treatment (special) 


Specialist 
Medical report (evidence of specialist preferred) 


Specific 
*Specific incident 


Spinal 
Aggravation (preexisting condition) (spinal stenosis) 
Aggravation (preexisting condition) (spinal stenosis) (asymptomatic) 


Spine 
Osteoarthritis (spine) 


Splayfoot 
Preexisting condition (splayfoot) 


Splitting 
Hearing (splitting) (witness availability) 


Spondylarthritis 
Aggravation (preexisting condition) (spondylarthritis) 
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Spondylarthrosis 
Aggravation (preexisting condition) (spondylarthrosis) 
Spondylarthrosis 


Spondylitis 
Aggravation (preexisting condition) (spondylitis) (ankylosing) 
*Back conditions (ankylosing spondylitis) 
*Medical opinion (ankylosing spondylitis) 
Medical opinion (spondylitis) (ankylosing) 
*Preexisting condition (ankylosing spondylitis) 
Spondylitis ankylosing 


Spondylolisthesis 
Aggravation (preexisting condition) (spondylolisthesis) 
Aggravation (preexisting condition) (spondylolisthesis) (asymptomatic) 
Aggravation (preexisting condition) (spondylolisthesis) (symptomatic) 
Preexisting condition (spondylolisthesis) 
Spondylolisthesis 


Spondylolysis 
Aggravation (preexisting condition) (spondylolysis) 
**Preexisting condition (spondylolysis) 
Spondylolysis 


Spondylosis 
Aggravation (preexisting condition) (spondylosis) 
Aggravation (preexisting condition) (spondylosis) (cervical) 
*Neck condition (cervical spondylosis) 
*Preexisting condition (cervical spondylosis) 
Preexisting condition (spondylosis) (cervical) 
Spondylosis (cervical) 


Spouse 
Member of family (common law spouse) 
*Rehabilitation (of spouse) 
*Spouse 
Worker (contract of service) (spouse) 
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Sprain (s) 
Aggravation (compensable injury) (strains and sprains) (lumbar) 
Aggravation (compensable injury) (strains and sprains) (lumbosacral) 
Aggravation (compensable injury) (strains and sprains) (thoracic) 
Aggravation (preexisting condition) (strains and sprains) (lumbar) 
*Back conditions (muscle spasms) (strains and sprains) 
Recurrences (compensable injury) (ankle) (sprain) 
Recurrences (compensable injury) (strains and sprains) 
Recurrences (compensable injury) (strains and sprains) (lumbar) 
Recurrences (compensable injury) (strains and sprains) (thoracic) 
*Repetitive strain injury (neck sprain) 
*Repetitive strain injury (shoulder sprain) 
*Strains and sprains 
Strains and sprains (ankle) 
Strains and sprains (cervical) 
Strains and sprains (knee) 
Strains and sprains (lumbar) 
Strains and sprains (lumbosacral) 
Strains and sprains (shoulder) 


Stacking 
Pensions (stacking) 


Standard (s) 

Adjournment (standard of proof) 
Apportionment (standard of proof) 
Availability for employment (reassessment of negative decision) (standard of proof) 
Board Directives and Guidelines (cancer) (gastrointestinal) (standard of review) 
Board Directives and Guidelines (commutation) (standard of review) 

**Board Directives and Guidelines (standard of review) 
Causation (medical evidence) (standard of proof) 
Causation (medical evidence) (standard of proof) (stress) 
Causation (suicide) (standard of proof) 
Discretion, Board (rehabilitation) (standard of review) 
Discretion, Board (supplements) (standard of review) 
Industrial Disease Standards Panel (gold miners) 
Medical examination (section 21) (standard of proof) 
Mental condition (standard of proof) 
Pensions (assessment) (standard of review) 
Presumptions (section 3) (standard of proof) 
Presumptions (section 122) (standard of proof) 
Rehabilitation (reassessment of negative decision) (standard of proof) 
Second Injury and Enhancement Fund (psychological condition) (standard of proof) 
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Standard (s) continued: 


**Standard of proof 
*Standard of review 
Standard of review (opinion of Board) 
*Standard of review (statutory interpretation) 
Standard of review (time lapse) 
Stress (standard of proof) 


Standing 
Medical restrictions (standing) 
**Standing 


Stantex 
Exposure (stantex) 


Stasis 
Ulcer (stasis) 


State 
*Evidence (pre-accident state) 


Statement (s) 
Evidence (statements) 
Leave to appeal (substantial new evidence) (statements) 


Statuary 
Class of employer (manufacturing) (plaster statuary) 


Status 
In the course of employment (status) 
Worker (status during job search) 
Worker (status during medical appointment) 


Statutory 
*Standard of review (statutory interpretation) 
Statutory interpretation (incorporation by reference) 
**Statutory interpretation (principles of) 
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Statutory continued: 


Statutory interpretation (principles of) (ambiguity) 
Statutory interpretation (regulations) (validity) 


Stay 
*Jurisdiction (powers of Tribunal) (stay of proceedings) 
Procedure (stay of proceedings) 
*Stay of proceedings 


Steelworker 
*Steelworker 
Steelworker (millwright) 
Steelworker (rigger) 
Steelworker (scarfer) 


Stenosis 
Aggravation (preexisting condition) (spinal stenosis) 
Aggravation (preexisting condition) (spinal stenosis) (asymptomatic) 
*Preexisting condition (lumbar stenosis) 


Step 
Procedure (reconsideration) (two-step process) 


Stomach 
Impairment of earning capacity (loss of stomach) 
Pensions (assessment) (stomach) 


Strain (s) 
Aggravation (compensable condition) (strains and sprains) (lumbosacral) 
Aggravation (compensable injury) (strains and sprains) (lumbar) 
Aggravation (compensable injury) (strains and sprains) (lumbosacral) 
Aggravation (compensable injury) (strains and sprains) (thoracic) 
Aggravation (preexisting condition) (strains and sprains) (lumbar) 
*Arm condition (strain) 
*Back conditions (muscle spasms) (strains and sprains) 
Disablement (unaccustomed strain) 
*Knee (strain) 
*Neck condition (strain) 
Recurrences (compensable injury) (strains and sprains) 
Recurrences (compensable injury) (strains and sprains) (lumbar) 
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Strain (s) continued: 


Recurrences (compensable injury) (strains and sprains) (thoracic) 
*Repetitive strain injury (bursitis) 
*Repetitive strain injury (hernia) 
*Repetitive strain injury (neck sprain) 
*Repetitive strain injury (shoulder sprain) 
*Repetitive strain injury (tendonitis) 
*Repetitive strain injury (tennis elbow) 
*Repetitive strain injury (tenosynovitis) 
*Repetitive strain injury (wrist) 
*Shoulder condition (strain) 

*Strains and sprains 

Strains and sprains (ankle) 

Strains and sprains (cervical) 

Strains and sprains (knee) 

Strains and sprains (lumbar) 

Strains and sprains (lumbosacral) 

Strains and sprains (shoulder) 

*Wrist (strain) 


Strategy 
*Leading case strategy 


Strenuous 
Disablement (strenuous work) 


Stress 
Causation (medical evidence) (standard of proof) (stress) 
Causation (stress) 
Disablement (stress) 
*Occupational stress 
Post-traumatic stress disorder 
** Stress 
Stress (burnout) 
Stress (heart attack) 
Stress (standard of proof) 
Stress (writers’ cramp) 


Strike 
Availability for employment (strike) 
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Stroke 
Causation (stroke) 
** Stroke 


Student 
*Student 


Subcontractor 
Subcontractor 


Submission (s) 
Adjournment (additional submissions) 
Adjournment (Board submissions) 
Natural justice (opportunity to make submissions) 
Procedure (post-hearing submissions) 
Procedure (submissions) (decisions reviews) 
Procedure (submissions) (Tribunal Counsel) 
*Procedure (written submissions) 
Three week rule (submissions) 


Subpoena 
*Jurisdiction (powers of Tribunal) (subpoena) 
*Subpoena 


Subrogated 
* Action (subrogated) 


Subrogation 
Subrogation 


Subsequent 
* Access to WCB file (medical information) (subsequent disclosure) 
Access to worker file, s. 77 (issue in dispute) (relevance) (subsequent reports) 
Access to worker file, P.D. 1 (subsequent disclosure) 
Access to worker file, s. 77 (subsequent disclosure) 
Leave to appeal (good reason to doubt correctness) (subsequent Board decision) 
Leave to appeal (good reason to doubt correctness) (subsequent court decision) 
Leave to appeal (substantial new evidence) (subsequent Board decision) 
Leave to appeal (substantial new evidence) (subsequent court decision) 
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Subsequent continued: 


*Location of injury (subsequent incidents outside work) 

Significant contribution (of compensable accident to subsequent disability) 
Significant contribution (of compensable injury to subsequent disability) 
Subsequent incidents (outside work) 


Subsidized 
Earnings basis (subsidized wages) 


Substantial 
*Leave to appeal (substantial new evidence) 
Leave to appeal (substantial new evidence) (affidavit) 
Leave to appeal (substantial new evidence) (documents) 
Leave to appeal (substantial new evidence) (medical literature) 
Leave to appeal (substantial new evidence) (medical report) 
Leave to appeal (substantial new evidence) (new Board policy) 
Leave to appeal (substantial new evidence) (statement) 
Leave to appeal (substantial new evidence) (subsequent Board decision) 
Leave to appeal (substantial new evidence) (subsequent court decision) 
Leave to appeal (substantial new evidence) (witness) 


Successor (s) 
Employer (successor rights) 


Suicide 
Causation (suicide) (standard of proof) 
Consequences of injury (suicide) 
Death (suicide) 
Intervening causes (suicide) (volitional) 


Suitability 
Rehabilitation (suitability of program) 
Rehabilitation, vocational (suitability of program) (aid in getting worker 
back to work) 
Rehabilitation, vocational (suitability of program) (opinion of Board) 
Rehabilitation, vocational (suitability of program) (program chosen by worker) 
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Suitable 

Availability for employment (refusing suitable work) 

Availability for employment (refusing suitable work) (personal reasons) 

Board Directives and Guidelines (partial disability benefits) (suitable employment) 
*Issue in dispute (suitable employment) 

**Suitable employment 

Suitable employment (seniority) 

Suitable employment (suitable for workers capabilities) 

Suitable employment (suitable for workers capabilities) (personal characteristics of 
worker) 


Sulphur 
Exposure (sulphur fumes) 
*Sulphur dioxide 


Sulphuric 
Exposure (sulphuric acid mist) 


Sum (s) 
Assessment of employers (relief from additional sums) 
*Lump sum (permanent disability) 
Pensions (lump sum) (accrual after death) 
Pensions (lump sum) (amalgamation of claims) 
Pensions (lump sum) (ten per cent pension) 
Pensions (lump sum) (ten per cent pension) (advantage to worker) 


Summary 
Three week rule (witnesses) (summary of evidence) 


Summons 
**Summons 
Summons (to Board adjudicator) 
Summons (to Board doctor) 
Summons (to Rehabilitation Counsellor) 


Sunburn 
*Sunburn 


Superficial 
Thrombosis (superficial venous) 
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Supplement (s) 
Board Directives and Guidelines (supplements, older worker) 
Board Directives and Guidelines (supplements, temporary) 
Board Directives and Guidelines (supplements, temporary) (extension) 
Board Directives and Guidelines (supplements, temporary) (policy change) 
Discretion, Board (supplements) 
Discretion, Board (supplements) (standard of review) 
Discretion, Board (supplements, older worker) 
Discretion, Board (supplements, temporary) 
Earnings basis (wage loss supplement) 
Supplements 
Supplements, older worker 
Supplements, older worker (age) 
Supplements, temporary 
Supplements, temporary (calculation) 
Supplements, temporary (partial award) 
Supplements, temporary (rehabilitative purpose) 
Supplements, temporary (rehabilitative purpose) (older worker) 
Supplements, temporary (rehabilitative purpose) (retroactivity) 
Supplements, temporary (wage loss) 
Supplements, temporary (wage loss) (period of adjustment) 
*Supplements (to awards) 
Supplements, transition 
Temporary partial disability (wage loss supplement) 


Supplier 
Class of employer (supplier of non-clerical labour) 
Supplier of motor vehicle, machinery or equipment 
Supplier of motor vehicle, machinery or equipment (maintenance of equipment) 


Support 
Leave to appeal (good reason to doubt correctness) (evidence to support 
Appeal Board conclusion) 


Surgical 
Health care (surgical aid) 


Susceptibility 
Board Directives and Guidelines (hearing loss) (individual susceptibility) 
Susceptibility 
Susceptibility (osteoarthritis) 
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Sympathetic 
* Arm condition (sympathetic dystrophy) 
Reflex sympathetic dystrophy 
Reflex sympathetic dystrophy (arm) 


Symptom (s) 
**Continuity (of symptoms) 
Continuity (of symptoms) (life disruption) 
Delay (onset of symptoms) 


Symptomatic 
Aggravation (preexisting condition) (disc, degeneration) (symptomatic) 
Aggravation (preexisting condition) (osteochondritis) (symptomatic) 
Aggravation (preexisting condition) (spondylolisthesis) (symptomatic) 


Syndrome 
Aggravation (preexisting condition) (carpal tunnel syndrome) 
Aggravation (preexisting condition) (thoracic outlet syndrome) 
**Carpal tunnel syndrome 

Causation (carpal tunnel syndrome) 
*Chronic pain syndrome 
*Head (post traumatic brain syndrome) 
*Medical opinion (chronic pain syndrome) 

Medical opinion (myofacial pain syndrome) 

Medical opinion (thoracic outlet syndrome) 

Medical opinion (vibrations) (carpal tunnel syndrome) 
*Neck condition (scalenus anterior syndrome) 

Overuse syndrome 

Medical opinion (patellofemoral joint syndrome) 
Patellofemoral joint syndrome 

Post-concussion syndrome 

Post-phlebitic syndrome 

*Psychiatric condition (Ganser’s syndrome) 
*Shoulder condition (impingement syndrome) 
*Shoulder condition (shoulder hand syndrome) 
*Shoulder condition (thoracic outlet syndrome) 

Sick building syndrome 

Thoracic outlet syndrome 


Synovial 
Preexisting condition (synovial plica) 
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Synovitis 
Synovitis (foot) 


System (s) 
Disablement (working conditions) (ventilation system) 


Tachycardia 
*Heart condition (tachycardia) 


Takes 
In the course of employment (takes self out of employment) 
In the course of employment (takes self out of employment) (dangerous driving) 
In the course of employment (takes self out of employment) (drug abuse) 
In the course of employment (takes self out of employment) (intoxication) 
In the course of employment (takes self out of employment) (misconduct) 


Tar 
Exposure (coal tar emissions) 


Taxi 
Board Directives and Guidelines (transportation industry) (taxi driver) 
Independent operator (taxi driver) 


Taylor 
Pensions (Rating Schedule) (Taylor/Pelmear scale) 


Teaching 
*Teaching 


Tear 
*Chest (muscle tear) 
Construction (wear and tear repair) 
Medical opinion (tear) (meniscus) 
*Shoulder condition (rotator cuff tear) 
Tear (ligament) 
Tear (meniscus) 
Tear (rotator cuff) 
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Teeth 
Impairment of earning capacity (loss of teeth) 
*Teeth 


Telephone 
**Telephone operator 


Temporary 
Access to worker file, s. 77 (issue in dispute) (temporary disability benefits) 
Discretion, Board (supplements, temporary) 
Board Directives and Guidelines (supplements, temporary) 
Board Directives and Guidelines (supplements, temporary) (extension) 
Board Directives and Guidelines (supplements, temporary) policy change) 
Board Directives and Guidelines (temporary partial disability) 
Board Directives and Guidelines (temporary partial disability) (Canada Pension Plan) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 
*Disability (temporary) 
Earnings basis (temporary disability) 
Supplements, temporary 
Supplements, temporary (calculation) 
Supplements, temporary (partial award) 
Supplements, temporary (rehabilitative purpose) 
Supplements, temporary (rehabilitative purpose) (older worker) 
Supplements, temporary (rehabilitative purpose) (retroactivity) 
Supplements, temporary (wage loss) 
Supplements, temporary (wage loss) (period of adjustment) 
Temporary disability 
Temporary disability (beyond pension level) 
*Temporary partial benefits 
**Temporary partial disability 
Temporary partial disability (level of benefits) 
Temporary partial disability (level of benefits) (retirement) 
Temporary partial disability (wage loss benefits) (loss of bonus) 
Temporary partial disability (wage loss benefits) (loss of overtime) 
Temporary partial disability (wage loss benefits) (self-employed worker) 
Temporary partial disability (wage loss supplement) 
**Temporary total benefits 
*Temporary total disability 
Temporary total disability (commencement of benefits) 
Temporary total disability (retirement) 


Temporo-mandibular 
Temporo-mandibular joint dysfunction 
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Board Directives and Guidelines (commutation) (ten per cent pension) 
Pensions (lump sum) (ten per cent pension) 
Pensions (lump sum) (ten per cent pension) (advantage to worker) 


Tendon (s) 
*Arm condition (ruptured biceps tendons) 
*Shoulder condition (ruptured biceps tendons) 


Tendonitis 

Aggravation (preexisting condition) (tendonitis) 
Aggravation (preexisting condition) (tendonitis) (arm) 
Aggravation (preexisting condition) (tendonitis) (rotator cuff) 
*Preexisting condition (tendonitis) 

Recurrences (preexisting condition) (tendonitis) (shoulder) 
*Repetitive strain injury (tendonitis) 

*Shoulder condition (tendonitis) 
*Tendonitis 

Tendonitis (arm) 

Tendonitis (biceps) 

Tendonitis (hand) 

Tendonitis (hip) 

Tendonitis (shoulder) 

Tendonitis (wrist) 


Tennis 
*Elbow (tennis) 
*Medical opinion (tennis elbow) 
*Preexisting condition (tennis elbow) 
*Repetitive strain injury (tennis elbow) 


Tenosynovitis 

Ageravation (preexisting condition) (tenosynovitis) 
Industrial disease (tenosynovitis) 

*Medical opinion (tenosynovitis) 

*Repetitive strain injury (tenosynovitis) 

**Tenosynovitis 
Tenosynovitis (arm) 
Tenosynovitis (de Quervain’s disease) 
Tenosynovitis (frictional) 

*Wrist (tenosynovitis) 
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Scene ei 


TENS 
Consequences of injury (iatrogenic illness) (treatment) (TENS) 
Health care (appliances or apparatus) (TENS unit) 


Term (s) 
*Employee (long term service) 
Orders (terms and conditions) 
Worker (long term service) 


Terminal 
Preexisting condition (cancer) (terminal) 


Termination 
In the course of employment (termination of employment) 
*Termination of benefits 


Territorial 
Jurisdiction, constitutional (territorial) 


Test (s) 

Arising out of employment (reasonably incidental activity test) 
Arising out of employment (work relatedness test) 

Board Directives and Guidelines (class of employer) (industry test) 
Class of employer (dual rates) (organization test) 

Class of employer (industry test) 
*Distinct departure test 

In the course of employment (distinct departure test) 

In the course of employment (dual purpose test) 

In the course of employment (predominant risk test) 

In the course of employment (reasonably incidental activity test) 
In the course of employment (work relatedness test) 

Leave to appeal (good reason to doubt correctness) (test) 
Medical examination (section 21) (medical tests) 
*Organization test 

Presumptions (section 3) (some evidence test) 

*Reasonable activity test 

Reconsideration (new evidence) (test) 

Recurrences (compensable injury) (test) 

Worker (test) 

Worker (test) (business reality) 

Worker (test) (control test) 
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Test continued: 


Worker (test) (four-fold test) 

Worker (test) (hybrid test) 

Worker (test) (in business on his own account test) 
Worker (test) (organization test) 


Testimony 
Evidence (testimony from other decisions) 


Testing 
Medical opinion (hearing loss) (testing procedures) 


Thigh (s) 
Chondromalacia (thigh) 
Pensions (assessment) (thigh) 
*Thighs 


Thin 
Causation (thin skull doctrine) 
*Preexisting condition (thin skull doctrine) 


Third 
*Third party claims 


Thoracic 
Aggravation (compensable injury) (sprains and strains) (thoracic) 
Aggravation (preexisting condition) (thoracic outlet syndrome) 
Medical opinion (thoracic outlet syndrome) 
Pain (thoracic) 
Recurrences (compensable injury) (strains and sprains) (thoracic) 
*Shoulder condition (thoracic outlet syndrome) 
Thoracic outlet syndrome 


Three 
*Evidence (three week rule) 
Natural justice (three week rule) 
Three week rule 
Three week rule (documents) 
Three week rule (medical literature) 
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Three week rule (submissions) 
Three week rule (witnesses) 
Three week rule (witnesses) (summary of evidence) 


Threshold 
Industrial disease (threshold issue) 


Throat 
*Preexisting condition (throat condition) 


Thrombosis 
Consequences of injury (thrombosis) 
*Leg condition (thrombosis) 
*Preexisting condition (thrombosis) 
Thrombosis 
Thrombosis (deep venous) 
Thrombosis (superficial venous) 


Thumb 
Arthritis (thumb) 
*Thumb 


Time 
*Lost time 
Rehabilitation, vocational (length of time services offered) 
Standard of review (time lapse) 
*Time limits 
Time limits (civil action) 
Time limits (section 21) 
Time limits (section 77) 


Tinnitus 
Board Directives and Guidelines (tinnitus) 
Board Directives and Guidelines (tinnitus) (continuous) 
Board Directives and Guidelines (tinnitus) (severity) 
Board Directives and Guidelines (tinnitus) (unusual circumstances) 
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Tinnitus continued: 


Consequences of injury (iatrogenic illness) (medication) (tinnitus) 
*Ear condition (tinnitus) 

Pensions (assessment) (tinnitus) 

**Tinnitus 


Tip (s) 
Earnings basis (tips) 


Tissue 
Rheumatism (soft tissue) 


Toe 
Exostosis (toe) 
Osteoarthritis (toe) 
*Toe 


Together 
. Procedure (section 21) (application and merits together) 


Toluene 
Exposure (toluene diisocyanate) 


Tools 
Disablement (vibration) (tools) 
Vibration (tools) 


Torn 
*Knee (torn meniscus) 


Torticollis 
Consequences of injury (torticollis) 
*Medical opinion (torticollis) 
*Neck condition (torticollis) 
Recurrences (compensable injury) (torticollis) 
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Total 
**Temporary total benefits 
*Temporary total disability 
*Total disability 
Temporary total disability (commencement of benefits) 
Temporary total disability (retirement) 


Tonsil 
Cancer (tonsil) 


Totally 
Availability for employment (considering self totally disabled) 
Rehabilitation (considering self totally disabled) 
Rehabilitation (considering self totally disabled) (Canada Pension Plan) 


Tow 
Independent operator (tow truck driver) 


Track 
Construction (drilling) (air track) 


Trackman 
Mining (trackman) 


Tract 
Pensions (AMA Guides) (upper respiratory tract) 
*Urinary tract 
*Urinary tract (epididymitis) 
*Urinary tract (hematuria) 
*Urinary tract (infection) 
*Urinary tract (prostatitis) 


Traction 
Consequences of injury (iatrogenic illness) (treatment) (traction) 


Training 
Commutation (academic training) 
Rehabilitation, vocational (academic training) 
Rehabilitation, vocational (training) 
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Transcript (s) 
**Transcript 


Transfer 
Administrative Fund (transfer of costs) 
*Issue in dispute (transfer of costs) 
Jurisdiction, Tribunal (transfer of costs) 
Second Injury and Enhancement Fund (transfer of costs) 
**Transfer of costs 


Transition (s) 
Supplements, transition 


Transitional 
**Transitional provisions 
Transitional provisions (commencement) 
Transitional provisions (retroactivity) 


Transportation 
Board Directives and Guidelines (transportation industry) (taxi driver) 
*Transportation industry 
Transportation industry (bus driver) 
**Transportation industry (couriers) 
Transportation industry (owner/operator) 
Transportation industry (school bus driver) 
Transportation industry (truck driver) 
*Transportation to hospital, physician or home 


Transverse 
Medical opinion (transverse myelitis) 
Transverse myelitis 


Traumatic 
Cataracts (traumatic) 
*Head (post traumatic brain syndrome) 
Hearing loss (traumatic) 
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Travel 
**Travel expenses 
Travel expenses (employer) 
Travel expenses (job search) 
Travel expenses (to hearing) 
Travel expenses (to work) 
Travel expenses (treatment) 


Travelling 
In the course of employment (travelling) 
*Travelling (injury in the course of) 


Treating 
Medical report (opinion of treating doctor preferred) 


Treatment 
Board Directives and Guidelines (adjudication) (medical treatment) 
Board Directives and Guidelines (treatment control) (chiropractors) 
Board Directives and Guidelines (treatment control) (refusal of treatment) 
*Chiropractic treatment 
Consequences of injury (iatrogenic illness) (treatment) 
Consequences of injury (iatrogenic illness) (treatment) (chiropractic manipulation) 
Consequences of injury (iatrogenic illness) (treatment) (rehabilitation program) 
Consequences of injury (iatrogenic illness) (treatment) (TENS) 
Consequences of injury (iatrogenic illness) (treatment) (traction) 
**Continuity of treatment 
Delay (treatment) 
Health care (medical aid) (alternative treatment) 
*Medical treatment 
Medical treatment (cortisone injections) 
Medical treatment (special) 
Significant contribution (of treatment to development of condition) 
Travel expenses (treatment) 


Tremor 
*Hand (benign essential tremor) 
*Preexisting condition (benign essential tremor) 
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Tribunal 
*Access to WCB file (original application to Tribunal) 
*Appeals Tribunal 
**Investigation by Tribunal 
Investigation by Tribunal (post-hearing) 
Investigation by Tribunal (pre-hearing) 
Investigation by Tribunal (whether required) 
*Jurisdiction (powers of Tribunal) 
*Jurisdiction (powers of Tribunal) (access to WCB file) 
*Jurisdiction (powers of Tribunal) (adjournment) 
*Jurisdiction (powers of Tribunal) (amendment) 
*Jurisdiction (powers of Tribunal) (appeal) 
*Jurisdiction (powers of Tribunal) (costs) 
*Jurisdiction (powers of Tribunal) (expedited WCB decision requested) 
*Jurisdiction (powers of Tribunal) (interlocutory appeals) 
*Jurisdiction (powers of Tribunal) (issue-splitting) 
*Jurisdiction (powers of Tribunal) (leave to appeal) 
*Jurisdiction (powers of Tribunal) (no jurisdiction) 
*Jurisdiction (powers of Tribunal) (occupational health & safety) 
*Jurisdiction (powers of Tribunal) (out of province) 
*Jurisdiction (powers of Tribunal) (production of documents) 
*Jurisdiction (powers of Tribunal) (reconsideration) 
*Jurisdiction (powers of Tribunal) (referrals to WCB with directions) 
*Jurisdiction (powers of Tribunal) (section 15 applications) 
*Jurisdiction (powers of Tribunal) (section 21 applications) 
*Jurisdiction (powers of Tribunal) (section 77 appeals) 
*Jurisdiction (powers of Tribunal) (stay of proceedings) 
*Jurisdiction (powers of Tribunal) (subpoena) 
*Jurisdiction (powers of Tribunal) (WCB implicitly dealt with issue) 
Jurisdiction, Tribunal 
Jurisdiction, Tribunal (appealable issue) 
Jurisdiction, Tribunal (Board implicitly dealt with issue) 
Jurisdiction, Tribunal (clarification) 
Jurisdiction, Tribunal (class of employer) 
Jurisdiction, Tribunal (damages) 
Jurisdiction, Tribunal (direction to Board) 
Jurisdiction, Tribunal (evidence) 
Jurisdiction, Tribunal (federal worker) 
Jurisdiction, Tribunal (final decision of Board) 
Jurisdiction, Tribunal (final decision of Board) (decision of Commissioner) 
Jurisdiction, Tribunal (final decision of Board (decision of Ombudsman Administrator) 
Jurisdiction, Tribunal (final decision of Board) (previous employment) 
Jurisdiction, Tribunal (final decision of Board) (reconsideration of Appeal Board decision) 
Jurisdiction, Tribunal (inspection) 
Jurisdiction, Tribunal (interest) 
Jurisdiction, Tribunal (leave to appeal) 
Jurisdiction, Tribunal (over own process) 
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Tribunal continued: 


Jurisdiction, Tribunal (overpayment) 
Jurisdiction, Tribunal (payments pending appeal) 
Jurisdiction, Tribunal (Practice Direction No. 1) 
Jurisdiction, Tribunal (procedure) (rule making) 
Jurisdiction, Tribunal (production of documents) 
Jurisdiction, Tribunal (final decision of Board) (refusal to refer to Hearings Officer) 
Jurisdiction, Tribunal (refusal to refer to Hearings Officer) 
Jurisdiction, Tribunal (retroactivity) 
Jurisdiction, Tribunal (section 15) 
Jurisdiction, Tribunal (section 15) (dependants) 
Jurisdiction, Tribunal (section 15) (derivative actions) 
Jurisdiction, Tribunal (section 15) (initial entitlement) 
Jurisdiction, Tribunal (section 15) (Occupier’s Liability Act) 
Jurisdiction, Tribunal (section 21) 
Jurisdiction, Tribunal (section 77) 
Jurisdiction, Tribunal (section 86h) 
Jurisdiction, Tribunal (transfer of costs) 
Procedure (submissions) (Tribunal Counsel) 

**Tribunal Counsel 


Trichloroethane 
Exposure (trichloroethane) 


Trigger 
Trigger finger 


Trip 
Availability for employment (trip outside Ontario) 


Truck 
Independent operator (truck driver) 
Transportation industry (tow truck driver) 
Transportation industry (truck driver) 


Tumour 
*Finger (glomus tumour) 
*Glomus tumour 
*Preexisting condition (tumour) 
*Tumour (glomus) 
*Tumour (lipoma) 
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Tunnel 
Aggravation (preexisting condition) (carpal tunnel syndrome) 
**Carpal tunnel syndrome 
Causation (carpal tunnel syndrome) 
*Medical opinion (carpal tunnel) 
Medical opinion (vibrations) (carpal tunnel syndrome) 


Turns 
Section 86n (decision turns upon) 


Twisted 
*Knee (twisted) 


Two 
Procedure (reconsideration) (two-step process) 


Typist 
Office worker (typist) 


Ulcer 
Aggravation (preexisting condition) (ulcer) (duodenal) 
Consequences of injury (iatrogenic illness) (medication) (ulcer) 
Herpetic ulcer (corneal) 
*Leg condition (ulcer) 
*Preexisting condition (ulcer) 
*Ulcer 
Ulcer (duodenal) 
Ulcer (stasis) 


Ulceration 
Ulceration (ankle) 


Ulnar 
*Arm condition (ulnar neuritis) 
Nerve entrapment (ulnar) 


Umbilical 
**Hernia (umbilical) 
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Unaccustomed 
Disablement (unaccustomed strain) 


Undermotivation 
Intervening causes (undermotivation) 


Undertaking 
*Undertaking 


Unemployability 
Rehabilitation, vocational (eligibility) (competitive unemployability) 


Unemployment 
Earnings basis (period of unemployment) 
Earnings basis (unemployment insurance benefits) 
**Unemployment insurance 


Unit 
Health care (appliances or apparatus) (TENS unit) 


Unusual 
Board Directives and Guidelines (cardiac conditions) (unusual physical exertion) 
Board Directives and Guidelines (tinnitus) (unusual circumstances) 


Unwitnessed 
Evidence (unwitnessed accident) 


Upgrading 
Rehabilitation, vocational (academic upgrading) 


Upholsterer 
Upholsterer 


Upon 
Section 86n (decision turns upon) 
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Upper 
Pensions (AMA Guides) (upper respiratory tract) 


Uranium 
Mining (uranium) 


Urethra 
Pensions (assessment) (urethra) 


Urinary 
*Urinary tract 
*Urinary tract (epididymitis) 
*Urinary tract (hematuria) 
*Urinary tract (infection) 
*Urinary tract (prostatitis) 


Use 
Access to worker file, s. 77 (use of material) 


Usual 
*Employment (usual place of business) 
**Significantly greater than usual 


Utilities 
Utilities (line worker) 


Vacation 
*Vacation 
Deductions (vacation pay) 
Rehabilitation, vocational (cooperation) (vacation) 


Validity 
Statutory interpretation (regulations) (validity) 


Valvular 
*Preexisting condition (valvular) 
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Varicocele 
Pensions (assessment) (varicocele) 
Varicocele 


Varicose 
*Leg condition (varicose veins) 
*Medical opinion (varicose veins) 
Varicose veins 


Varus 
Preexisting condition (varus deformity) 


Varying 
Medical report (varying diagnosis) 


Vascular 
Aggravation (preexisting condition) (vascular disease) 
Pensions (AMA Guides) (peripheral vascular disease) 
*Hip (vascular neurosis) 
*Leg condition (vascular condition) 
**Preexisting condition (vascular disease) 


Vasospastic 
*Hand (vasospastic disease) 


VDT 
Medical opinion (VDT ergonomics) 


Vehicle 
Commutation (vehicle purchase) 
In the course of employment (proceeding to and from work) (employer’s vehicle) 
**Motor vehicle accident 

*Motor vehicle cases 

Section 15 application (motor vehicle insurance) 

Supplier of motor vehicle, machinery or equipment 

Supplier of motor vehicle, machinery or equipment (maintenance of equipment) 
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Vehicular 
Disablement (vibrations) (vehicular) 
Industrial disease (vibrations) (vehicular) 
Medical opinion (vibrations) (vehicular) 
Vibrations (vehicular) 


Veil 
Corporation (piercing corporate veil) 


Vein (s) 
*Leg conditions (varicose veins) 
*Medical opinion (varicose veins) 
Occlusion (retinal vein) 
Varicose veins 


Venous 
Medical opinion (venous condition) 
Thrombosis (deep venous) 
Thrombosis (superficial venous) 
Venous condition 


Ventilation 
Disablement (working conditions) (ventilation system) 


Ventral 
*Hernia (ventral) 


Ventricular 
Aneurysm (ventricular) 


Venue 
*Procedure (venue) 


Version 
Evidence (description of accident) (earlier version preferred) 


233 


Release No. 14, February 1991 


December 31, 1990 KEYWORD GUIDE 


Vertigo 
*Ear condition (vertigo) 
*Head (vertigo) 
Pensions (assessment) (vertigo) 


Vestibular 
Vestibular function 


Vibration (s) 
Disablement (vibrations) (tools) 
Disablement (vibrations) (vehicular) 
Industrial disease (vibrations) (vehicular) 
Medical opinion (vibrations) (vehicular) 
Medical opinion (vibrations) (carpal tunnel syndrome) 
**Vibrations 
Vibrations (tools) 
Vibrations (vehicular) 


Videotape 
**Evidence (videotape) 


Viral 
Infection (viral) 


Vision 
*Eye condition (double vision) 


Viral 
Infection (viral) 


Vocational 
Access to worker file, s. 77 (issue in dispute) (vocational rehabilitation) 
Availability for employment (cooperation with vocational rehabilitation) 
Rehabilitation, vocational (academic training) 
Rehabilitation, vocational (academic upgrading) 
Rehabilitation, vocational (aid in getting worker back to work) (opinion of 
Board) 
Rehabilitation, vocational (availability) 
Rehabilitation, vocational (benefit for older worker) 
Rehabilitation, vocational (considering self totally disabled) 
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Vocational continued: 


Rehabilitation, vocational (cooperation) 

Rehabilitation, vocational (cooperation) (economic conditions) 
Rehabilitation, vocational (cooperation) (pregnancy) 

Rehabilitation, vocational (cooperation) (vacation) 

Rehabilitation, vocational (eligibility) 

Rehabilitation, vocational (eligibility) (competitive unemployability) 
Rehabilitation, vocational (eligibility) (relinquishing employment on own 
volition) 

Rehabilitation, vocational (job search) 

Rehabilitation, vocational (job search) (geographic location) 
Rehabilitation, vocational (length of time services offered) 
Rehabilitation, vocational (maintenance allowance) 

Rehabilitation, vocational (maintenance allowance) (calculation) 
Rehabilitation, vocational (program not offered by Board) 
Rehabilitation, vocational (suitability of program) (aid in getting worker 
back to work) 

Rehabilitation, vocational (suitability of program) (opinion of Board) 
Rehabilitation, vocational (suitability of program) (program chosen by 
worker) 

Rehabilitation, vocational (training) 

*Rehabilitation (of worker) (vocational) 


Voice 
*Voice 


Volition 
Rehabilitation, vocational (eligibility) (relinquishing employment on own volition) 


Volitional 
Intervening causes (suicide) (volitional) 


Volunteer 
**Volunteer 


Wage (s) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 
Earnings basis (subsidized wages) 
Earnings basis (wage loss supplement) 
Impairment of earning capacity (future wage loss) 
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Wage (s) continued: 


Supplements, temporary (wage loss) 

Supplements, temporary (wage loss) (period of adjustment) 

Temporary partial disability (wage loss benefits) (loss of bonus) 
Temporary partial disability (wage loss benefits) (loss of overtime) 
Temporary partial disability (wage loss benefits) (self-employed worker) 
Temporary partial disability (wage loss supplement) 

“Wages 

“Wages (deductions) 


WCB 
*Access to WCB file (leave application) 
*Access to WCB file (medical information) 
*Access to WCB file (medical information) (access denied) 
*Access to WCB file (medical information) (material deleted) 
*Access to WCB file (medical information) (subsequent disclosure) 
*Access to WCB file (non-medical information) 
*Access to WCB file (original application to Tribunal) 
*Access to WCB file (s.21) 
* Appeal (WCB procedure) 
*Jurisdiction (powers of Tribunal) (access to WCB file) 
*Jurisdiction (powers of Tribunal) (expedited WCB decision requested) 
*Jurisdiction (powers of Tribunal) (referrals to WCB with directions) 
*Jurisdiction (powers of Tribunal) (WCB implicitly dealt with issue) 
Parties (WCB) 
*Review by WCB 


Weakness 
Consequences of injury (residual weakness) 
*Preexisting condition (inguinal weakness) 
Preexisting condition (personality weakness) 


Wear 
Construction (wear and tear repair) 


Week 
*Evidence (three week rule) 
Natural justice (three week rule) 
Three week rule 
Three week rule (documents) 
Three week rule (medical literature) 
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Week continued: 


Three week rule (submissions) 
Three week rule (witnesses) 
Three week rule (witnesses) (summary of evidence) 


Weight 
Evidence (weight) 
Medical restrictions (weight carrying) 


Welding 
Exposure (welding fumes) 
Medical opinion (cataracts) (welding) 
**Welding 


Where 
Scope of hearing (where leave granted) 


Whether 
Investigation by Tribunal (whether required) 


Whiplash 
*Neck condition (whiplash) 


Whirlpool 
Health care (appliances or apparatus) (whirlpool) 


White 
Aggravation (compensable injury) (white finger disease) 
Board Directives and Guidelines (white finger disease) 
Exposure (solvents) (white gasoline) 
*Industrial disease (white finger disease) 
*Medical opinion (white finger disease) 
Pensions (assessment) (white finger disease) 
**White finger disease 


Whole 
Pensions (assessment) (whole person concept) 
Pensions (whole person concept) 
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Wholesale 
Class of employer (wholesale operation) 


Wilful 
*Issue in dispute (wilful misconduct) 
Wilful and intentional act 


Withdrawal 
* Appeal (withdrawal) 
Parties (representation) (representative instructed to withdraw) 
*Withdrawal 
Withdrawal (of appeal) 
Withdrawal (of appeal) (adequacy of representation) 
Withdrawal (of application) 


Without 
*Chronic pain without organic cause 


Witness (es) 
Accident (occurrence) (inconsistent witnesses) 
Adjournment (witness availability) 
Credibility (conflict with other witnesses) 
Evidence (witness) (conflict of interest) 
Hearing (exclusion of witnesses) 
Hearing (splitting) (witness availability) 
Hearing (witness called by Panel) 
Leave to appeal (substantial new evidence) (witness) 
Procedure (absent witnesses) 
Procedure (witness fees) 
Three week rule (witnesses) 
Three week rule (witnesses) (summary of evidence) 
*Witness 
*Witness (expert) 


Wood 
Exposure (wood dust) 
Exposure (wood dust) (cedar) 
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Words 
Words and phrases (action, s. 15) 
Words and phrases (cease to apply, s. 133(2)) 
Words and phrases (dependants, s.1(1)(f)) 
Words and phrases (disability) 
Words and phrases (disease, s. 122) 
Words and phrases (earings, s. 1(1)(i) 
Words and phrases (earnings, s. 43(1)) 
Words and phrases (employment) 
Words and phrases (equipment, s. 8(10)) 
Words and phrases (injury) 
Words and phrases (issues, s. 86g(2)) 
Words and phrases (medical aid) 
Words and phrases (medical practitioner, s. 21) 
Words and phrases (nominal remuneration, s.43(6)) 
Words and phrases (older worker, s. 45(7)) 
Words and phrases (relevant, s. 77) 
Words and phrases (remuneration, s. 1(1)(i)) 
Words and phrases (results from, s. 45(1)) 
Words and phrases (right of action for damages, s. 8(9)) 


Work 

Arising out of employment (work relatedness test) 

Availability for employment (refusing suitable work) 

Availability for employment (refusing suitable work) (personal reasons) 
Disablement (change in work) 

Disablement (nature of work) 

Disablement (repetitive work) 

Disablement (strenuous work) 

In the course of employment (proceeding to and from work) 

In the course of employment (proceeding to and from work) (employer’s vehicle) 
In the course of employment (work relatedness test) 
*Location of injury (subsequent incidents outside work) 
*Modified work 

Rehabilitation (aid in getting worker back to work) 

Rehabilitation (aid in getting worker back to work) (factors) 
Rehabilitation, vocational (aid in getting worker back to work) (opinion of 
Board) 

Rehabilitation, vocational (suitability of program) (aid in getting worker back to 
work) 

Subsequent incidents (outside work) 

Travel expenses (to work) 
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Worker (s) 
Access to worker file, P.D. 1 
Access to worker file, P.D. 1 (adverse consequences of disclosure) 
Access to worker file, P.D. 1 (conditions of access) 
Access to worker file, P.D. 1 (confidentiality) 
Access to worker file, P.D. 1 (deletion of material) 
Access to worker file, P.D. 1 (harmful information) 
Access to worker file, P.D. 1 (issue in dispute) (SIEF) 
Access to worker file, P.D. 1 (jurisdiction) 
Access to worker file, P.D. 1 (offence) 
Access to worker file, P.D. 1 (Subsequent disclosure) 
Access to worker file, s. 77 
Access to worker file, s. 77 (conditions of access) 
Access to worker file, s. 77 (confidentiality) 
Access to worker file, s. 77 (deletion of material) 
Access to worker file, s. 77 (employer) 
Access to worker file, s. 77 (harmful information) 
Access to worker file, s. 77 (issue in dispute) 
Access to worker file, s. 77 (issue in dispute) (bona fides) 
Access to worker file, s. 77 (issue in dispute) (commutation) 
Access to worker file, s. 77 (issue in dispute) (initial entitlement) 
Access to worker file, s. 77 (issue in dispute) (overpayment) 
Access to worker file, s. 77 (issue in dispute) (particulars) 
Access to worker file, s. 77 (issue in dispute) (relevance) 
Access to worker file, s. 77 (issue in dispute) (relevance) (new information) 
Access to worker file, s. 77 (issue in dispute) (relevance) (prior claim files) 
Access to worker file, s. 77 (issue in dispute) (relevance) (subsequent reports) 
Access to worker file, s. 77 (issue in dispute) (SIEF) 
Access to worker file, s. 77 (issue in dispute) (temporary disability 
benefits) 
Access to worker file, s. 77 (issue in dispute) (vocational rehabilitation) 
Access to worker file, s. 77 (multiple appeals) 
Access to worker file, s. 77 (non-medical information) 
Access to worker file, s. 77 (overpayment) 
Access to worker file, s. 77 (procedure, Board) 
Access to worker file, s. 77 (subsequent disclosure) 
Access to worker file, s. 77 (use of material) 
Adjournment (illness of worker) 
Automotive industry (glass worker) 
Board Directives and Guidelines (construction industry worker) 
Board Directives and Guidelines (logging industry workers) 
Board Directives and Guidelines (supplements, older worker) 
Board Directives and Guidelines (temporary partial disability) (wage loss benefits) 
(self-employed worker) 
Discretion, Board (supplements, older worker) 
*Earning capacity of worker 
Evidence (privacy of worker) 
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Worker (s) continued: 


Foundry worker 

Hearing (attendance of worker) 

Jurisdiction, constitutional (federal worker) " 

Jurisdiction, Tribunal (federal worker) 

*Location (of worker) 

Office worker 

Office worker (clerk) 

Office worker (keypunch operator) 

Office worker (typist) 

Pain (real to worker) 

Pensions (lump sum) (ten per cent pension) (advantage to worker) 

Postal workers (letter carrier) 

Postal workers (letter sorter) 

Procedure (section 21) (access to worker file) 

Rehabilitation (aid in getting worker back to work) 

Rehabilitation (aid in getting worker back to work) (factors) 
*Rehabilitation (of worker) 

Rehabilitation, vocational (aid in getting worker back to work) (opinion of 

Board) 

Rehabilitation, vocational (benefit for older worker) 

Rehabilitation, vocational (suitability of program) (aid in getting worker 

back to work) 

Rehabilitation, vocational (suitability of program) (program chosen by worker) 
*Rehabilitation (of worker) (benefits) 

*Rehabilitation (of worker) (medical) 

*Rehabilitation (of worker) (vocational) 

Residence of worker 

Seconded workers 

Section 15 application (workers of both employers) 

Suitable employment (suitable for workers capabilities) 

Suitable employment (suitable for workers capabilities) (personal characteristics of 

worker) 

Supplements, older worker 

Supplements, older worker (age) 

Supplements, temporary (rehabilitative purposes) (older worker) 

Temporary partial disability (wage loss benefits) (self-employed worker) 

Utilities (line worker) 

Words and phrases (older worker, s. 45(7)) 
**Worker 

*Worker (at community college) 

Worker (contract of service) 

Worker (contract of service) (employment relationship) 

Worker (contract of service) (spouse) 

Worker (deemed) 

Worker (learner) 
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Worker (s) continued: 


Worker (long term service) 

*Worker (partner) 

Worker (probationary employee) 

Worker (status during job search) 

Worker (status during medical appointment) 
Worker (test) 

Worker (test) (business reality) 

Worker (test) (control test) 

Worker (test) (four-fold test) 

Worker (test) (hybrid test) 

Worker (test) (in business on his own account test) 
Worker (test) (organization test) 


Workers’ 
*Workers’ Compensation Amendment Act 
*Workers’ Compensation Review Board 


Working 
Disablement (working conditions) 
Disablement (working conditions) (dampness) 
Disablement (working conditions) (draught) 
Disablement (working conditions) (ventilation system) 
Disability (disabled from working) 
Disability (disabled from working) (doctor’s recommendations) 


Wormpickers 
*Wormpickers 


Wrist 
Fracture (wrist) 
Pensions (assessment) (wrist) 
*Repetitive strain injury (wrist) 
Tenosynovitis (wrist) 
*Wrist 
*Wrist (fracture) 
*Wrist (ganglion) 
*Wrist (scapho-lunate dissociation) 
*Wrist (strain) 
*Wrist (tendonitis) 
*Wrist (tenosynovitis) 


242 


Release No. 14, February 1991 


KEYWORD GUIDE December 31, 1990 


Writer (s) 
Stress (writers’ cramp) 


Written 
Availability for employment (job search) (written record) 
*Procedure (written submissions) 


X-ray 
*X-ray 


Xerostomia 
Aggravation (preexisting condition) (xerostomia) 


Year 
Board Directives and Guidelines (psychotraumatic disability) (five year guideline) 


Young 
Correctional officer (young offenders) 


Zinc 
Industrial disease (poisoning) (zinc) 
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Abdomen 58 
Access to WCB file 
leave application 201* 
medical information 379, 383*, 383R", 387, 392, 393, 394*, 399, 401, 402, 403, 405*, 406, 407, 410*, 411*, 445, 
609, 610, 611, 612, 613*, 614, 615*, 616*, 617, 618*, 619, 620, 621, 622, 623, 624, 625, 661, 662*, 663, 664, 
665, 667", 668*, 669, 672, 673, 703*, 728*, 730, 731, 732, 734, 737, 738, 768*, 785, 787, 788, 789, 791, 792, 
793, 794, 795, 796, 851, 853, 854, 855, 856*, 857, 858, 859, 860, 876*, 886, 887, 888, 891, 892, 893, 894, 896, 
62/87, 63/87, 64/87, 65/87, 66/87, 78/87*, 109/87, 110/87, 111/87, 115/87, 149/87, 153/87, 156/87, 177/87", 
186/87*, 187/87, 188/87, 189/87, 190/87, 191/87, 192/87, 193/87, 202/87, 203/87, 204/87, 205/87, 206/87, 207/87, 
208/87, 209/87, 210/87, 243/87, 287/87, 288/87, 289/87, 291/87, 292/87, 293/87, 294/87, 296/871, 303/87*, 324/87, 
325/87, 351/87*, 390/87, 391/87, 392/87, 399/87, 400/87, 401/87, 402/87, 403/87, 404/87, 405/87, 407/87*, 
432/87*, 464/87, 468/87, 471/87, 472/87, 473/87, 474/87, 475/87, 476/87, 501/87, 504/87, 507/87*, 528/87, 565/87, 
625/87, 626/87, 627/87, 628/87, 629/87, 631/87, 632/87, 633/87, 634/87, 635/87, 704/87*, 719/87, 722/87, 723/87, 
724/87*, 725/87, 726/87, 744/87, 745/87, 746/87, 747/87, 749/87, 750/87, 752/87, 753/87, 754/87, 780/87, 781/87, 
782/87, 783/87, 784/87, 785/87, 786/87, 787/87, 790/871*, 819/87, 820/87, 821/87*, 823/87, 824/87, 825/87, 
860/87, 861/87, 862/87, 863/87, 864/87, 865/87, 921/87, 922/87, 923/87, 924/87, 925/87, 926/87, 1037/87, 
1039/87*, 1046/87, 1047/87, 1048/87, 1049/87, 1059/87, 1060/87, 1061/87, 1062/87, 1063/87, 1064/87, 1078/87, 
1091/87*, 1092/87, 1095/87, 1096/87, 1098/87, 1099/87, 1100/87, 1116/87, 1141/87, 1142/87, 1143/87, 1144/87, 
1145/87, 1147/87, 1148/87, 1177/87, 1178/87, 1179/87, 1 191/87, 1192/87, 1193/87*, 1195/87, 1198/87, 1199/87, 
1210/87, 1212/87, 1223/87, 1250/87, 1251/87, 1252/87", 1253/87, 1280/87, 1281/87, 1282/87, 1283/87, 1284/87, 
1285/87, 1286/87, 1287/87, 62/88, 63/88, 65/88, 66/88, 67/88, 68/88, 85/88, 86/88, 87/88, 88/88, 90/88, 91/88, 
103/88, 129/88, 130/88, 132/88, 133/88, 134/88, 135/88, 136/88, 156/88, 158/88, 160/88, 161/88, 162/88, 163/88 
access denied 382*,790*, 856*, 290/87, 630/87, 720/87*, 755/87, 1146/87*, 1194/87, 1196/87 
material deleted 378, 408*, 488*, 606%, 607*, 608, 619, 666, 670, 671, 126, 727, 729, 735, 737, 786, 788, 851, 
861, 876*, 61/87, 417/871, 470/87, 530/87, 721/87, 822/87, 852/87, 939/87*, 941/87*, 1038/87, 1050/87*, 
1051/87, 1176/87, 1197/87, 1211/87, 64/88 
subsequent disclosure (See Disclosure of Information) 
non-medical information 615*, 703*, 858 
original application to Tribunal 201*, 379, 661, 728*, 768*, 113/871, 114/87, 155/871, 211/87, 296/871, 412/871, 
424/871*, 425/871, 426/871, 427/871, 428/871, 477/87, 826/871, 927/87, 1097/87, 1101/871 i 
s.21 185* 
Accident 3, 4*, 8, 14*, 19*, 21*, 25, 26, 29, 39, 45, 54, 58, 62, 66, 69*, 70, 72*, 79, 111*, 128*, 129*, 132*, 136, 
150*, 160, 171, 171F, 177*, 184, 193, 198, 241, 261, 284, 301, 371, 384%, 390, 432", 459, 480, 561, 570, 588, 678, 
682, 705, 721, 726, 732, 747*, 751, 753, 804/L*, 827, 902*, 906, 28/87, 45/87, 135/87, 142/87, 143/87, 170/87, 
179/87, 251/87, 261/87, 263/87, 271/87*, 277/87*, 285/87, 440/87, 496/87*, 532/87, 542/87, 549/87, 561/87, 571/87, 
. §99/87, 643/87*, 662/87, 679/87, 682/87, 788/87, 803/87, 813/87, 840/87*, 846/87", 920/87*, 957/87, 959/87, 960/87, 
1006/87, 1068/87, 1112/87, 1122/87, 1127/87, 1131/87, 1161/87, 1164/87, 1169/87, 1201/87, 1221/87, 1233/87, 
1248/87, 1297/87 : 
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Accident fund (See Fund (Accident)) 
Accident prevention 435*, 255/87*, 598/87* 
Action (See also Section 15 application) 53/87* 

derivative 51*, 83*, 86*, 91*, 122*, 123*, 229*, 298, 320*, 321*, 326*, 335*, 337*, 366, 368, 376, 395*; 

436*, 525*, 592, 741*, 86/87*, 276/87, 443/87, 479/871*, 736/87* 

subrogated 662* 
Adjournment 15*, 37*, 119, 142, 157*, 1961*, 206*, 2331*, 2551, 25512*, 2731*, 342*, 381, 441, 496, 497I*, 528I*, 
604LI, 627, 6741*, 6841, 689*, 717*, 743*, 7521*, 810, 8111*, 866*, 902I*, 27/87L, 42/87*, 90/87, 133/871, 
161/87*, 248/871, 260/871, 297/871, 361/871, 431/871, 432/87*, 461/871, 484/87I*, 492/871*, 510/87I*, 516/87*, 
553/87L*, 566/87, 567/871, 603/871*, 624/871*, 665/87, 772/87, 790/87I*, 913/871, 957/87, 1036/87I*, 1045/871, 
1090/871, 1150/871, 1152/87I, 1245/871, 1259/871, 1271/871, 1272/8712* 
Adjudication process PLCI*, 241*, 533/L*, 813* 
Administration fund (See Fund (Administration)) 
Age 149, 432*, 529, 670/87* 
Aggravation (See also Preexisting condition) 3*, 7*, 10*, 17*, 20I*, 20F, 2, 8, 31, 32*, 40, 411, 43, 45, 49, 53*, 58*, 
59*, 74, 81, 88, 93*, 103, 104, 114, 140*, 159*, 160, 165, 171, 171F, 176*, 179, 183*, 187, 190*, 197, 200, 218, 
234, 242*, 259, 267, 275, 288*, 291, 300, 301, 305*, 310, 322, 325, 339, 349, 355, 362, 365, 397, 430, 444, 453, 
461L, 481*, 518, 526/L, 541, 557*, 582, 584, 585, 597, 601*, 633, 636, 669, 683, 692, 699, 709, 708*, 711, 732, 
753, 754*, 763, 800, 810, 811, 816, 842, 864M, 870, 874, 878*, 902I*, 905, 11/87*, 15/87, 27/87L, 29/87, 34/87*, 
36/87, 44/87, 68/87, 75/87, 80/87, 90/87, 92/87, 104/87L, 121/87, 130/87, 134/87L*, 155/87, 165/87, 170/87, 172/87, 
174/87, 200/87*, 238/87, 249/87L, 262/87, 304/87, 311/87, 312/87, 318/87, 339/87*, 348/87*, 379/87L, 389/87, 
414/87, 440/87, 481/87, 491/87, 498/87, 520/87, 562/87*, 583/87, 588/87, 596/87* , 636/87, 678/87, 695/87*, 741/87, 
774/87* , 803/87, 873/87, 885/87, 900/87, 911/87, 915/87, 920/87*, 945/87, 951/87, 975/87*, 986/87, 989/87, 1011/87, 
1079/87, 1102/87, 1107/87, 1131/87, 1200/87, 1220/87, 12/88, 26/88L, 69/88 
Agreement 717* 

breach by Appeal Board 340/87L 

collective 115*, 118, 326*, 387, 414*, 436*, 867, 53/87*, 432/87* 

parties 106, 1171, 122*, 125, 196I*, 298, 326*, 376, 6841, 717*, 101/87, 243/87, 248/871, 528/87, 831/87* 961/87 
Agriculture 525*, 15/87 
Airline employment 44*, 564, 52/87L 
Alcohol 24I*, 1961*, 196 (Final)*, 369, 371, 595, 245/87 
Allergy 93*, 377*, 552/87L, 859/87* 

angiodema 986/87 
Allocation 915* 
Allowance 95*, 158*, 259/87* 
AMA guides 915* 
Amalgamation of claims 788/87 
Amputation 1*, 800, 806/L*, 881* 
Angina pectoris 411, 41* 
Ankle 28, 37*, 67, 74, 79*, 96, 145, 150, 212*, 225*, 268*, 294*, 397, 353/87* 

fracture 48/87* 
Aphonia 14* 
Appeal 9*, 241*, 76*, 155, 250*, 407, 426, 251/871 

WCB procedure 736/L*, 313/87L*, 539/87L 

withdrawal 426, 866*, 161/87* 
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Appeals Tribunal 241*, 2821, 492/87I* 
Appendix (to Decision) 4*, 6, 9*, 18%, 24I*, 72*, 174*, 304*, 306*, 626* 
Application (See Access to WCB file; Medical examination; Section 15 application) 
Apportionment (of assessments) 425*, 378/87* 
Apportionment (of liability) 335*, 337*, 360*, 725*, 57/87*, 479/87*, 716/87*, 961/87, 1261/87* 
Arising out of and in the course of employment (See also Accident; Causation) 4*, 7*, 19*, 23, 25*, 26, 29*, 38*, 
44*, 46, 54, 58, 59*, 62*, 65, 69%, 72*, 73/87*, 83*, 84, 91*, 107*, 122, 132*, 136*, 150*, 154*, 161, 177*, 180, 
203, 215*, 229*, 230, 232*, 239*, 251, 252, 257, 268*, 289*, 292, 319*, 329*, 347, 351*, 357*, 
373*, 374*, 385, 452, 455*, 461L, 485*, 536*, 536/L*, 543, 557*, 559*, 565*, 575, 588, 631, 678, 681, 687, 704, . 
710, 743*, 753, 764, 783*, 813M, 826, 884*, 897*, 906, 17/87, 26/87*, 50/87L, 81/87, 132/87, 136/87, 165/87, 
182/87, 216/87L, 234/87L, 244/87*, 258/87, 261/87, 323/87, 339/87", 341/87, 353/87*, 369/87*, 411/87*, 448/87, 
506/87, 511/87, 516/87*, 561/87, 558/87L, 590/87, 597/87*, 637/87*, 647/87*, 793/87, 879/87*, 874/87, 920/87*, 
947/87*, 951/87, 919/87, 1127/87, 1164/87, 1230/87, 50/88 
Arm condition 50*, 104, 134, 171F, 316, 348*, 484*, 8/87*, 284/87, 873/87, 938/87*, 1156/87*, 1208/87, 78/88 
flail arm 95* Z 
ruptured biceps tendons 258/87 
strain 29*, 682, 28/87, 651/87*, 855/87 
sympathetic dystrophy 581/L*, 648, 23/87*, 
ulnar neuritis 344, 760, 30/87, 368/87 
Arthritis (See also osteoarthritis) 13, 102*, 130, 139, 190*, 258, 470/L*, 706*, 740*,3/87L, 22/87* 
Artificial apparatus, appliance, limb, member 364*, 821M*, 49/87I, 57/88 
dentures 49/871 
As soon as practicable (See Notice (of accident)) 
Asbestos 206*, 539L, 739/L*, 774*, 349/87L*, 504/87, 929/87L 
Asbestosis 539L, 1027/87LM* 
Assault (See also Horseplay; Misconduct) 34, 44*, 83*, 337*, 432*, 572*, 714, 155/871, 516/87*, 879/87*, 947/87* 
Assessment of disability 12R, 73*, 2331*, 311, 322, 663, 915*, 84/87, 175/87, 298/87*, 347/87, 413/87*, 887/87 
Assessment of employers 116, 395, 525*, 546*, 807*, 255/87*, 576/87*, 598/87* 
Asthma 584*, 763, 850*, 165/87, 82/87*, 355/87, 520/87, 1273/87, 22/88 
Automotive industry 22, 58*, 59I*, 61, 120*, 179, 193, 224, 262, 413*, 478, 486, 565*, 708*, 712*, 721, 810, 
845L*, 41/87, 101/87, 145/87*, 146/87, 159/87, 166/87L, 262/87, 323/87, 344/87, 430/87*, 441/87, 448/87, 489/87, 
538/87*, 620/87, 656/87, 756/87, 757/87*, 765/87, 869/87, 919/87, 1094/87, 1110/87, 1117/87, 1201/87 
Availability for employment 1*, 2I*, 2 Final*, 9*, 34*, 37*, 591*, 59*, 80*, 98, 121*, 134, 137*, 144*, 159*, 186, 
198, 202*, 204*, 208, 220, 238F, 254, 260*, 267, 269, 290*, 293, 350, 369, 413*, 430, 475, SO9M, 512*, 548, 566*, 
595, 603, 639, 655*, 658, 675, 697, 719, 715*, 740*, 752/12, 754*, 770, 808/L, 878*, 881*, 882, 901*, 908*, 4/87, 
24/87*, 60/87L*, 60/87, 76/87, 87/87, 89/87, 96/87*, 107/87*, 120/87, 154/87, 225/87, 245/87, 274/87L, 279/87*, 
317/87L*, 343/87, 376/87, 415/87, 418/87*, 478/87, 493/87, 494/87, 527/87, 529/87*, 543/87, 550/87, 554/87*, 
560/87*, 568/87*, 574/87, 583/87, 594/87, 595/87L, 609/87*, 622/87, 665/87, 670/87*, 687/87*, 698/87*, 715/87, 
778/87*, 895/87, 902/87, 933/87, 985/87, 1013/87, 1042/87, 1074/87, 1137/87*, 1181/87, 1214/87, 1262/87 
Available employment 1*, 2 Final*, 9*, 37*, 59I*, 59*, 80*, 98, 115*, 118, 134, 186, 192*, 198, 202, 208, 260*, 
267, 332, 338, 413, 430, 458, 603, 658, 697, 708*, 754*, 770, 908*, 909/L, 76/87, 106/87*, 415/87, 560/87*, 
568/87*, 614/87, 695/87*, 893/87*, 1041/87, 1262/87 
Average earnings 209L, 216, 363, 398* 
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Back conditions 2I*, 11*, 16*, 17*, 23, 23/87*, 25*, 30*, 35*, 48*, 62*, 90, 98, 129*, 140*, 186, 198, 203, 503, 
TT1/L*, 1/87, 35/87, 245/87, 261/87, 365/87, 590/87, 623/87, 672/87*, 692/87*, 760/87, 788/87, 832/87, 895/87, 
1029/87, 1121/87 
adhesion over nerve root 906 
ankylosing spondylitis 379/87L 
coccydynia 153, 486/87, 57/88 
degenerative disc disease 15 (Final)*, 32*, 72*, 103, 108, 181*, 184, 197, 207*, 217*, 234, 2381, 242*, 253, 267, 
300, 301, 323, 453, 4571, 479, 518, 526/L, 636, 683, 691*, 701*, 707, 842, 847*, 885* 34/87*, 69/87, 365/87, 
389/87, 420/87*, 459/87, 462/87, 556/87, 676/87, 829/87L, 900/87, 919/87, 971/87, 984/87, 1129/87 disc condition | 
7*, 70*, 115*, 183*, 218, 223, 277, 296, 323, 477L, 467, 482/L, 507, 559*, 587, 595, 599, 603, 656, 686, 701*, 
742, 752/12, 816, 835*, 902*, 25/87, 166/87L, 257/87*, 434/87*, 482/87, 548/87*, 611/87, 774/87*, 793/87, 
898/87, 1003/87, 1155/87, 1222/87 
fracture 196*, 311/87, 459/87 
lower back PLCI*,20F, 31, 33*, 43*, 45, 49, 54, 62*, 63*, 71, 80*, 82, 89, 97, 113, 124*, 142, 164, 171, 171F, 
172, 178, 187, 199, 220, 237, 256, 258, 269, 271, 274, 278, 281, 283, 308, 288*, 309, 322, 339, 350, 351*, 353, 
355, 362, 363, 400, 409, 413*, 422, 427, 442*, 443, 456, 465, 478, 486, 509M, 520, 523, 529, 531, v535, 537*, 
550, 554, 558, 565*, 570, 574*, 576, 585, 594*, 597, 598, 654, 658, 676, 678, 688*, 688M, 690, 697, 698/L*, 702, 
705, 708*, 711, 716, 721, 723, 749, 750, 753, 754*, 761, 764, 775*, 776*, 778*, 802*, 805/L*, 827, 829, 833L, 
839/L, 840*, 867, 870, 871L*, 877*, 8791, 879, 880, 883, 9021*, 915*, 4/87, 10/87, 12/87, 24/87*, 26/87*, 31/87, 
32/87, 33/87, 41/87, 50/87L, 52/87L, 67/87, 68/87, 73/87*, 84/87, 89/87, 92/87, 107/87*, 117/87, 121/87, 130/87, 
133/87, 145/87*, 157/87, 158/87, 173/87, 176/87, 180/87, 214/87, 221/87, 222/87, 225/87, 227/87*, 230/87*, 
237/87*, 240/87, 271/87*, 277/87*, 298/87*, 299/87, 301/87, 304/87, 309/87L, 314/87, 316/87, 319/87, 327/87L, 
346/87, 360/87, 363/87, 376/871, 388/87*, 408/87*, 413/87*, 415/87, 416/87, 419/87, 430/87*, 431/87, 435/87, 
440/87, 450/87, 451/87*, 456/87, 458/87, 460/87*, 463/87, 496/87*, 497/87L*, 498/87, 500/87, 502/87, 508/87", 
519/87*, 524/87, 525/87, 527/87, 535/87*, 543/87, 544/87, 555/87, 560/87*, 562/87*, 571/87, 587/87*, 588/87, 
589/87, 603/871*, 604/87, 605/87, 614/87, 616/87, 622/87, 636/87, 637/87*, 643/87*, 647/87*, 654/87, 656/87, 
667/87, 679/87, 685/87, 687/87*, 689/87, 695/87*, 709/87, 715/87, 735/87, 758/87, 813/87, 835/87*, 840/87*, 
844/87* , 845/87, 870/87, 873/87, 887/87, 901/87, 910/87, 915/87, 931/87, 933/87, 955/87, 957/87, 959/87, 976/87, 
994/871, 996/87, 1000/87, 1006/87, 1009/87, 1011/87, 1021/87, 1041/87, 1053/87, 1058/87, 1068/87, 1069/87*, 
1087/87, 1094/87, 1109/87, 1111/87, 1117/87, 1137/87*, 1169/87, 1171/87, 1200/87, 1201/87, 1203/87, 1248/87, 
15/88, 30/88 
muscle spasms 872, 340/87, 1221/87 
sacroiliac joint 226, 1167/87 
sprains and strains 25*, 30*, 35*,52*, 59I*, 69*, 73*, 81, 110*, 111*, 128*, 133, 147*, 149, 151, 155, 176*, 
181*, 189, 194, 195, 226, 261, 276, 285, 328, 421, 439, 444, 460, 480, 499, 508, 548, 561, 563, 605, 627, 638, 
643*, 685, 691*, 707, 715*, 747*, 770, 777, 799, 837, 841*, 878*, 904,5/87, 11/87*, 32/87, 36/87, 44/87, 69/87, 
74/87, 90/87, 132/87, 174/87, 179/87, 200/87*, 231/87, 251/87, 334/87, 344/87, 439/87*, 444/87, 478/87, 581/87*, 
638/87, 673/87, 702/87, 802/87, 803/87, 933/87, 934/87, 951/87, 1074/87, 1107/87, 1110/87, 1233/87, 1290/87 
Bending 31, 70*, 310, 347, 933/87 
Benefit of the doubt 21*, 4*, 5*, 32*, 61, 67, 69*, 150*, 161, 258, 261, 280*, 288*, 292, 307, 331*, 340, 373, 375*, 
454, 462/L*, 468*, 474, 501, 507, 510*, 681, 697, 748, 751, 756L*, 766L*, 782L, 804/L*, 17/87, 38/87L, 130/87, 
171/87, 181/87L*, 246/87, 271/87*, 309/87L, 430/87*, 485/87, 525/87, 556/87, 569/87, 681/87*, 855/87, 915/87, 
1139/87 
Benefits 48*, 80*, 148*, 206*, 223R, 915*, 43/87, 672/87*, 788/87: 
date of commencement 432R 
reduction 254, 878* 
refuse suitable work 1181/87 
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Bias 24I*, 72R*, 2821, 350, 911L2, 492/871*, 835/87*, 60/88 
Blindness 532/87 
Blisters 131*, 435* 
Board Directives and Guidelines 
standard of review 112, 121*, 131*, 158*, 215*, 244*, 290*, 396*, 398*, 425*, 437*, 519*, S60R*, 693*, 837/87, 
877/L, 915*, 87/87, 174/87, 175/87, 259/87*, 269/87*, 540/87, 853/87, 966/87, 1225/87, 1298/87", 22/88 
Board discretion (See Discretion of Board) 
Board doctors 5*, 50*, 65, 71, 102*, 108, 131*, 153, 188, 212, 226, 231, 250*, 251, 257, 262, 267, 278, 287, 300, 
301, 340, 365, 397, 415, 421, 430, 447R, 460, 510M, 526/L, 529, 531, 535, 543, 569, 576, 594*, 631, 646, 651/L, - 
654, 682, 698/L*, 713, 740*, 742, 745, 752/12, 761, 773, 777, 779*, 799, 800, 810, 816, 828*, 834/L, 864, 871L*, 
907,911L2, 917/L, 13/87, 32/87, 69/87, 136/87, 154/87, 157/87, 158/87, 166/87L, 174/87, 221/87, 257/87*, 273/87, 
275/87, 278/87L, 284/87, 380/87, 383/87L, 410/87L*, 415/87, 420/87*, 448/87, 467/87*, 481/87, 
502/87, 537/87L, 703/87L, 711/87L*, 849/87, 893/87, 1039/87*, 1137/87*, 14/88L 
Board powers 487* 
Brace (See Artificial apparatus, appliance, limb, member) 
Bronchitis 46, 415, 82/87* 
Burden of proof (See Onus of proof) 
Burial expenses 774*, 1298/87* 
Burns 619, 908*, 17/87 
Bus Driver 494/87 
Butcher 57/87*, 848/87 
Buttocks 63* 


Callus 131* 
Canada Pension Plan 8/87*, 60/87L*, 60/87, 902/87, 985/87 
Cancer 764/87L 

larynx 739/L*, 929/87L 

lung 468*, 474, 474R, 830/L*, 349/87L* 

mesothelioma 774* 
Capsulitis 152 
Carcinoma (See Cancer) 
Cardiovascular condition (See also Heart condition) 1260/87 
Carpal tunnel 192*, 204*, 272, 341, 704, 810, 8251, 81/87L, 181/87L*, 283/87, 323/87, 350/87L*, 363/87, 378/87, 
384/87, 448/87, 645/87L, 732/87, 795/87*, 19/88 
Case Description 267, 2821, 342*, 350, 4971*, 661, 786, 902I*, 9101, 113/871, 296/871, 297/871, 426/871, 428/871, 
665/87, 826/871, 913/871, 1036/871* 
Case Direction Panel PLCI*, 19, 215*, 5281*, 681, 9101, 297/871 
Cashier 239*, 719, 906 
Casual employment 814, 912*, 56/87*, 270/87* 
Causation 3*, 6*, 10*, 15*(Final), 15A, 17*, 19*, 20I*, 22, 26,, 31, 32*, 33*, 35", 36, 38, 43*, 46, 50*, 52*, 53*, 
55, 56*, 58, 591*, 61, 62*, 65, 69*, 72*, 74, 75, 77, 78, 79*, 81, 82, 85, 88, 90, 92*, 96, 97, 100, 102*, 108, 122, 
129, 131*, 132*, 133, 136*, 139*, 140*, 141, 149, 152, 157*, 161, 163, 165, 166, 176*, 177*, 180, 181*, 187, 191*, 
195, 1961, 196 Final*, 199, 200, 212, 219, 222, 225*, 228*, 231, 244*, 247, 256, 258, 262, 271, 278, 283, 288", 
291, 292, 305*, 310, 323, 331*, 342*, 349, 351*, 354, 365, 371, 375*, 396*, 416*, 418, 427, 439, 462/L*, 468*, 
484*, 489, 490*, 555, 556, 558, 562*, 564, 565*, 571*, 572*, 575, 576, 582, 585, 593, 594*, 599, 603, 605, 625, 
633, 676, 688", 691*, 692, 700, 702, 711, 779*, 800, 805/L*, 829, 830/L*, 837, 840*, 842, 847*, 848, 870, 877/L, 
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Causation continued: 


885*, 897*, 915*, 10/87, 13/87, 26/87*, 30/87, 92/87, 98/87, 146/87, 167/87*, 267/87, 339/87*, 397/87, 430/87", 
457/87, 460/87*, 462/87, 482/87, 533/87*, 685/87, 711/87L*, 713/87, 716/87*, 759/87, 764/87L, 765/87, 795/87*, 
835/87*, 947/87*, 974/87, 1111/87, 1167/87, 1202/87, 1220/87 

Cerebral hemorrhage 920/87* 

Chambermaid 225, 297, 812* 


Chance event 14*, 84, 128*, 244*, 252, 268*, 374*, 461L, 559*, 682, 699, 906, 7/87, 26/87*, 73/87*, 234/87L, ; 


341/87, 385/87L, 689/87, 920/87*, 1169/87 
Charter of Rights 366*, 376, 4341*, 434*, 436*, 560*, 660*, 814, 86/87*, 872/87* 
Chemicals 280*, 606", 82/87*, 86/87*, 170/87, 520/87, 696/87L, 847/87L, 859/87*, 963/87*, 986/87, 1258/87*, 
22/88 
Chest 155/87, 620/87, 893/87, 962/87 

costochondritis 1002/87 

muscle tear 137* 
Child (See Dependant; Member of the family; Minor) 
Chiropractic treatment 48, 287, 353, 540, 11/87*, 1069/87* 
Chronic obstructive lung disease 165 
Chronic pain syndrome 40, 63*, 213, 225*, 231, 242*, 281, 297, 308, 316, 371,397, 396*,419, 422, 519*, 581/L*, 
749, 777, 802*, 8251, 9/87, 67/87, 91/87, 122/87, 167/87*, 174/87, 279/87*, 478/87, 658/87, 661/87, 702/87, 
708/871, 777/87, 778/87A, 839/87, 898/87, 901/87, 952/87, 997/87*, 1002/87, 1035/87, 1154/87L, 1222/87 - 
Chronic pain without organic cause 9*, 50*, 147*, 178, 188, 342*, 580, 915*, 30/87, 237/87*, 519/87*, 966/87 
Civil action (See Action; Section 15 application) : 
Class (of employers) 4171*, 417 Final*, 741*, 43/87*, 576/87*, 60/88 
Cleaner 43*, 102*, 308, 339, 898/87, 989/87, 1169/87 
Climate 741/87 
Clinical impairment (See Rating schedule) 
Clothing (See Allowance) 95* 
Cohabitation (See Spouse) 
Coke 474R 
Collective agreement 850/87* 
Common law (role of) 131*, 915* 
Commutation 16*, 109*, 146*, 364*, 473, 578*, 693*, 694*, 706*, 831/L*, 342/87, 375/87, 406/87*, 490/87, 
505/87*, 639/87L, 791/87*, 853/87, 979/87*, 1207/87, 1225/87, 1289/87, 81/88 
Compensation neurosis 110*, 915* 
Confidentiality 857, 887, 109/87, 156/87*, 187/87, 188/87, 189/87, 191/87, 192/87, 288/87, 291/87, 292/87, 293/87, 
325/87, 391/87, 417/871, 470/87, 471/87, 472/87, 473/87, 475/87, 476/87, 477/87, 507/87*, 565/87, 626/87, 629/87, 
631/87, 633/87, 635/87, 704/87*, 722/87, 723/87, 744/87, 745/87, 746/87, 749/87, 750/87, 780/87, 781/87, 782/87, 
783/87, 784/87, 785/87, 786/87, 787/87, 821/87", 852/87, 862/87, 864/87, 925/87, 1060/87, 1061/87, 1062/87, 
1099/87, 1193/87*, 1253/87, 86/88 
Consequences of injury 17*, 32*, 41*, 49, 53*, 65, 67, 71, 79*, 81, 97, 102*, 108, 152, 1701, 176*, 183*, 196I*, 
214, 225*, 226, 230, 237, 247, 257, 269, 274, 277, 287, 288*, 294*, 307, 324, 325, 327, 341, 342%, 344, 355, 396*, 
397, 409, 415, 422, 427, 433, 437*, 447R, 478, 499, 529, 535, 541, 558, 572*, 582, 597, 627, 638, 654, 656, 688M, 
691*, 711, 740*, 800, 801, 802*, 834/L, 837, 841*, 847*, 878*, 879, 883, 903, 915*, 3/87L, 5/87, 23/87*, 25/87, 
31/87, 33/87, 36/87, 58/87, 93/87, 121/87, 122/87, 130/87, 133/87, 145/87*, 174/87, 176/87, 200/87*, 214/87, 
223/87*, 233/87, 238/87, 246/87, 257/87*, 260/8712, 266/87, 267/87, 272/87L, 275/87, 299/87, 302/87, 304/87, 
314/87, 316/87, 334/87, 347/87, 357/87, 365/87, 380/87, 388/87* , 408/87*, 429/87, 442/87*, 446/871, 449/87, 459/87, 
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Consequences of injury continued: 


460/87*, 463/87, 466/87*, 478/87, 485/87, 486/87, 525/87, 536/87*, 554/87*, 569/87, 581/87", 582/87, 592/87", 

607/87L, 620/87, 623/87, 658/87, 667/87, 681/87*, 692/87*, 737/87, 760/87, 777/87, 802/87, 887/87, 893/87, 902/87, 

919/87, 932/87, 944/87L, 945/87, 956/87, 975/87*, 994/87*, 1012/87, 1029/87, 1035/87, 1053/87, 1088/87, 1134/87", 

1182/87, 1208/87, 1213/87, 14/88L, 53/88, 78/88 

Constitutional law 660*, 820*, 86/87*, 872/87* 

Construction PLCI*, 30*, 88, 188, 189, 217*, 774*, 837, 30/88 

Contemporaneity 84*, 329*, 479/87* 

Continuity 
of complaint 15* (Final), 32*, 36, 60, 61, 78, 79, 82, 89, 90, 111*, 132*, 133, 142, 149, 153, 205, 221; 223, 228", 
232*, 237, 256, 257, 263, 269, 272*, 283, 287, 296, 302, 310, 328, 409, 427, 443, 460, 465, 467, 479, 489, 499, 
501, 520, 523, 529, 541, 542, 554, 564, 569, 570, 573, 581/L*, 585, 598, 602, 627, 634, 654, 676, 688*, 691*, 
697, 707, 711, 724, 750, 760, 772/L, 799, 801, 816, 827, 840*, 842, 864M, 865/L, 867, 877*, 885*, 903, 906, 907, 
5/87, 7/87, 10/87, 17/87, 23/87*, 29/87, 36/87, 43/87, 58/87, 75/87, 89/87, 92/87, 95/87L, 117/87, 119/87, 129/87L, 
130/87, 173/87, 180/87, 215/87, 222/87, 246/87, 247/87, 262/87, 266/87, 299/87, 304/87, 309/87L, 312/87, 318/87, 
319/87, 341/87, 347/87, 360/87, 384/87, 388/87*, 408/87*, 419/87, 420/87*, 462/87, 468/87, 485/87, 496/87*, 
498/87, 500/87, 525/87, 535/87*, 536/87", 537/87L, 538/87L, 555/87, 562/87*, 569/87, 592/87*, 593/87, 607/87L, 
623/87, 654/87, 656/87, 657/87, 659/87, 664/87L, 676/87, 691/87L, 758/87, 796/87, 809/87, 868/87, 915/87, 
956/87, 992/87L, 1022/87, 1041/87, 1087/87, 1111/87, 1121/87, 1167/87, 1216/87 
of symptoms 32*, 60, 65, 75, 97, 100, 113, 132*, 135, 175", 176*, 181*, 200, 205, 219, 221, 228*, 234, 236, 
268*, 272, 278, 288*, 291, 302, 305*, 310, 325, 328, 341, 363, 409, 416*, 433, 460, 507, 508, 523, 535, 542, 
558, 562*, 567, 587, 593, 596, 627, 634, 656, 666, 668*, 676, 691*, 707, 711, 753, 764, 799, 811, 816, 829, 840*, 
847*, 879, 880, 885*, 901*, 902* 5/87, 17/87, 25/87, 36/87, 95/87L, 117/87, 136/87, 154/87, 180/87, 266/87, 
275/87, 299/87, 304/87, 311/87, 318/87, 360/87, 384/87, 397/87, 430/87*, 459/87, 588/87, 590/87, 593/87, 611/87, 
619/87, 647/87", 659/87, 676/87, 735/87, 756/87, 774/87*, 795/87*, 796/87, 989/87, 1012/87, 1052/87, 1068/87, 
1087/87, 1115/87L, 1190/87 
of treatment 15* (Final), 31, 32*, 33, 79, 82, 107*, 132*, 133, 140, 142, 149, 199, 200, 228*, 234, 236, 237, 269, 
278, 281, 282, 288*, 302, 305*, 341, 355, 400, 409, 427, 453, 460, 486, 503, 507, 520, 526/L, 529, 535, 541, 563, 
573, 581/L*, 596, 675, 688M, 697, 701*, 715*, 740*, 750, 753, 772/L, 799, 801, 816, 827, 829, 840*, 864M, 
865/L, 877*, 879, 1/87, 10/87, 25/87, 29/87, 36/87, 43/87, 51/87L, 76/87, 89/87, 92/87, 119/87, 129/87L, 130/87, 
132/87, 135/87, 144/87L, 173/87, 222/87, 247/87, 262/87, 304/87, 312/87, 318/87, 319/87, 323/87, 347/87, 384/87, 
388/87*, 418/87", 419/87, 420/87", 431/87, 434/87*, 435/87, 444/87, 458/87, 459/87, 462/87, 463/87, 485/87, 
496/87*, 498/87, 500/87, 524/87, 525/87, 537/87L, 550/87, 555/87, 562/87", 589/87, 611/87, 623/87, 643/87*, 
647/87*, 654/87, 656/87, 664/87L, 685/87, 691/87L, 758/87, 774/87*, 868/87, 913/871, 915/87, 956/87, 992/87L, 
1009/87, 1012/87, 1013/87, 1021/87, 1022/87, 1041/87, 1052/87, 1058/87, 1111/87, 1190/87, 1216/87, 15/88 

Contractor 84* 

Contributing causes (See Multiple causes) 637/87* 

Contributory negligence 131*, 695/87* 

Corporation 304*, 395*, 479/87* 

Coverage (See Employment; Worker, etc.) : 

Credibility 9*, 11*, 15* (Final), 18*, 27, 30, 32*, 33*, 39, 50*, 63*, 78, 79*, 87, 88, 90, 103, 121*, 128*, 129*, 

135, 139%, 140*, 142, 143, 149, 164, 171, 172, 193, 196* (Final), 201L, 203, 205, 221, 225*, 232*, 242*, 247, 

2AB8/L, 256, 259; 265, 270*, 277, 284, 302, 351*, 358, 385, 390, 432*, 437", 452, 460, 465, 466L*, 480, 504*, 508, 

520, 529, 533/L*, 535, 550, 554, 555, 561, 565*, 5701*, 570, 587, 588, 595, 598, 602, 605, 627, 630*, 644, 648, 

650/L, 656, 676, 678, 682, 685, 687, 705, 711, 718L*, 719, 743*, 750, 751, 753, 761, 764, 766/L*, 776, 777, 
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799, 811, 827, 829, 849, 903, 904, 912*, 4/87, 7/87, 23/87*, 25/87, 28/87, 36/87, 45/87, 73/87*, 106/87*, 133/87, 
135/87, 142/87, 146/87, 155/87, 158/87, 165/87, 179/87, 216/87L, 222/87, 242/87, 245/87, 251/87, 263/87, 271/87*, 
273/87, 283/87, 285/87, 304/87, 314/87, 339/87*, 347/87, 353/87*, 357/87, 360/87, 376/871, 385/87L, 388/87*, 
429/87, 440/87, 441/87, 458/87, 467/87*, 478/87, 481/87, 486/87, 493/87, 496/87*, 506/87, 511/87, 514/87; 517/87", 
519/87*, 535/87*, 542/87, 544/87, 549/87, 555/87, 571/87, 589/87, 592/87*, 595/87L, 599/87, 611/87, 647/87*, 
654/87, 656/87, 662/87, 665/87, 667/87, 672/87* , 677/87, 679/87, 682/87, 685/87, 687/87*, 688/87*, 689/87, 698/87", 
757/87*, 765/87, 795/87*, 813/87, 840/87*, 845/87, 846/87*, 885/87, 895/87, 907/87L, 931/87, 932/87, 933/87, 
934/87, 938/87", 952/87, 960/87, 962/87, 985/87, 1006/87, 1011/87, 1013/87, 1036/87I*, 1053/87, 1111/87, 
1115/87L, 1122/87, 1127/87, 1131/87, 1162/87*, 1164/87, 1169/87, 1201/87, 1216/87, 1220/87, 1221/87, 1233/87, 
78/88 

Cross-questioning 570I*, 619/87, 938/87*, 1036/87I* 


Damages 335*, 1261/87* 
Deafness (See Hearing loss) 
Death 21*, 51*, 681, 100, 280*, 374*, 376, 414*, 420*, 436*, 468*, 539L, 560*, 572*, 694*, 774*, 830/L*, 
558/87L, 1298/87* 
“Decisions, orders or rulings of the Board" 250*, 441, 472M, 522, 902I*, 568/87*, 576/87*, 624/871*, 650/87*, 
788/87, 1039/87*, 1103/87I, 1187/87, 1217/87, 1232/87 

nullity 382/87L* 
Degenerative disc disease (See also Back conditions) 845/87, 846/87*, 885/87, 944/87L, 994/871, 1041/87, 1068/87, 
1103/87I, 1122/87, 1131/87, 1158/87L, 1169/87, 1201/87, 1221/87, 1243/87, 1260/87 
Delay (See also Notice (of accident)) 6*, 7*, 9*, 45, 57, 61, 78, 89, 90, 96, 97, 137*, 149, 200, 205, 219, 232*, 237, 
247, 261, 268*, 271, 284, 292, 294*, 328, 351*, 352, 390, 432*, 459, 465, 467, 478, 480, 523, 529, 540, 557*, 562*, 
570, 596, 599, 615*, 645, 654, 656, 678, 682, 686, 699, 700, 747*, 753, 764, 766/L*, 804/L*, 813M, 827, 831/L*, 
867, 885*, 902*, 903, 907, 7/87, 17/87, 22/87, 28/87, 29/87, 35/87, 36/87, 38/87L, 136/87, 165/87, 179/87, 215/87, 
240/87, 242/87, 261/87, 264/87L, 277/87*, 284/87, 285/87, 341/87, 347/87, 360/87, 385/87L, 423/87L, 446/87L, 
453/87, 506/87, 532/87, 542/87, 549/87, 560/87*, 561/87, 571/87, 592/87*, 636/87, 667/87, 679/87, 682/87, 689/87, 
829/87L, 840/87* 
Demenit rating 255/87*, 598/87* 
Dental aid (See Health care) 
Dependant (See also Member of the family) 51*, 366*, 368, 374*, 436*, 774*, 137/87* 
Depression (See Mental disorder) 
Dermatitis (See Skin condition) 
Deteriorating conditions 175*, 217*, 291, 322, 339, 397, 444, 4571, 477L, 531, 542, 752/12, 821M*, 831/L*, 870, 
23/87*, 520/87, 681/87*, 1009/87, 1111/87, 1129/87, Pises 
Diabetes 847* 
Disability (permanent) (See also Pensions) PLCI*, 12, 12R, 16*, 37*, 48*, 189, 95*, 99, 101, 104, 153, 171, 184, 
212*, 213, 217*, 2331*, 242*, 257, 276, 286*, 294*, 307, 322, 332, 333, 339, 354, 362, 377*, 437*, 442*, 471*, 
472*, 490*, 510M, 519*, 522, 601*, 639, 697, 805/L*, 828*, 831/L*, 905, 908*, 915*, 9/87, 22/87*, 36/87, 67/87, 
90/87, 91/87, 107/87*, 200/87* , 266/87, 298/87*, 302/87, 317/87*, 340/87, 343/87, 346/87, 347/87, 416/87, 451/87*, 
554/87*, 593/87, 621/871*, 670/87*, 803/87, 887/87, 952/87, 970/87, 1000/87, Paid 1156/87*, 1182/87, 1213/87, 
1222/87, 1273/87 
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Disability (temporary) 1*, 2I*, 5*, 8, 11, 14*, 17*, 19", 27, 30, 61, 67, 110*, 124*, 141, 165, 213, 217*, 241, 282, 
307, 332, 475, 519*, 568*, 574*, 575, 638, 647, 688M, 808/L, 39/87L, 67/87, 70/87, 91/87, 107/87*, 213/87, 282/87, 
283/87, 308/87, 355/87, 368/87, 419/87, 453/87, 511/87, 544/87, 545/87, 554/87*, 564/87, 620/87, 688/87*, 859/87", 
887/87, 933/87, 952/87, 996/87, 1002/87, 1023/871, 1171/87, 1182/87, 16/88, 19/88 
Disablement 6*, 19*, 26%, 35%, 38*, 46, 57, 58*, 62*, 66, 69*, 70*, 93*, 111*, 128*, 130, 132*, 136, 172, 187, 
193, 224, 230, 239%, 244%, 249, 251, 262, 267, 268*, 272, 301, 310, 319%, 347, 352, 412L, 418, 421, 461L, 543, 
550, 556, 557*, 561, 565*, 570, 571*, 588, 600*, 603, 631, 634, 681, 682, 685, 686, 695, 699, 700, 704, 710, 712*, 
754*, 763, 766/L*, 775*, 783%, 803, 811, 813M, 824/L*, 826, 828*, 839/L, 850", 872, 877*, 877/L, 884*, 902*, 
906, 7/87, 57/87*, 82/87*, 132/87, 143/87, 162/87*, 166/87L, 182/87, 258/87, 262/87, 273/87, 331/87L, 337/87, 
344/87, 378/87, 385/87L, 441/87, 448/87, 456/87, 481/87, 489/87, 508/87*, 511/87, 557/87L, 557/87, 587/87", 
590/87, 613/87, 636/87, 638/87, 651/87*, 663/87*, 689/87, 732/87, 741/87, 757/87", 765/87, 793/87, 873/87, 874/87, 
910/87, 931/87, 934/87, 945/87, 951/87, 1080/87, 1107/87, 1110/87, 1117/87, 1167/87, 1243/87, 1248/87, 30/88 
Disclosure of information (See also Access to WCB file) 570I*, 704/87*, 1062/87, 1141/87, 1142/87, 1143/87 
Discretion of Board 37*, 112, 158*, 487, 693*, 752*, 831/L*, 87/87, 343/87, 447/87*, 584/87*, 791/87* 

Disease 13 

Disfigurement 95* 

Dislocation of bones 8, 92*, 95* 

Distinct departure test 44*, 436*, 560*, 276/87, 479/871*, 736/87*, 817/87*, 872/87*, 1261/87* 

Documents 12, 201*, 270*, 570I*, 663, 703*, 829, 19/87*, 484/871* 

Domestic servants 346* 

Downside risk 915*, 317/87*, 1259/87 

Drugs 241*, 183*, 2381*, 238F, 708*, 8/87*, 439/87", 1000/87 

Drunkenness (See Alcohol) 

Dupuytren’s disease 502, 710, 98/87, 795/87* 

Duration of benefits 88, 285, 373/87 

Dust (See also Allergy) 319*, 552/87L 


Ear condition (See also Hearing loss) © 
otitis externa 161, 575 
perforated ear drum 575 
tinnitus 224, 321/87L 
vertigo 779* 
Earning capacity of worker PLCI*, 37*, 609/87* . 
Earnings 609/87* 
basis 148*, 158*, 206*, 209L, 216*, 363, 377*, 398*, 547*, 742, 807*, 852, 8631*, 183/87*, 232/87*, 712/87L 
Education 95*, 112, 144*, 511*, 655*, 812*, 1137/87* 
Elbow 96, 282, 492, 813*, 882, 31/87, 45/87, 167/87*, 247/87, 466/87", 879/87*, 945/87 
golfer’s 545/87 © 
tennis 29*, 66, 262, 268*, 719, 760, 813M, 7/87, 57/87*, 106/87*, 159/87, 171/87, 282/87, 341/87, 545/87, 613/87 
Election 21*, 83*, 84*, 86%, 105*, 313*, 335*, 372*, 440, 546*, 560*, 560R* 
Electrician 115, 313*, 215/87 
Employee (See also Worker) 
long term service 2*, 37*, 697, 560/87*, 622/87 
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Employer (See also Corporation; Independent operator) 51*, 129*, 298, 304*, 337*, 345*, 360*, 395*, 525*, 725*, 
186/87*, 193/87, 472/87, 479/87*, 1152/87I 

definition of 887 

place of business 744/L* 
Employment (See also industry by name; Wages) 239*, 882 

concurrent 398* 

in the course of 21*, 44*, 51*, 83, 86*, 91, 106, 116*, 123*, 154, 169*, 215*, 229*, 299*, 312, 313*, 321*, 326*, 

329*, 330*, 337*, 345*, 358, 372*, 373*, 376, 384*, 389, 391*, 395*, 404*, 414*, 420*, 436*, 440, 455*, 485*, 

553*, 560*, 575, 592, 714, 725*, 814, 849, 869*, 912*, 46/87", 77/87, 83/87*, 86/87*, 226/87", 228/87*, 270/87", 

276/87, 422/871*, 443/87, 479/87I*, 508/87*, 514/87, 517/87*, 600/87, 736/87*, 811/87, 817/87", 872/87*, 

958/87, 1173/87, 1249/87*, 1261/87* 

nature of 963/87* 

part-time 148* 

retirement 204*, 574/87, 670/87* 

usual place of 744/L* 
Enigmatic chronic pain (See Pain; Psychogenic pain) 
Entitlement PLCI*, 25, 33*, 411*, 59*, 63*, 66, 73*, 113, 1171 154*, 155, 160, 187, 188, 190*, 194, 198, 230, 
2381*, 249, 285, 317, 330*, 331*, 340, 353, 435*, 542, 555, 568*, 596, 606*, 665, 666, 713, 726, 761, 832/L*, 868, 
108/87*, 215/87, 227/87*, 235/87, 240/87, 311/87, 430/87*, 449/87, 453/87, 467/87*, 550/87, 551/87, 555/87, 677/87, 
845/87, 938/87*, 1249/87* 
Epidemiology (See also Evidence) 32*, 468*, 474, 584, 764/87L 
Equality 366*, 434*, 660*, 814 
Estoppel 536/L* 
Etiology 779*, 396/87, 44/88 
Evidence (See also Credibility; Leave to appeal; Medical report) PLCI*, 2I*, 4*, 5*, 6*, 7*, 11*, 12, 14*, 15A, 27, 
28, 30*, 31, 32*, 36, 37*, 39, 45, 46, 47*,54, 55, 56*, 60, 61, 63*, 65, 68, 71, 73*, 79*, 87, 96, 100, 102*, 108, 
110*, 111*, 113, 126, 127*, 128*, 131*, 131*, 131*, 136*, 137*, 139*, 143, 150*, 153, 164, 1711, 172, 180, 193, 
201*, 203, 210, 223, 224, 232*, 241, 248/L, 256, 264*, 266, 273I*, 277, 284, 287, 309, 327, 331*, 336*; 340, 354, 
355, 358, 370, 375*, 385, 390, 412L, 413*, 416*, 421, 423, 425*, 428, 430, 447R, 449, 452, 454, 468, 479, 482/L, 
487*, 4971, 510*, 511L*, 526/L, 532/L, 541, 542, 555, 556, 561, 563, 566*, 568/L, 570I*, 571*, 572, 581/L*, 584, 
588, 596, 597, 600*, 601, 605, 613*, 644, 651/L, 652/L, 654, 657/L, 678, 682, 697, 699, 705, 708*, 747*, 748, 750, 
751, 7521*, 753, 766/L*, 778*, 798/L, 799, 804/L*, 805/L*, 824/L*, 827, 830/L*, 833L, 834/L, 841*, 842, 844/L*, 
864, 865/L, 868, 871L*, 8791, 887/L, 908*, 911L2, 5/87, 18/87, 25/87, 28/87, 36/87, 42/87*, 45/87, 50/87L, 55/87L, 
76/87, 84/87, 95/87L, 103/87, 104/87L, 105/87L, 121/87, 125/87L, 130/87, 135/87, 136/87, 144/87L, 152/87L, 
164/87L*, 165/87, 176/87, 179/87, 181/87L*, 182/87, 231/87, 242/87, 245/87, 262/87, 263/87, 273/87, 277/87*, 
283/87, 304/87, 308/87L, 314/87, 330/87L, 337/87, 346/87, 347/87, 357/87, 
383/87L, 388/87*, 408/87* , 423/87L, 446/87L, 463/87, 497/87L*, 514/87, 524/87, 537/87L, 557/87L, 566/87, 599/87, 
649/87L, 664/87L, 665/87, 917/L3/87L, 959/87, 1023/871, 1112/87, 1130/87, 1169/87, 1297/87 

admissibility of Case Description 267, 305* 

admissibility after hearing 107*, 1701, 513* 

late (see Evidence (three week rule)) 

private investigators 3021, 882, 467/87*, 688/87*, 1042/87 

proof of documents 1161/87 

three-week rule 223R, 299*, 565*, 570I*, 627, 752*, 8251, 828*, 829, 902I*, 23/87", 117/87, 133/871, 157/87, 

159/87, 250/87, 279/87*, 283/87, 353/87*, 361/871, 508/87*, 510/871*, 543/87, 551/87, 567/871, 590/87, 741/87, 

913/871, 938/87*, 1036/871*, 1161/87, 1164/87, 1190/87, 1248/87, 1271/871 

videotape 688/87*, 1036/87I* 
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Examination (Medical)(See Medical examination) 
Executive officer 51*, 298, 304*, 372*, 436*, 516*, 547*, 560*, 479/87*, 514/87, 964/87 
Explosion 944/87L 
Eye condition 327, 555, 692/87* 

cataract 143, 219, 681/87* 

conjunctivitis 93* 

double vision 76/87 

glaucoma 681/87* 

iridocyclitis 93/87 

iritis 93/87 

keratopathy 88 


Family (See Member of the family) 
Family Law Act 229*, 525* 
Family Law Reform Act 51*, 123*, 229*, 320*, 321*, 326*, 337*, 366*, 368, 376, 3891*, 395*, 741* 
Farming (See Agriculture) 
Fatality (See Death) 
Fibromyalgia 18*, 433, 587, 746, 647/87*, 796/87, 844/87* 
Fibrositis (See also Fibromyalgia; Pain) 242*, 251, 514, 752/12, 32/87, 33/87, 152/87L, 433/87, 513/87*, 1150/871, 
1272/871, 54/88 
Fighting (See Assault) 
Finger 27, 1202/87 
amputated 1, 903 
fracture 743* 
glomus tumour 179 
infected 61 
lacerations 968/87 © 
psoriatic arthritis 130 
trigger finger 273/87 
Firefighter 280*, 374*, 816, 696/87L, 758/87, 1278/87L 
Food industry 29, 872, 882, 255/87*, 358/87, 420/87*, 673/87, 873/87, 93 1/87 
Foot condition 375*, 431, 435*, 639, 122/87, 142/87, 460/87*, 802/87 
calluses 131* 
heel 580 
metatarsalgia 250/87 
Forestry 135, 330*, 535, 764, 415/87, 419/87, 1052/87 
Formaldehyde 850* 
Foster family (See Member of the family) 
Fracture 10*, 102*, 196*, 341 
Fraud 421, 1162/87* 
Fund (Accident) 24I*, 106 
Fund (Administration) 191*, 806/L*, 348/87*, 
Fund {SIEF) (See Second Injury and Enhancement Fund) 
Funeral expenses (See Burial expenses) 
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Glomus tumour 179 
Good reason to doubt correctness of esi (See Leave to appeal) 
Guide to the evaluation of permanent impairment (See Rating schedule) 


Hand (See also Finger; Thumb) 1*, 27, 50*, 119, 192*, 344, 534, 634, 806/L*, 843*, 908*, 154/87, 418/87", 481/87, 
555/87, 795/87*, 848/87, 869/87, 938/87*, 1073/87, 1156/87*, 1208/87, 78/88 
benign essential tremor 1079/87 
vasospastic disease 783* 
Harrassment (See Occupational stress) 
‘Head 40, 54, 55, 265, 510M 
Bell’s Palsy 928/87 
_ cerebral infarct 344 
concussion 44*, 510*, 798/L 
fracture 228* 
headaches 157*, 254, 307, 416*, 464/L, 535, 568*, 593, 76/87, 233/87, 582/87, 593/87, 829/87L, 1011/87 
osteoma 592/87* ; 
post traumatic brain syndrome 371* 
vertigo 554/87* 
Health care (See also Artificial apparatus, appliance, limb member) 7*, 8, 13, 26*, 38*, 48*, 53*, 55, 56*, 58*, 65, 
80*, 85, 92*, 102*, 141, 179, 191*, 223, 226, 249, 272, 287, 291, 294*, 323, 352, 353, 365, 430, 503, 540, 555, 
821M*, 33/87, 96/87*, 250/87, 259/87*, 445/87*, 576/87* 
dental 49/871*, 49/87*, 445/87* 
home modifications 1016/87I* 
prescription drugs 1134/87* 
Hearing 260/87] 
de novo 24I*, 1259/871 
oral 383R*, 1110/87 
Hearing aid (See Artificial apparatus, appliance, limb, member) 
Hearing loss 22, 47*, 127*, 166, 224, 235*, 266, 279, 317, 354, 423, 425*, 564, 575, 748, 845L*, 897*, 55/87L, 
146/87, 235/87, 286/87L, 300/87L, 533/87*, 540/87, 653/87L, 697/87, 713/87, 759/87, 904/87L, 1130/87 
Hearsay 2I*, 336* 
Heart condition (See also Cardiovascular condition) 272/87L 
angina 411*, 41*, 442/87* 
cardiac arrhythmia 1278/87L 
heart attack 411*, 41*, 244*, 280*, 374*, 539L, 797, 339/87*, 1298/87* 
tachycardia 1701 
Hernia 1109/87 
gastric 325 
incisional 461L 
inguinal 26*, 38*, 42, 57, 58* 71, 77, 226, 258, 259, 292, 479, 538, 562*, 588, 699, 874, 136/87, 182/87, 215/87 
272/87L, 275/87, 337/87, 506/87, 551/87 
umbilical 491, 848 
ventral 105/87L, 213/87 
Herpes 575 
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Hip 11*, 13, 236, 237, 239*, 258, 365, 864, 871L*, 883, 304/87 
acetabular dyaplasia 864M 
infection 190* 
sacroiliac joint 226 
vascular necrosis 569/87, 1222/87 
Home modifications 1016/871* 
Home purchase (See also Commutation) 16*, 146*, 490/87, 979/87*, 1207/87 
Horseplay (See also Assault; Misconduct) 4*, 337*, 432*, 575, 743*, 234/87L 
Hospital employment 878*, 959/87 
cleaner 241, 353/87*, 793/87, 16/88 
nursing 34*, 157, 183*, 207*, 338, 460, 537*, 563, 714, 53/87*, 659/87 
nursing assistant 572*, 560/87* 
orderly 699 
patient assistant 4571 
Hospital services (See Health care) 
Hypertension 416*, 572* 


Iatrogenic illness (See also Drugs; Physicians; Consequences of injury) 42, 71, 183*, 191*, 214, 294*, 464/L, 8631", 
223/87*, 409/87L, 466/87, 893/87 
Impairment of earning capacity (See also Disability; Earning capacity of worker; Rating schedule) 2 Final*, 37*, 
T18L*, 742, 8631*, 915*, 96/87*, 451/87", 621/871*, 695/87*, 1182/87 : 
Imprisonment 832/87 
Incapacity of worker (See Disability; Disablement) 
Increases of compensation (See Assessment of employer) 
Independent operator 86*, 299*, 303*, 320*, 805/L*, 912*, 46/87", 56/87*, 422/871", 517/871*, 576/87", 872/87", 
1056/87 
Industrial disease 319*, 710, 748, 850*, 57/87*, 81/87L, 82/87*, 1258/87*, 22/88 

bronchitis 46 _ 

bursitis 19*, 239*, 613/87 

eye condition 93* 

hearing loss (See Hearing Loss) 

lung cancer 474R 

lung disease 319* 

mesothelioma 774* 

neck condition 884* 

phosphorus 963/87* 

silicosis 101, 388*, 388M, 583, 621/871* 

skin condition 241, 377* 

tennis elbow 268* 

white finger disease (See White Finger Disease) 
Influenza 114 
Information access (See Access to WCB file) 
Injury 27, 121*, 26/87* 
Injury by accident 72*, 72R*, 72R2*, 84*, 132*, 177*, 232*, 313*, 565, 559*, 73/87", 216/87L, 353/87* 
Insanity (See Mental disorder) 
Insect bite 241 
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Insurance 869* 
Interest 206*, 1016/87I* 
Interpreter 772/L ; 
Intervening causes 572*, 760, 801, 885*, 915*, 145/87*, 268/87, 299/87, 301/87, 319/87, 435/87, 466/87*, 525/87, 
535/87*, 838/87L, 839/87, 910/87, 975/87*, 994/87*, 997/87*, 1053/87, 1291/87 
Intervenors (See also Standing) PLCI*, 2 Final * 
Intoxication (See Alcohol) | 
Investigation by Tribunal PLCI*, 6*, 12, 18*, 201*, 241*, 37*, 46, 51*, 66, 77, 97, 142, 149, 153, 171, 171F, 178, 
183*, 190*, 226, 237, 244*, 298, 307, 309, 325, 327, 400, 444, 4571, 471*, 481*, 507, 529, 532/L, 542, 5711*, 597, | 
598, 652*, 699, 712*, 721, 740*, 779*, 810, 823/L, 8251, 8631*, 872, 874, 8791, 879, 42/87*, 46/87*, 49/871, 82/87*, 
83/87*, 146/87, 164/87L*, 180/87, 227/87*, 238/87, 240/87, 242/87, 250/87, 260/8712, 260/87, 441/87, 647/87*, 
741/87, 1023/871, 1272/8712 
Issue in dispute (s.77) (See also Access to WCB file) 790*, 351/87*, 752/87 
accident 876*, 820/87, 1048/87, 1196/87 
aggravation of injury 293/87 
amalgamation of claims 206/87, 631/87, 1284/87 
availability for employment 1198/87 
disability 853 
entitlement 379, 393, 394*, 399,401, 406, 407, 408*, 410, 411*, 445, 606*, 607*, 608, 609, 612, 615*, 616*, 617, 
618*, 619, 621, 624, 625, 661, 665, 666, 667*, 668*, 669, 672, 703*, 726, 727, 732, 733, 785, 786, 792, 794, 795, 
855, 858, 859, 860, 861, 886, 888, 893, 61/87, 66/87, 78/87*, 114/87, 153/87, 188/87, 189/87, 193/87, 202/87, 
205/87, 207/87, 208/87, 209/87, 210/87, 211/87, 287/87, 292/87, 392/87, 399/87, 400/87, 401/87, 403/87, 404/87, 
405/87, 412/871, 417/871, 424/871*, 427/871, 468/87, 473/87, 474/87, 504/87, 507/87*, 565/87, 626/87, 633/87, 
720/87*, 722/87, 724/87*, 725/87, 744/87, 753/87, 754/87, 782/87, 787/87, 819/87, 822/87, 824/87, 826/871, 
852/87, 860/87, 861/87, 865/87, 923/87, 924/87, 926/87, 1047/87, 1048/87, 1059/87, 1061/87, 1063/87, 1092/87, 
1096/87, 1097/87, 1141/87, 1142/87, 1146/87*, 1147/87, 1176/87, 1177/87, 1178/87, 1179/87, 1192/87, 1195/87, 
1199/87, 1211/87, 1212/87, 1281/87, 1283/87, 62/88, 63/88, 65/88, 66/88, 68/88, 132/88, 133/88, 135/88, 161/88 
extent of disability 662*, 788, 291/87, 296/871, 1198/87 
hearing of appeal cancelled 856* 
industrial disease 614 
ongoing disability 445, 111/87, 155/871, 187/87, 428/871, 632/87, 634/87, 704/87*, 749/87, 785/87, 825/87, 
925/87, 927/87, 1038/87, 1046/87, 1062/87, 1095/87, 1096/87, 1098/87, 1176/87, 1193/87*, 1194/87, 1199/87, 
1223/87, 1252/87*, 1281/87, 1285/87, 134/88, 158/88, 163/88 
ongoing entitlement 1284/87 
pension 405*, 613*, 620, 663, 728*, 768*, 787, 64/87, 189/87, 324/87, 403/87, 426/871, 626/87, 632/87, 704/87*, 
719/87, 723/87, 749/87, 780/87, 823/87, 824/87, 825/87, 921/87, 1038/87, 1047/87, 1099/87, 1100/87, 1148/87, 
1191/87, 1195/87, 1197/87, 1199/87, 1253/87, 1284/87, 1287/87, 134/88, 156/88, 160/88, 162/88 
preexisting condition 383*, 387, 611, 62/87, 63/87, 1145/87, 1211/87 
recurrence 378, 796, 628/87, 726/87, 1049/87, 86/88, 130/88 
SIEF 392, 402, 488*,610, 613*, 615*, 616*, 622, 663, 664, 667*, 669, 670, 671, 673, 729, 730, 731, 734, 735, 
737, 738, 789, 791, 793, 854, 859, 887, 891, 892, 894, 61/87, 65/87, 109/87, 110/87, 113/871, 115/87, 156/87*, 
190/87, 191/87, 192/87, 203/87, 204/87, 205/87, 206/87, 288/87, 289/87, 290/87, 292/87, 294/87, 303/87*, 325/87, 
390/87, 399/87, 402/87, 403/87, 404/87, 407/87*, 432/87*, 470/87, 471/87, 472/87, 475/87, 476/87, 528/87, 530/87, 
627/87, 629/87, 630/87, 631/87, 632/87, 633/87, 635/87, 721/87, 744/87, 745/87, 746/87, 747/87, 749/87, 750/87, 
755/87, 781/87, 784/87, 786/87, 821/87*, 824/87, 825/87, 862/87, 863/87, 864/87, 921/87, 922/87, 939/87*, 
941/87*, 1037/87, 1038/87, 1050/87*, 1051/87,1060/87, 1062/87, 1064/87, 1091/87*, 1096/87, 1100/87, 1101/87I, 
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Issue in dispute 
SIEF continued: 


1116/87, 1143/87, 1144/87, 1148/87, 1199/87, 1210/87, 1250/87, 1280/87, 1283/87, 1284/87, 1285/87, 1286/87, 
1287/87, 64/88, 67/88, 68/88, 85/88, 87/88, 88/88, 90/88, 91/88, 103/88, 129/88, 134/88, 136/88 
suitable employment 403, 425/871, 477/87, 625/87, 925/87, 1251/87 
transfer of costs 186/87* 
wilful misconduct 382* 
Issue-setting PLCI*, 2 Final*, 3*, 12, 24I*, 33*, 51*, 67, 68, 70*, 73, 76*, 124*, 146*, 210, 338, 340, 376, 4571, ~ 
5301, 554, 779*, 216/87L, 297/871, 317/87*, 422/871* . 


Judicial review 665/87 
Jurisdiction (Constitutional) 376, 4341*, 872/87*, 1012/87 
Jurisdiction (Powers of Tribunal) (See also Issue-setting; Investigation by Tribunal; Scope of hearing) 12, 128*, 1701, 
181*, 193, 681, 467/87*, 
access to WCB file 211/87, 1039/87*, 1194/87 
adjournment 15* 
amendment 123* 
appeal 251/871 
costs 374/87 . 
expedited WCB decision requested 155, 166, 361, 522, 5441, 752/12, 603/871*, 1078/87, 1255/87 
interlocutory appeals 250*, 1039/87* 
issue-splitting 110*, 124*, 157*, 422, 878*, 945/87 : 
leave to appeal SOSL, 513*, 572*, 718L*, 756L*, 911/L*, 216/87L, 408/87*, 624/871*, 764/87L, 1041/87, 
1103/871, 1150/871 
no jurisdiction 12,36, 42, 47*, 70*, 76*, 124*, 155, 166, 173, 183*, 187, 191*, 243, 250*, 252, 285, 296, 361, 422, 
439, 472M, 558, 616*, 660*, 697, 706*, 807", 10/87, 27/87L, 58/87, 108/87*, 247/87, 257/87*, 351/87*, 394/87, 
434/87", 553/87L*, 568/87", 576/87*, 603/871*, 630/87, 650/87*, 921/87, 962/87, 1200/87 
occupational health and safety 279 
out of province 744/L* 
production of documents 484/871* 
reconsideration 72R*, 72R2*, 339 ; 
referrals to WCB with directions 7*, 9*, 19*, 33*, 47*, 49, 50, 54, 72*, 73, 75, 104, 112, 119, 145, 146*, 147*, 
158*, 1701, 188, 218, 257, 268*, 276, 285, 286*, 287, 294*, 307, 316, 340, 397, 437*, 442*, 489, 490*, 548, 554, 
569, 571*, 574*, 594*, 601*, 627, 632, 639, 652*, 697, 719, 752/12, 782L, 812*, 8251, 856*, 872, 8/87*, 23/87*, 
84/87, 90/87, 96/87*, 171/87, 200/87", 231/87, 239/87L*, 266/87, 376/87, 394/87, 396/87, 415/87, 416/87, 433/87, 
866/871, 970/87, 1027/87LM*, 1213/87, 1232/87 ; 
section 15 applications 51*, 86*, 360*, 3891, 417I*, 553*, 660*, 689*, 46/87*, 53/87*, 1249/87* 
section 21 applications 8091*, 850/87* 
section 77 appeals 201*, 379, 876*, 704/87* 
stay of proceedings 72R2* 
subpoena 241* 
WCB implicitly dealt with issue 2 Final*, 3*, 33, 41*, 70, 119, 208, 232, 2381*, 443, 5301, 597, 742, 881*, 9021", — 
9101, 23/87*, 299/87, 317/87*, 451/87*, 510/871*, 1045/871, 1217/87, 1255/871 
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Keratopathy 88 
Knee 201*, 175*, 225*, 252, 311, 602, 811, 821M*, 868, 871L*, 22/87*, 214/87, 348/87*, 357/87, 419/87, 429/87, 
449/87, 554/87*, 678/87, 757/87*, 895/87, 989/87, 1131/87, 1213/87, 1216/87 
abrasion 453/87 
arthritis 20F, 139, 291, 349, 489, 596, 3/87L, 911/87 
chondral fracture 549/87 : 
chondrocalcinosis 1105/87, 44/88 
chondromalacia 222, 310, 541, 121/87, 172/87, 919/87 
Strain 709, 751, 231/87, 544/87, 557/87 ; 
torn meniscus 53*, 542, 242/87, 409/87L, 677/87, 809/87, 919/87, 1022/87 
twisted 4* 


Laryngitis 
chemical 491/87 
chronic 828*, 696/87L 

Lead 164/87L* 

Leading case strategy PLCI* 

Leasing company 298, 299*, 312, 314, 725*, 422/871* | 

Leave to appeal 201*, 911/L*, 382/87L* 
cumulative grounds 169*, 264*, 657/L, 739/L*, 834/L, 703/87L 
good reason to doubt correctness 109*, 131*, 157*, 169*, 201L, 207*, 209L, 248/L, 264*, 315, 331*, 343, 356, 
370, 412L, 424*, 428, 446, 447R, 448, 449, 451, 454, 456, 459, 461L, 462/L*, 464/L, 466L*, 468*, 470/L*, 472*, 
473, 474, 474R, 476, 477L, 479, 482/L, 484*, 487*, 491, 492, 493, 494, 496, 501, 502, 504*, SOSL, 509, 510*, 
S1IL*, 514*, 526/L, 532/L, 533/L*, 536/L*, 538, 539L, 566*, 567, 568/L, 572*, 573, 581/L*, 583, 584, 586, 589, 
591, 628L, 630*, 636, 641, 643*, 644, 645, 646, 650/L, 651/L,657/L, 660*, 688*, 698/L*, 718L*, 724, 736/L*, 
739/L*, 744/L*, 745, 755*, 756L*, 766/L*, 772/L, 773, 779*, 780/L, 782L, 797, 798/L, 804/L*, 805/L*, 806/L*, 
807*, 808/L, 813*, 821, 822, 824/L*, 830/L*, 831/L*, 832/L*, 833/L, 839/L*, 844/L, 845/L*, 846/L*, 864, 865/L, 
87/L*, 877/L, 909/L, 911/L2, 917/L, 3/87L, 17/87, 18/87, 27/87L, 38/87L, 39/87L, 50/87L, 51/87L, 52/87L, 
55/87L, 60/87L*, 95/87L, 103/87L, 104/87L, 105/87L, 123/87L, 124/87L, 125/87L, 127/87L, 134/87L*, 144/87L, 
150/87L, 152/87L, 164/87L*, 166/87L, 181/87L*, 216/87L, 234/87L, 239/87L*, 241/87L, 249/87L,.252/87L, 
264/87L, 272/87L, 274/87L, 278/87L, 286/87L, 308/87L, 309/87L, 313/87L*, 317/87L, 321/87L, 327/87L, 
330/87L, 331/87L, 340/87L, 349/87L*, 350/87L*, 352/87L, 379/87L, 383/87L, 385/87L, 398/87L, 409/87L, 
410/87L*, 423/87L, 446/87L, 463/87, 497/87L*, 537/87L, 538/87L, 539/87L, 552/87L, 553/87L*, 557/87L, 
558/87L, 595/87L, 607/87L, 639/87L, 649/87L, 653/87L, 664/87L, 691/87L, 692/87L, 696/87L, 711/87L, 712/87L, 
764/87L, 829/87L, 838/87L, 847/87L, 876/87L, 878/87L, 904/87L, 907/87L, 919/87, 929/87L, 944/87L, 992/87L, 
1014/87L, 1027/87LM*, 1115/87L, 1154/87L, 1158/87L, 1278/87L, 14/88L, 26/88L 
substantial new evidence 64*, 109*, 157, 169*, 207*, 209L, 248/L, 264*, 295, 315, 343, 388*, 442*, 447, 447R, 
448, 449, 456, 461/L, 462/L*, 468*, 470/L*, 472*, 473, 474, 474R, 476, 482/L, 494, 5O5L, 511/L*, 513*, 514*, 
538, 567, 581/L*, 583, 584, 586, 591, 636, 641, 644, 657/L, 724, 736/L*, 739/L*, 755*, 772/L*, 780/L, 797, 
804/L*, 821, 822, 823/L, 830/L*, 846/L*, 864, 865/L, 871/L*, 877/L, 878/87L, 911/L2, 917/L, 18/87, 52/87L, 
59/87L, 81/87, 105/87L, 123/87L, 129/87L, 144/87L, 150/87L, 152/87L, 164/87L*, 181/87L*, 216/87L, 241/87L, 
252/87L, 272/87L, 278/87L, 280/87L, 286/87L, 300/87L, 307/87L, 308/87L, 327/87L, 330/87L, 350/87L*, 
379/87L, 383/87L, 398/87L, 409/87L, 423/87L, 463/87, 464/87L, 537/87L, 552/87L, 645/87L, 691/87L, 696/87L, 
764/87L, 792/87L, 829/87L, 838/87L, 890/87L*, 892/87L, 904/87L, 1115/87L, 1154/87L, 1158/87L, 1278/87L, 
14/88L 


Release No. 14, February 1991 


KEYWORD INDEX - Volume 1 March 22, 1988 


Leg condition 65, 177*, 191*, 443, 800, 25/87, 29/87, 663/87*, 778/87*, 955/87, 1128/87 
chondromalacia 144 
thrombosis 868 
ulcer 238/87 
varicose veins 324, 449/87 
vascular condition 324, 741/87 
Legal precedent 51*, 215*, 137/87* 
Lifestyle 480, 542, 299/87 
Lifting 23, 25*, 32*, 35*, 78, 98, 108, 122, 152, 163, 181*, 268*, 269, 301, 359, 499, 652*, 699, 848, 874, 92/87, 
132/87, 213/87, 275/87, 311/87, 339/87*, 397/87 622/87, 715/87, 920/87* 
Lipoma 55 
Location (of employment) 118, 744/L*, 165/87 
Location (of injury) 400, 536/L*, 411/87", 597/87* 
subsequent incident outside work 17, 49, 53, 81, 90, 111*, 152, 176*, 196I*, 196 Final*, 223, 236, 278, 285, 
331*, 331M, 400, 428, 444, 460, 558, 582, 585, 605, 607*, 633, 665, 691%, 692, 701*, 716, 718L*, 872, 880, 
3/87L, 34/87*, 35/87, 44/87, 48/87*, 51/87L, 92/87, 214/87, 225/87, 257/87*, 357/87, 430/87*, 452/87, 458/87, 
502/87, 524/87, 535/87*, 538/87L, 562/87*, 611/87, 656/87, 659/87, 685/87, 692/87*, 735/87, 756/87, 758/87, 
760/87, 868/87, 887/87, 910/87, 966/87, 971/87, 975/87*, 1053/87, 1088/87, 1105/87, 1121/87, 1222/87, 1291/87, 
69/88 
Location (of worker) 744/L* 
Long latency 10*, 19*, 28, 32*, 65, 79*, 96, 102, 126*, 142, 219, 259, 325, 349, 437*, 681, 884*, 17/87, 304/87 
Lost time 285 
Lump sum (commutation) (See Commutation) 
Lump sum (permanent disability) 73* 
Lunch 312, 321, 373*, 485*, 559*, 592*, 597/87*, 817/87*, 1230/87 
Lung condition 388*, 584* 
cancer 468*, 474, 474R, 830/L*, 349/87L* 
collapsed lung 331*, 331M 
mesothelioma 774* 
obstructive pulmonary disease 319*, 170/87 
pulmonary edema 280* 
respiratory condition 520/87, 596/87*, 82/87* 


Malingering 11, 164, 302, 359, 648, 837, 915*, 69/87, 433/87 
Manufacturing 25*, 151, 174*, 223, 249, 285, 306*, 359, 377*, 461L, 600* 
Maximal medical rehabilitation 444, 915*, 227/87*, 317/87*, 394/87, 554/87*, 966/87, 1027/87L 
Medical aid (See Health care) 
Medical examination PLCI*, 201*, 73*, 125, 174*, 185*, 216*, 2381*, 306*, 311, 336*, 4341*, 434*, 445, 583, 626*, 
640, 6841, 717*, 8091*, 19/87*, 22/87*, 42/87*, 149/87, 177/87*, 260/8712, 260/87, 374/87, 464/87, 465/87*, 
831/871, 831/87IR, 850/87*, 851/87*, 1071/87, 1078/87, 1272/8712, 76/88 
Medical opinion 
allergy 377* 
ankle 1012/87 
ankylosing spondylitis 379/87L 
anxiety 262 
arthritis 130, 349, 470/L*, 3/87L 
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Medical opinion continued: 


back condition 799, 157/87 

Bell’s Palsy 928/87 

broncial hyerreactivity 763 

calluses 131* 

carpal tunnel 192*, 323/87 

chronic pain syndrome 225* 

collapsed lung 331* 

degenerative disc disease 36, 108, 267 

elbow condition 681 

eye condition 327 

fibromyalgia 18*, 647/87*, 844/87* 

fibrositis 251, 514*, 419, 513/87* 

hearing loss 897*, 713/87 

heart condition 374* 

hemia 26*, 292, 325 

hip replacement 365 

hypochondriasis 233/87 

ligament instability 53* 

low back injury 71, 153, 523, 698/L*, 870 

lumbosacral sprain 276 

lung disease 319* 

neck condition 198, 418, 877*, 13/87, 582/87 

nerve root lesion 156 

osteoma 592/87* 

pain 110*, 188, 915* 

polyneuropathy 601 

prostatitis 597 

psychiatric condition 214 

rotator cuff tears 6*, 540 

shoulder condition 50*, 85, 104, 359, 540, 494/87 

spinal stenosis 450/87 

tennis elbow 66, 262 

tenosynovitis 212* 

torticollis 571* 

varicose veins 65 

white finger disease 307/87L 
Medical panel 375*, 1272/8712 
Medical referee 18*, 241*, 226, 237, 248L, 301, 325, 344, 462/L, 487*, 531, 776, 150/87L, 173/87, 176/87, 246/87, 
257/87*, 272/87L, 284/87, 299/87, 314/87, 383/87L, 388/87*, 396/87, 420/87*, 429/87, 458/87, 497/87L*, 500/87, 
537/87L, 539/87L, 566/87, 
Medical report 2I*, 5*, 6*, 18*, 32*, 36, 37*, SO*, 52*, 54, 59*, 63*, 71, 73, 77, 96, 97, 99, 100, 110*, 113, 124*, 
130, 135, 143, 145, 153, 164, 168, 181*, 188, 189, 190*, 191*, 212, 214, 216*, 225*, 226, 237, 241, 247, 248L, 
257, 264*, 274, 276, 278, 292, 300, 301, 310, 323, 325, 327, 328, 340, 341, 344, 349, 351*, 365, 397, 400, 421, 422, 
4291, 434*, 446, 447R, 456, 4571, 462/L, 466/L*, 467, 468*, 470/L*, 472, 482/L, 487*, 489, 490*, 493, 494, 499, 
501, 502, 507, 508, 509, 526/L, 529, 531, 532/L, 542, 567, 568/L, 572*, 576, 581/L*, 591, 597, 602, 628L, 641, 
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Medical report continued: 


651/L, 657/L, 678, 682, 697, 715*, 723%, 736/L*, 740, 742, 745, 746, 755*, 761, 771*, 773, 776*, 777, 778, 779", 
780/L, 782/L, 98/L, 799, 808/L, 810, 816, 823/L, 824/L*, 834/L, 837, 841*, 844/L, 847*, 864, 865/L, 870, 871/L*, 
874, 878*, 884*, 905, 911L2, 1/87, 18/87, 19/87*, 31/87, 32/87, 33/87, 42/87", 50/87L, 51/87L, 74/87, 76/87, 
78/87*, 79/87, 81/87L, 103/87L, 105/87L, 121/87, 123/87L, 127/87L, 129/87L, 130/87, 133/87, 136/87, 144/87L, 
150/87L, 152/87L, 154/87, 157/87, 171/87, 173/87, 176/87, 221/87, 231/87, 246/87, 257/87*, 263/87, 272/87L, 
273/87, 277/87*, 278/87L, 280/87L, 283/87, 284/87, 299/87, 300/87L, 308/87L, 311/87, 314/87, 330/87L, 337/87, 
341/87, 350/87L*, 367/87, 383/87L, 384/87, 388/87*, 396/87, 398/87L, 413/87*, 420/87*, 429/87, 458/87, 463/87, . 
497/87L*, 500/87, 508/87*, 537/87L, 550/87, 566/87, 581/87*, 657/87, 663/87", 681/87", 685/87, 691/87L, 
696/87L, 703/87L, 792/87L, 795/87*, 789/87L*, 838/87L, 890/87L*, 892/87L, 994/87*, 996/87, 1021/87, 1234/87", 
1272/871 ; 

payment for 126, 353, 596, 58/87, 549/87, 678/87, 778/87* . 
Medical restrictions 59I*, 187, 202*, 310, 340, 413*, 475, 486, 537*, 638, 658, 690, 696*, 697, 715*, 723*, 778*, 
11/87*, 12/87, 24/87*, 84/87, 87/87, 101/87, 106/87*, 230/87*, 311/87, 346/87, 358/87, 415/87, 560/87", 614/87, 
673/87, 970/87 
Medical treatment (See also Health care; Iatrogenic illness) 140, 464/L, 563, 238/87, 267/87, 348/87*, 439/87", 
466/87* 
Member of the family (See also Child; Dependant; Spouse) 7*, 694 
Mental disorder 135, 168, 214, 254, 309, 416*, 510*, 510M, 568/L, 589 

anxiety 147*, 262, 396*, 437*, 780/L, 50/88 

depression 396*, 437*, 145/87*, 1029/87 

hypochondriasis 233/87 

nervousness 575 

neurosis 188, 231, 513*, 657/L, 260/8712, 302/87, 410/87L* 

paranoid schizophrenia 357* 

phobia 348* 
Merchant seaperson (See Sailor) 
Merit rating (See Demerit rating) 
Merits and justice PLCI*, 241*, 38*, 51*, 2731*, 304*, 428, 442*, 626*, 694*, 839/L, 846L*, 95/87L, 133/871, 
137/87*, 183/87*, 251/871, 510/87L*, 790/871* : 
Mesothelioma 774* ; 
Mining 96, 204*, 206*, 234, 272, 303, 319*, 388, 388M, 468, 529, 532/L, 534, 583, 584*, 704, 739/L*, 830/L*, 
81/87, 172/87, 180/87L, 268/87, 278/87L,278/87, 286/87L, 307/87L, 396/87, 397/87, 482/87, 645/87L, 974/87, 
1243/87, 1260/87 ° 
Misconduct (See also Assault; Horseplay) 4*, 44*, 83*, 120*, 154*, 161, 330*, 382*, 432*, 575, 234/87L, 879/87*, 
975/87* 
Mistaken belief 1*, 208 
Mother (See also Member of the family) 366 
Motivation 749, 915*, 376/87, 519/87*, 698/87", 839/87, 997/87* 
Motor vehicle accident 849, 1173/87 7 
Motor vehicle cases 51*, 86%, 106, 123*, 188, 229*, 299*, 313*, 320*, 321*, 329*, 335*, 358, 372", 389, 404*, 
436*, 525*, 553*, 560*, 741*, 820*, 869%, 912*, 46/87*, 58/87, 77/87, 226/87", 228/87*, 276/87, 422/871* , 443/87, 
479/871*, 517/871*, 517/87*, 736/87*, 811/87, 817/87*, 872/87", 958/87, 1261/87* 
Multiple causes 90, 107*, 160, 175*, 191, 194, 214, 218, 225*, 230, 247, 270*, 283, 285, 288*, 296, 310, 322, 531, 
593, 633, 692, 701*, 805/L*, 816, 842, 847*, 915*, 10/87, 36/87, 120/87, 246/87, 254/87, 709/87, 735/87, 832/87, 
971/87, 1003/87, 1087/87, 1107/87, 1109/87, 1216/87, 1222/87 
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Multiple disabilities 489° 
Municipal Corporation, Board or Commission 83*, 360* 
Myocardial infarction (See Heart condition) 


Natural justice 736/L*, 756/L*, 766/LA, 846/L*, 313/87L*, 351/87*, 693/87L, 
Neck condition 11*, 27, 54, 63*, 78, 110*, 132*, 200, 230, 231, 254*, 265, 418,523, 535, 543, 557*, 587, 597, 
TT2/L, 801, 834/L, 13/87, 23/87*, 32/87, 36/87, 176/87, 284/87, 285/87, 441/87, 564/87, 582/87, 659/87, 737/87, 
760/87, 829/87L, 844/87*, 873/87, 885/87; 994/871, 1035/87, 1052/87 
cervical spondylosis 198, 397, 810, 877*, 481/87, 932/87 
disc condition 907 
disc disease 3*, 305*, 803, 884*, 119/87, 223/87*, 268/87, 536/87*, 868/87 992/87L 
disc lesion 34* 
scalenus anterior syndrome 700 
strain 87, 333, 901*, 11/87*, 143/87, 262/87, 266/87, 358/87, 444/87, 452/87, 489/87, 581/87*, 620/87, 688/87*, 
1000/87, 1161/87, 1181/87, 54/88 
torticollis 571* 
whiplash 75, 531, 633, 414/87 
Negligence 120*, 335*, 372*, S60R*, 56/87*, 716/87*, 975/87*, 1261/87* 
Neuritis 30/87 
Neurosis (See Mental disorder) 
Nickel 739/L*, 830/L* 
Non-work injury (See Location (of injury)) 
Notice (a/of hearing) 155, 215*, 267, 356*, 4971*, 545, 813M, 877*, 27/87L, 108/87*, 433/87, 1045/87I, 1152/87I 
Notice (of accident) 7*, 23, 25*, 45, 54, 57, 60, 78, 128*, 139*, 203, 207*, 232*, 261, 268*, 271, 284, 296, 349, 
351*, 352, 390, 432*, 465, 478, 555, 557*, 561, 562*, 570, 599, 645, 654, 682, 685, 686, 699, 700, 747*, 751, 753, 
764, 804/L*, 827, 903, 906, 28/87, 36/87, 142/87, 179/87, 215/87, 242/87, 251/87, 261/87, 277/87*,. 496/87*, 
532/87, 542/87, 549/87, 636/87, 643/87*, 662/87, 667/87, 679/87, 689/87, 840/87*, 938/87*, 959/87 
Notice (of issue of concern to Tribunal) 4* 
Nursing home (employment in) 791, 221/87, 388/87*, 667/87 
Nursing services (See Hospital employment) 592/87* 


Obesity 42, 186, 288*, 300, 638, 638/87, 695/87*, 911/87, 1129/87, aail 

Occupational Health and Safety Act 62* 

Occupational stress 147*, 262, 357*, 374*, 416*, 572*, 703, 824/L*, 828%, 50/88 

Offence 613*, 619, 625, 662*, 664, 665, 666, 669, 672, 673, 727, 730, 731, 734, 735, 854, 858, 891, 78/87*, 
156/87*, 187/87, 188/87, 189/87, 191/87, 192/87, 288/87, 291/87, 292/87, 293/87, 325/87, 391/87, 432/87*, 471/87, 
472/87, 473/87, 476/87, 477/87, 507/87*, 629/87, 633/87, 635/87, 704/87*, 744/87, 745/87, 746/87, 749/87, 750/87, 
821/87*, 824/87, 825/87, 852/87, 1060/87, 1061/87, 1062/87, 1099/87 

Officer of corporation (See Executive officer) 

Official Guardian 321* 

Older worker supplement (See Supplements (to awards)) 

Ombudsman 772/L, 798/L, 59/87L, 134/87L*, 152/87L 

Onus of proof 2 Final*,16*, 136*, 174*, 201*, 260*, 517/87*, 791/87" 

Optometrical aid (See Health care) 

Orders (See also Jurisdiction) 239/87L* 
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Organic evidence of injury, None 9*, 11, 55, 73*, 124*, 135, 168, 265, 274, 309, 422, 431, 548, 647, 678, 904, 
122/87, 233/87, 260/8712, 452/87, 757/87*, 869/87, 1029/87 

Organization test 154*, 320*, 56/87*, 422/871*, 517/871", 576/87*, 729/87* 

Osteoarthritis (See also arthritis) 13, 96, 712*, 811, 883, 462/87, 765/87, 911/87, 956/87, 1156/87*, 1216/87 

Out of province 311, 546*, 744/L*, 820*, 643/87* 

Overpayment 7*, 148*, 221, 302F*, 421, 485*, 507, 536/L*, 574*, 782/L, 134/87L* 


Pain (See also Chronic pain syndrome; Chronic pain without organic cause, Fibrositis; Psychogenic pain) 9*, 11%, . 
15 Final*, 17*, 28, 34*, 50*, 63*, 71, 73%, 75, 110*, 124*, 135, 156, 218, 225*, 265, 268*, 288*, 309, 327, 397*, 
460, 554, 589, 740*, 750, 915*, 8/87", 32/87, 122/87, 647/87", 778/87*, 778/87A, 933/87, 54/88, 78/88 
Pain. magnification 220, 647, 915*, 997/87* 
Parking lot 150*, 536*, 536/L*, 553*, 83/87*, 369/87", 879/87* 
Partial disability 33*, 50*, 67, 276, 286*, 548, 648, 90/87, 849/87, 952/87, 1021/87, 1291/87 
Parties PLCI*, 216*, 545, 553*, 561, 53/87", 161/87* 
participation 561, 114/87, 251/871, 412/871, 424/871*, 477/87, 667/87, 826/871 
representation 241*, 157*, 25512*, 356*, 482/L, 736/L*, 755*, 772/L, 810, 866*, 133/871, 288/87, 1110/87 
Partner (See also Employer; Independent operator) 105* 
Payroll of employer 547* 
Penalties 525*, 689*, 255/87*, 576/87*, 598/87* 
Pensions (disability) (See also Disability (permanent)) 37*, 119, 104, 166, 257, 286*, 293, 322, 364*, 377*, 434*, 
437*, 472*, 519*, 529, 534, 537*, 539/L, 580, 613*, 648, 663, 693*, 694*, 697, 742, 831/L*, 867, 881*, 29/87, 
90/87, 96/87*, 159/87, 279/87*, 309/87L, 320/87L, 406/87*, 461/871, 502/87, 527/87, 545/87, 568/87*, 604/87, 
621/87I*, 695/87*, 791/87*, 955/87, 1027/87LM* 
assessment PLCI*, 915*, 175/87, 44/88 
calculation of 101 
Permanent disability (See also Disability (Permanent)) 302/87, 320/87L, 394/87 
Personal acts 21*, 44*, 229*, 404*, 420*, 592, 849, 83/87*, 443/87 
Personal coverage 547*, 560*, 805/L*, 807*, 637/87", 811/87 
Phlebitis 100, 294* 
Phosphorus 963/87 
Physicians (See also Board doctors) 267, 294*, 4291, 778*, 806/L*, 841*, 22/87*, 144/87L 
Place of employment (See Employment, Location (of employment)) 
Place of injury (See Location (of injury)) 
Pneumoconiosis (See also Asbestosis; Silicosis) 
Poisoning 84* 
Police 81, 176*, 686, 272/87L 
Powers of Tribunal (See Jurisdiction) 
Practice (See Procedure) 
Preexisting condition (See also Aggravation) 375* 
abdomen 58* 
acetabular dyaplasia 864M 
angina 41*, 155/87, 442/87* 
ankle condition 48/87* 
ankylosing spondylitis 218, 134/87L*, 320/87L, 379/87L 
arm 10 
arteriovenous malformation 920/87* 


21 


Release No. 14, February 1991 


March 22, 1988 KEYWORD INDEX - Volume 1 


Preexisting condition continued: 


arteriosclerosis 1278/87L 

arthritis 13, 74, 130, 190*, 291, 349, 365, 430, 751, 811, 3/87L, 22/87*, 27/87L, 247/87, 613/87, 911/87 
arthrogryposis multiplex congenita 28/87 

asthma 763, 520/87 

ataxia 369 

back condition 43*, 45, 76, 81, 97, 114, 140*, 171F, 187, 199, 247, 339, 355, 465, 499, 518, 537*, 565*, 570, 
582, 597, 646, 686, 711, 25/87, 104/87L, '107/87*, 130/87, 200/87*, 257/87*, 298/87*, 316/87, 408/87*, 440/87, 
497/87L*, 636/87, 887/87, 962/87, 971/87, 1002/87, 1011/87, 1052/87, 1069/87*, 1200/87, 1220/87 
benign essential tremor 1079/87 

cervical condition 6*, 75, 198, 200, 203, 305*, 397, 571*, 246/87, 312/87, 414/87, 481/87, 932/87 
cervical spondylosis 810, 246/87 
degenerative disc disease PLCI*, 3*, 15(Final)*, 31, 32*, 36, 72*, 89, 149, 163, 184, 189, 197, 230, 242*, 253, 
267, 288*, 300, 301, 323, 421, 427, 453, 4571, 480, 518, 526/L, 557*, 585, 594*, 633, 636, 670, 683, 742, 716, . 
753, 754*, 775*, 822, 829, 841*, 842, 878*, 907, 15/87, 32/87, 34/87*, 44/87, 68/87, 73/87*, 133/87, 157/87, 
176/87, 180/87, 249/87L, 262/87, 304/87, 378/87, 389/87, 416/87, 430/87*, 435/87, 460/87*, 482/87, 498/87, 
544/87, 588/87, 616/87, 689/87, 803/87, 900/87, 915/87, 1009/87, 1052/87, 1087/87, 1107/87, 26/88L, 69/88 
disc condition 142, 559* 

epididymitis 481*, 1102/87 

epilepsy 908* 

eye condition 88, 681/87* 

foot condition 28, 212*, 250/87, 802/87 

fractured clavicle 700 

hand 732/87 

hearing loss 235/87 

heart condition 280*, 244*, 339/87* 

hernia 259, 699 

hip 430 

hypertension 572*, 593 

inguinal weakness 826 

knee 20F, 175*, 430, 542, 709, 172/87, 419/87, 1022/87, 1128/87, 1131/87 

knee condition 678/87 

leg condition 20I*, 25, 53*, 252, 353/87* 

lumbar stenosis 816 

lung condition 331M, 584, 170/87 

mental disorder PLCI*, 214, 589 

muscular dystrophy 870 

myocardial fibrosis 1278/87L 

neck condition 87, 444/87, 536/87*, 1190/87 

osteoasthritis 1216/87 

polyneuropathy 601* 

psychiatric disability 214, 589, 167/87* 

psychological condition 457/87 

respiratory condition 165, 319*, 165/87, 596/87* 
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Preexisting condition continued: 


Scheurrmann’s disease 49, 435/87 

Schmorl’s node 49 

scleroderma 741/87 

scoliosis 689/87 

shoulder condition 7*, 8, 85, 92*, 104, 141, 160, 385, 312/87, 583/87 

spondylolysis 688M 

tendonitis 12/88 

tennis elbow 545/87 

"thin skull" doctrine 297, 915* 

throat condition 491/87 

thrombosis 238/87 

tumour 179 

ulcer 183* 

valvular 65 

vascular disease 800 
Pregnancy 322, 460, 843*, 388/87*, 623/87 
Presumptions 44*, 66, 72*,132, 177*, 215*, 244*, 268*, 373*, 374*, 461L, 704, 710, 813M, 897*,. 17/87, 26/87*, 
38/87L, 73/87*, 341/87, 369/87*, 385/87L, 430/87*, 529/87*, 558/87L, 919/87, 963/87*, 1162/87*, 1278/87L 
Prevention of accidents (See Accident prevention) 
Preventive removal from exposure 206* 
Principal (See also Corporation; Employer, Executive officer; Worker) 84* 
Printing industry 26* 
Prisons 311 
Privacy 383*, 394*, 399, 407, 434*, 5441, 607*, 611, 612, 613*, 614, 617, 619, 620, 621, 623, 624, 625, 662*, 664, 
665, 666, 667*, 668*, 669, 672, 673, 703*, 727, 728*, 730, 735, 787, 854, 858, 860, 891, 65/87, 66/87, 78/87*, 
149/87, 202/87, 204/87, 209/87, 210/87, 243/87, 296/871, 424/871*, 425/871, 688/87* 
Procedure PLCI*, 15*, 241*, 37*, 46, 47, 64*, 72R*, 72R2*, 73*, 76*, 1171, 122, 155, 157*, 173, 201*, 205, 216*, 
2331*, 250*, 2551, 257, 270*, 2821, 305*, 339, 356*, 381, 384A*, 426, 4291, 447R, 4971*, 513*, 528I*, 533/L*, 
584*, 674, 703, 766/LA, 813%, 814, 866%, 103/87L, 297/871, 316/87, 541/87, 614/87, 708/871, 851/87", 913/871, 
Mattabi Mines (Interim Ruling)* 

absent parties 142, 194, 269, 545, 561, 161/87*, 260/8712, 412/871, 465/87*, 501/87, 565/87, 772/87, 793/87, 

957/87 

addendum 123*, 303/87A, 778/87A 

Appeal Board 756L*, 846L*, 308/87L, 693/87L, 907/87L 

resignation or disqualification of Commissioner 382/87L* 

consolidation Mattabi Mines (Interim Ruling)*, 215* 

interim decision 866/871 

pension assessment 915* 

section 15 application 313*, 330 

section 21 174*, 185*, 306*, 177/87*, 851/87* 

section 77 201*, 383R*, 405*, 668*, 768", 177/87*, 188/87, 351/87*, 407/87*, 507/87*, 704/87* 

section 860 109*, 201*, 494R*, 572*, 771/L*, 807*, 839/L, 239/87L*, 1027/87LM* 

seized 1036/87I* 

venue 1259/871 

written submissions 303/87* 
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Proof (See Onus of proof; Standard of proof) 
Prosthesis (See Artificial apparatus, appliance, limb, member) 
Psychiatric condition (See also Mental disorder) 73*, 119, 135, 214, 447, 510M, 589, 648, 752/12, 752*, 832/L*, 
899, 32/87, 59/87L, 127/87L, 299/87, 302/87, 327/87L, 407/87*, 507/87*, 704/87*, 709/87, 962/87, 1079/87, 
1234/87*, 16/88 

aphonia 14* 

conversion disorder 279/87* 

conversion hysteria 777/87 

Ganser’s syndrome 447R 
Psychogenic pain PLCI*, 9*, 11*, 12, 12R, 18*, 34*, 50*, 73, 110*, 142, 145, 164, 168, 178, 213, 225*, 231, 242*, 
269, 288*, 296, 300, 302, 308, 327, 341, 342*, 442*, 456, 499, 508, 548, 554, 569, 634, 638, 647, 652", 702, 752/12, 
755*, 777, 802*, 832/L*, 837, 841*, 878*, 899, 904, 915*, 9/87, 23/87*, 90/87, 223/87*, 334/87, 373/87, 376/871, 
478/87, 603/871*, 844/87*, 869/87, 19/88 
Psychogenic pain disorder 915*, 237/87*, 316/87 
Psychological condition (See also Mental disorder) 98, 110*, 119, 124*, 1701, 178, 183*, 184, 186,262, 341, 422, 
433, 437*, 444, 518, 568*, 572*, 647, 638, 771/L*, 777, 802*, 824/L*, 915*, 31/87, 32/87, 119/87, 121/87, 145/87*, 
167/87* , 223/87*, 227/87*, 260/8712, 282/87, 316/87, 330/87L, 342/87, 373/87, 410/87L*, 414/87, 416/87, 603/87I*, 
650/87*, 658/87, 687/87*, 737/87, 795/87*, 869/87, 953/87, 976/87, 984/87, 994/87*, 996/87, 1027/87LM* 
Psychosis (See Mental disorder) 
Pushing 32* 


Railway employment 127*, 252, 258, 317, 328, 354, 375*, 423, 425*, 655*, 347/87, 549/87, 695/87* 
Rate of assessment (See Assessment of employers; Demerit rating) 
Rating schedule (See also Assessment of disability; Impairment of earning capacity; Disability (permanent)) PLCI*, 
354, 915*, 321/87L 
Raynaud’s phenomenon (See Vibrations; White finger disease) 
Reasonable activity test 44*, 169*, 455*, 817/87* 
Recent repair 560R* 
Reconsideration 12R, 72R*, 72R2*, 223R, 339, 383R*, 432R, 447R, 474R, 494R*, 5281*, 560R*, 766/LA, 831/87IR 
Recurrences 5*, 591*, 67, 114, 189, 216*, 287, 305*, 310, 331M, 363, 421, 443, 460, 480, 486, 558, 574*, 634, 676, 
690, 691*, 707, 708*, 716, 747*, 776*, 799, 805/L*, 827, 839/L, 840*, 847*, 880, 902I*, 5/87, 11/87*, 35/87, 43/87, 
51/87L, 92/87, 95/87L, 108/87*, 117/87, 157/87, 159/87, 171/87, 180/87, 183/87*, 214/87, 222/87, 249/87L, 250/87, 
262/87, 298/87*, 301/87, 312/87, 340/87, 346/87, 384/87, 414/87, 435/87, 500/87, 502/87, 
556/87, 560/87*, 562/87*, 589/87, 611/87, 659/87, 695/87*, 715/87, 735/87, 756/87, 788/87, 1094/87, 1121/87, 
1182/87, 1290/87 
.Referral to Board 33*, 54, 67, 73*, 95*, 146*, 178, 210, 339, 340, 361, 433, 519*, 534, 580, 690, 902*, 91/87, 
175/87, 317/87*, 318/87, 351/87*, 373/87, 582/87, 708/871, 715/87, 803/87, 898/87 
Registration of employers 525*, 546*, 820*, 46/87* 
Rehabilitation (of spouse) 490/87 
Rehabilitation (of worker) 2 Final*, 16*, 37*, 95*, 121*, 134, 143, 145, 146, 210, 254, 267, 302F*, 437*, 578*, 
594*, 694*, 881*, 909L, 4/87, 89/87, 340/87, 406/87*, 451/87*, 490/87, 505/87", 548/87*, 568/87*, 595/87L, 
639/87L, 715/87, 778/87*, 791/87*, 844/78*, 895/87, 979/87*, 997/87*, 1137/87*, 1207/87, 1289/87 
benefits 80*, 158*, 1016/87I* 
medical 238F, 471*, 697, 740*, 752/12, 752*, 901*, 96/87*, 107/87*, 342/87, 360/87, 439/87", 527/87, 594/87, 
735/87, 870/87, 1079/87 
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Rehabilitation (of worker) continued: 


vocational PLCI*, 37*, 59*, 112, 137*, 144*, 145, 168, 206*, 290*, 293, 294*, 306*, 364*, 437*, 471*, 489, 
511L*, 511*, 537%, 554, 569, 594*, 655*, 693*, 697, 706*, 719, 752/12, 752*, 770, 808/L, 812*, 833L, 908*, 
915*, 60/87, 76/87, 84/87, 90/87, 96/87*, 107/87*, 120/87, 154/87, 177/87*, 225/87, 343/87, 375/87, 376/87, 
415/87, 447/87*, 493/87, 527/87, 529/87", 543/87, 574/87, 584/87*, 609/87*, 622/87, 665/87, 670/87*, 687/87*, 
695/87*, 698/87*, 853/87, 902/87, 985/87, 1042/87, 1079/87, 1155/87, 1162/87*, 1214/87 
Remarriage (See Spouse) 
Remoteness (See Causation) Sl oc 
Repetitive movement 5*, 19*, 29*, 48, 130, 136*, 193, 239*, 249, 262, 413*, 458, 543, 557*, 565*, 631, 634, 681, 
700, 704, 712*, 721, 746, 803, 813*, 843*, 872, 877*, 906, 7/87, 154/87, 162/87*, 166/87L, 171/87, 181/87L*, 
- 323/87, 341/87, 378/87, 448/87, 513/87*, 651/87, 663/87*, 732/87, 765/87, 874/87, 1110/87, 12/88 
Repetitive strain injury 
bursitis 19* 
hemia 551/87 9 
neck sprain 418, 543, 143/87, 489/87 ~ 
shoulder sprain 5*, 543, 600* 
tendonitis 681, 600/87, 
tennis elbow 29*, 66, 262, 268* 
tenosynovitis 154/87 
wrist 136, 384/87 
Report (See Medical Report; Notice of (accident)) 
Residence of dependant or worker (See Location (of worker)) 
Respiratory disease (See also Silicosis) 46, 415 
Retirement 204 
Retraining (See Rehabilitation) 
Retroactivity 286*, 436*, 516*, 519*, 560*, 915*, 576/87* 
Review by WCB 72R* 


Safety (See Accident prevention) 
Sailor 241*, 349 
Salary (See Earnings; Payroll of employer; Wages) 
Salespersons 45, 154*, 814, 422/87I*, 554/87*, 1107/87 
Schedule 1 employer 91*, 123*, 229*, 303*, 330*, 335*, 337", 384A*, 3891, 395*, 4171, 417 Final*, 525*, 592, 
741*, 820*, 877*, 906, 46/87*, 86/87*, 479/87*, 1086/87* ; 
additions to schedules 1086/87* 
Schedule 2 employer 21*, 83*, 360*, 376, 425*, 961/87 
School board 592*, 56/87* 
Scope of hearing PLCI*, 3*, 18*, 70, 86*, 157*, 186, 232*, 252, 270*, 338, 339, 422, 902I*, 297/871, 661/87, 
984/87, 1045/871, 1150/87I, 1232/87, 1255/871, 1259/871 
Seamen (See Sailor) 
Second hand smoke (See Smoking) 
Second Injury and Enhancement Fund PLCI*, 3*, 36, 42, 76, 119, 184, 187, 212*, 392, 402, 425*, 434*, 439, 488", 
610*, 613*, 622, 646, 663, 664, 670, 671, 673, 729, 730, 806/L*, 19/87*, 48/87*, 57/87*, 108/87*, 837/87, 1069/87* 
history 806/L* 
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Secondary gain factors 915*, 994/87* 
Seconded workers (See Employment) 
Section 1(1)(a) (See Accident; Arising out of and in the course of employment; Chance event; ee 
Disablement) 
Section 3(3) (See Presumptions) 
Section 3(4) (See Benefit of the doubt; Presumptions) 
Section 3(7) (See Assault; Horseplay; Misconduct) 
Section 15 application 21*, 51*, 681, 83*, 84*, 86*, 91*, 105*, 106, 116*, 1171, 122*, 123*, 215*, 229°, 298, 290%, _ 
303*, 304*, 312, 313*, 314, 320*, 321*, 326*, 329*, 330*, 335*, 337*, 345*, 346*, 358, 360*, 366, 368, 372*, 376, 
384*, 3891*, 389, 391*, 395*, 404*, 414*, 417I*, 417 Final*, 420*, 436*, 440, 455*, 516*, 525*, 546*, 560*, 
560R*, 577*, 592, 660*, 689%, 714, 725*, 741*, 814, 820*, 849, 869*, 912*, 46/87*, 56/87*, 77/87, 86/87*, 
226/87*, 228/87*, 270/87*, 276/87, 422/871*, 443/87, 479/87*, 479/87I*, 514/87, 517/871*, 517/87*, 729/87*, 
736/87*, 811/87, 817/87*, 872/87*, 958/87, 961/87, 964/87, 1054/87*, 1056/87, 1086/87*, 1152/871, 1173/87*, 
1249/87*, 1261/87* 
Section 21 application (See Medical examination) 
Section 40(2)(b) (See Available employment; Availability for employment; Disability (temporary); Rehabilitation (of 
worker); Suitable employment) 
Section 77 appeal (See Access to WCB file) 1047/87, 1048/87 
Section 860 (See Leave to appeal) 
Section 122 (See Industrial disease) 
Security guard 54, 131*, 156, 142/87 
Serious and wilful misconduct (See Misconduct) 
Servants (See Domestic servants) ” 
Sewing machine operator 72*, 172, 187, 418, 554, 557*, 695, 712*, 754*, 841*, 73/87*, 143/87, 334/87, 367/87, 
441/87, 535/87*, 550/87, 564/87, 587/87*, 609/87*, 997/87*, 1248/87, 57/88 
Shoulder condition 5*, 6*, 7*, 19*, 27, 36, 50*, 56*, 78, 90, 104, 122,160, 163, 168, 171, 200, 257, 270*, 385, 
412L, 493, 540, 557*, 687, 692, 721, 833L, 905, 8/87*, 23/87*, 31/87, 36/87, 135/87, 284/87, 308/87, 441/87, 
536/87*, 539/87L, 564/87, 600/87, 682/87, 765/87, 873/87, 885/87, 932/87, 1035/87, 1111/87, 1156/87*, 1208/87, 
1213/87, 1243/87, 12/88, 53/88 

adhesive capsulitis 87/87 

Bankart lesion 1190/87 

bursitis 613/87, 874/87 

Capsulitis 152 

causalgia 652* 

chrondromalacia 1164/87 

dislocation 8, 85, 92*, 95*, 141, 740*, 254/87, 312/87 

displaced clavicle 583/87 

fibromysitis 162/87*, 1182/87 

impingement syndrome 32/87, 613/87 

muscle spasms 872 

myofascitis 1182/87 

osteoarthritis 956/87 

pulled muscle 9* 

rotator cuff tear 6*, 19*, 56*, 390, 556, 631, 695, 17/87, 87/87, 101/87, 457/87, 619/87, 1013/87, 1291/87 

ruptured biceps tendons 258/87, 760/87 

shoulder hand syndrome 419, 648, 652*, 1139/87 
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Shoulder condition continued : 


strain 193, 202*, 333, 359, 397, 433, 543, 600*, 632, 647, 652*, 682, 899, 901*, 28/87, 29/87, 246/87, 263/87, 
397/87, 452/87, 494/87, 511/87, 513/87*, 581/87*, 652/87*, 688/87*, 756/87, 902/87, 1023/871, 1161/87, 1181/87 
tendonitis 695, 87/87, 874/87 
thoracic outlet syndrome 711/87L* 
Sidestream smoke (See Smoking) 
Sidewalk 485*, 536, 536/L*, 553*, 83/87*, : 
Significant contribution 66, 72*, 87, 93*,132*, 142, 171F, 175*, 177*, 178,181*, 200, 213, 218, 236, 244*, 253, | 
268*, 277, 280*, 288*, 289*, 291, 297, 301, 308, 316, 319*, 322, 342*, 400, 437*, 439, 443, 447R, 507, 539L, 550, 
557*, 565*, 572*, 585, 648, 691*, 697, 701*, 707, 712*, 746, 749, 763, 777, 783*, 800, 802*, 805/L*, 810, 847*, 
848, 870, 872, 880, 883, 906, 915*, 1/87, 30/87, 34/87*, 44/87, 48/87*, 51/87L, 73/87*, 82/87*, 92/87, 107/87*, 
117/87, 121/87, 167/87*, 173/87, 247/87, 250/87, 254/87, 262/87, 268/87, 318/87, 319/87, 323/87, 339/87*, 341/87, 
355/87, 373/87, 376/871, 378/87, 389/87, 420/87*, 430/87*, 435/87, 441/87, 444/87, 448/87, 457/87, 459/87, 481/87, 
508/87*, 513/87*, 524/87, 587/87*, 588/87, 590/87, 596/87*, 623/87, 637/87*, 651/87*, 654/87, 656/87, 659/87, 
676/87, 692/87*, 695/87*, 709/87, 732/87, 802/87, 832/87, 839/87, 855/87, 868/87, 873/87, 898/87, 902/87, 910/87, 
911/87, 920/87*, 934/87, 947/87*, 971/87, 984/87, 994/871, 994/87*, 997/87*, 1003/87, 1009/87, 1011/87, 1022/87, 
1052/87, 1053/87, 1058/87, 1068/87, 1079/87, 1087/87, 1094/87, 1102/87, 1107/87, 1109/87, 1121/87, 1139/87, 
1216/87, 1291/87, 1298/87*, 15/88, 30/88, 50/88 
"Significantly greater than is usual" 37*, 8631*, 915*, 196/87*, 451/87*, 695/87*, 1156/87* 
Silica dust 388M 
Silicosis 101, 583, 267/87, 621/87I* 
Skin condition (See also Cancer; Industrial disease) 
dermatitis 148*, I258/87* 
hives 241 
Smoking 46, 165, 280*, 319*, 324, 468*, 474R, 606*, 739/L*, 828*, 830/L*, 339/87*, 596/87* 
Sole proprietor (See also Employer; Independent operator) 21*, 116, 384* 
Somatoform pain (See Chronic pain syndrome; Chronic pain without organic cause; Fibrositis; Pain; Psychogenic 
pain) 
Specific incident 6*, 26*, 38*, 58*, 60, 72R2*, 111*, 179, 261, 262, 268*, 331/87L, 461, 570, 682, 766/L*, 906 
57/87*, 143/87, 213/87 261/87, 491/87 
Spinal conditions (See Back conditions) 
Spouse (See also Member of the family) 32*, 51*, 229*, 3891*, 694, 750, 774* 
Standard of proof 2I*, 4*, 5*, 14*, 18*, 30*, 54, 55, 93*, 127, 169*, 181*, 185*, 258, 309F*, 319*, 320*, 336*, 
342*, 351*, 364*, 383R*, 434*, 442, 466L*, 471*, 487*, 490*, S511L*, 626*, 640, 698/L*, 706*, 723*, 739/L*, 
752*, 756L*, 766/L*, 821M*, 832/L*, 835*, 841*, 850*, 8631*, 870/87, 877/L, 915*, 19/87*, 22/87*, 26/87*, 30/87, 
56/87*, 83/87", 146/87*, 156/87*, 184/87*, 198/87*, 327/87L, 342/87, 375/87, 417/871, 434/87*, 460/87*, 465/87*, 
492/871*, 504/87, 517/87*, 704/87, 817/87*, 975/87* 
Standard of review (See also Board Directives and Guidelines) 121*, 131, 202*, 321*, 442*, 831/L*, 46/87*, 
447/87*, 584/87*, 598/87* 
statutory interpretation 915* 
Standing (See also Intervenors) 72R*, 541 
Statement of wages (See also Payroll of employer; Wages) 
Statutory interpretation (principles of) PLCI*, 2 Final*, 51*, 101, 123*, 171F, 215*, 238I*, 254, 264*, 312, 364*, 
434*, 474R, 516*, 660*, 725*, 744/L*, 756L*, 807*, 911/L, 915*, Re 78/87*, 137/87*, 259/87*, 1086/87", 
1261/87* 
Stay of proceedings PLCI*, 72R*, 72R2*, 755*, 1255/87 
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Steelworker 66, 69*, 70*, 171, 235%, 266, 279, 305*, 897", 7/87, 35/87, 55/87L, 331/87L, 456/87, 533/87*, 604/87, 
934/87 

Strains and sprains 25*, 30*, 33*, 34*, 35*, 411*, 69*, 73*, 79*, 81, 122, 152, 155, 163, 177*, 190*, 563, 605, 
T72/L, 826, 198/87*, 272/87L, 277/87*, 561/87 

Stress (See also Occupational stress) 920/87* 

Stroke 3*, 572* 

Student (See also Apprentice; Learner) 112* 144*, 729/87* 

Subpoena PLCI*, 241*, 128*, 4291, 902I*, 516/87* 

Substantial new evidence (See Leave to appeal) 
Suitable employment (See also Available employment; Availability for employment) 2 Final*, 37*, 59I*, 59*, 112, 
115*, 118, 151, 159*, 192*, 198, 202*, 208, 2381*, 238F, 260*, 269, 290*, 413*, 458, 475, 511*, 512*, 595, 603*, 
632, 639, 655*, 658, 675, 696*, 697, 708*, 713, 715*, 719, 752/12, 754*, 778*, 808/L, 843*, 908*, 909L, 12/87, 
23/87*, 24/87*, 41/87, 69/87, 74/87, 76/87, 84/87, 87/87, 89/87, 101/87, 106/87*, 154/87, 162/87*, 230/87*, 245/87, 
343/87, 358/87, 360/87, 363/87, 494/87, 529/87*, 548/87*, 560/87*, 595/87L, 614/87, ete 673/87, 698/87*, 
848/87, 870/87, 895/87, 933/87, 1042/87, 1073/87, 1074/87, 1181/87, 1200/87 

Sulphur dioxide 319* 

Summons 241*, 250* 

Sunburn 233/87 

Supplementary assessments (See Assessments) 

Supplements (to awards) PLCI*, 34*, 37*, 80*, 119, 158%, 286*, 293, 566*, 640, 697, 718L*, 8631*, 881*, 915*, 
96/87*, 313/87L*, 447/87*, 451/87*, 461/871, 527/87, 568/87*, 584/87*, 595/87L, 670/87*, 695/87*, 955/87, 
985/87, 1074/87, 1156/87* 

Surgeon (See Physicians) 

Surgical aid (See Health care) 

Survivors (See Child; Dependant; Members of the family) 

Susceptibility (See Allergy; Aggravation; Preexisting condition) 

Syndrome 272 


Teaching 357*, 525*, 763, 406/87*, 697/87 

Teeth 49/871, 49/87*, 445/87* 

Telephone operator 681 —«. 

Temporary partial benefits 59*, 137*, 350, 537*, 740*, 808L, 4/87, 24/87*, 274/87L, 317/87L*, 358/87, 493/87, 
527/87, 548/87*, 568/87*, 506/87, 609/87, 614/87, 616/87, 658/87*, 687/87*, 849/87, 895/87, 902/87, 997/87*, 
1013/87, 1162/87*, 57/88 

Temporary partial disability 34*, 50*, 591*, 75, 134, 137*, 144, 159*, 168, 186, 208*, 220, 238F, 254, 269, 270*, 
322, 327, 338, 341, 350, 362, 413*, 444, 458, 471*, 509M, 534, 537*, 554, 566*, 580, 632, 639, 658, 690, 696*, 
697, 708*, 713, 715*, 719, 740*, 750, 752/12, 754*, 770, 777, 778*, 802*, 808/L, 882, 835*, 843*, 899, 901*, 904, 
15/87, 23/87*, 29/87, 41/87, 76/87, 84/87, 87/87, 89/87, 122/87, 154/87, 158/87, 162/87*, 171/87, Temporary partial 
225/87, 231/87, 245/87, 284/87, 340/87, 358/87, 360/87, 363/87, 367/87, 376/871, 415/87, 418/87*, 431/87, 433/87, 
478/87, 527/87, 543/87, 548/87*, 560/87* , 566/87, 568/87*, 583/87, 605/87, 616/87, 622/87, 665/87, 672/87*, 673/87, 
687/87*, 698/87*, 715/87, 778/87*, 849/87, 895/87, 953/87, 962/87, 968/87, 989/87, 1013/87, 1041/87, 1073/87, 
1137/87*, 1162/87*, 1181/87, 1200/87, 1262/87, 1290/87, 57/88 

Temporary total benefits 67, 98, 121*, 134, 144*, 192*, 208, 220, 254, 302F*, 339, 471*, 512, 519*, 534, 537*, 595, 
632, 639, 697, 715*, 719, 740*, 752*, 754*, 770, 901, 909L, 67/87, 60/87, 89/87, 120/87, 162/87*, 225/87, 230/87*, 
232/87*, 360/87, 394/87, 418/87*, 450/87, 478/87, 527/87, 529/87*, 548/87*, 564/87, 583/87, 600/87, 614/87, 622/87, 
673/87, 698/87*, 715/87, 848/87, 885/87, 893/87, 955/87, 966/87, 1041/87, 1073/87, 1137/87*, 1203/87, 1214/87 
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Temporary total disability 17*, 30, 43, 52*, 591*, 108, 114, 143, 148*, 151, 156, 220, 210, 322, 333, 348*, 359, 
442", 444, 471*, 503, 508, 529, 531, 580, 602*, 639, 652*, 690, 723*, 742, 750, 754*, 760, 835%, 843*, 874, 878", 
905, 8/87*, 9/87, 11/87*, 69/87, 74/87, 89/87, 174/87, 184/87*, 221/87, 227/87*, 245/87, 317/87*, 340/87, 346/87, 
367/87, 373/87, 380/87, 413/87*, 414/87, 416/87, 431/87, 439/87*, 450/87, 458/87, 494/87, 543/87, 560/87*, 566/87, 
600/87, 604/87, 605/87, 657/87, 687/87*, 698/87*, 702/87, 715/87, 778/87*, 839/87, 844/87*, 870/87, 901/87, 955/87, 
976/87, 989/87, 1155/87, 1205/87, 1290/87 
Tendonitis 634, 682, 746, 882, 45/87, 101/87, 550/87, 619/87, 874/87, 1080/87, 12/88 
Tenosynovitis 34, 212, 484*, 1208/87 
Termination of benefits 647, 127/87L 
Thighs 13 
Third party claims 335*, 360*, 372* 
Three week rule (See Evidence) 
Thumb 27, 260*, 332, 909L, 368/87, 485/87 
Time limits 336*, 562*, 626*, 640, 1103/87I 
Tinnitus 897* 
Toe 102* 
Total disability 30*, 67, 151, 970/87 
Trainees (See Apprentice; Learner; Student) 
Transcript 600*, 9101, 353/87*, 1036/871* 
Transfers of costs (See also Apportionment) 716/87* 
Transitional provisions 51*, 346* 
Transportation industry 36, 218, 299*, 546*, 603, 741*, 820*, 884*, 339/87*, 479/87*, 516/87*, 517/871*, 517/87", 
643/87* 
couriers 46/87*, 576/87*, 60/88 
Transportation to hospital, physician or home 22/87* 
Travel expenses 311 
Travelling (injury in the course of) 21*, 44*, 51*, 86*, 91, 106, 116*, 123*, 154, 169", 215*, 218, 229*, 299*, 303*, 
313*, 326*, 345*, 358, 372*, 384*, 391*, 404*, 414*, 436*, 455*, 564, 592, 603, 725*, 869*, 912*, 77/87, 226/87*, 
228/87*, 276/87, 479/871*, 736/87*, 958/87, 1173/87, 1249/87* 
Treatment (See Health care; Iatrogenic illness) 
Tribunal Counsel 4*, 18*, 24I*, 1091/87*, 1092/87, 1116/87 
Tumour 
glomus 179 
lipoma 55 


Ulcer 183*, 1134/87* 
Ulceration (See Eye condition; Skin condition) 
Undertaking 488* 
Unemployment insurance 31, 35, 526/L, 627, 843*, 123/87L, 232/87*, 240/87 
Urinary tract 
epididymitis 481* 
hematuria 380/87 
infection 1167/87 
prostatitis 597 
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Vacation 80*, 548/87* 

Vibrations 204*, 272, 490*, 704, 710, 779*, 877*, 884, 81/87L, 81/87, 278/87L, 278/87, 280/87L, 307/87L, 
350/87L*, 396/87, 974/87, 1014/87L, 1260/87 

Voice 14*, 828* 

Volunteer 374*, 577* 


Wage loss (See Disability; Supplements) 
Wages 105*, 118, 852, 232/87* 
deductions 689* 
Welding 62*, 165, 511*, 710, 735/87, 1110/87 
White finger disease 272, 490*, 81/87L, 81/87, 278/87L, 278/87, 280/87L, 307/87L, 350/87L*, 974/87, 396/87, 
645/87L, 795/87*, 1014/87L, 1260/87 
Widow(er) (See Spouse) 
Withdrawal 426, 472M, 545, 811I*, 866*, 541/87, 772/87, 1187/87, 60/88, 91/88 
Witness 7*, 139*, 284, 351*, 567, 5701*, 586, 600*, 650/L, 678, 743*, 751, 753, 766L*, 804/L*, 827, 877/L, 902I*, 
28/87, 45/87, 76/87, 125/87L, 135/87, 179/87, 216/87L, 242/87, 271/87*, 316/87, 327/87L, 567/87*, 614/87, 790/871* 
expert 267, 257/87*, 
Worker (See also Apprentice; Employment; Learner) 51*, 86*, 116*, 129%, 154*, 298, 303*, 320*, 346*, 372*, 
516*, 546*, 560*, 577*, 814, 912*, 46/87*, 56/87*, 270/87*, 422/87I*, 514/87, 517/87I*, 576/87*, 729/87*, 
872/87*, 1054/87*, 1056/87, 1261/87* 
at community college 123* 
partner 105* 
Workers’ Compensation Amendment Act, 1984 (No. 2) 51*, 756L*, 911L* 
Workers’ Compensation Review Board 205 
Wormpickers 4171*, 417 Final* 
Wrist 10*, 99, 134*, 136*, 823/L, 903, 917/L, 50/87L, 384/87, 938/87*, 952/87 
carpal tunnel syndrome (See Carpal tunnel) 
fracture 341 
ganglion 249 
scapho-lunate dissociation 665/87 
Strain 478 
tendonitis 60, 283/87 
tenosynovitis 34*, 484, 75/87, 953/87 


X-ray 917/L 
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PREFACE 


The Annotated Statute lists decisions of the Ontario Workers’ Compensation Appeals Tribunal under relevant 
sections of the Workers’ Compensation Act, its regulations and other statutes to which the decisions refer. 


Under each section heading is a list of decisions specifically referring to that section. Beside the decision 
number are all the relevant sections in the Annotated Statute where the decision is entered. Not all decisions are 
listed in the Annotated Statute. Only those that interpret a section of the Act or otherwise add to understanding 
of the section are included. All decisions of the Tribunal are listed in the Keyword Index under the appropriate 
subject matter. We recommend that you use the Annotated Statute in conjunction with the Keyword Index. 


All section numbers refer to the sections of the Workers’ Compensation Act as amended at the time of 
preparation, unless otherwise noted. Amendments to the Act which were proclaimed on January 2, 1990, have 
repealed and replaced several sections of the Act. For example, section 45 of the pre-1989 Act dealt with 
permanent disability. As a result of the amendments, section 45 deals with non-economic loss. In the Annotated 
Statute, "Section 45" refers to the new non-economic loss provisions and "Section 45 pre-1989" refer. :> the old 
permanent disability provisions. 


Decisions which have been selected for distribution in the Subscription Service (discontinued) or for publication 


in the Workers’ Compensation Appeals Tribunal Reporter have been marked with an asterisk. Please refer 
to the Master List of Decisions for summary and Reporter cites. 


Release No. 17, May 1991 


Workers’ Compensation Appeals Tribunal 


Annotated Statute 


December 1985 - December 15, 1989 


This Annotated Statute (December 1985 - December 15, 1989), is a consolidated and edited version of the 
Annotated Statute Volumes 1 - 7, which appeared either independently or together with the Numerical Index. 


It has been edited to follow the same policy on content and format as the current Annotated Statute in the 
Decision Digest Service. The purpose of the consolidation is to reduce the number of places that you have to 
search in order to find decisions related to particular sections of the Act. The following volumes of the 
Annotated Statute have been replaced by this consolidation: 


Published independently 

Volume 1 December 9, 1985 - December 31, 1986 

Volume 2 No.1 January 1, 1987 - April 17, 1987 

Volume 2 No.2 April 18, 1987 - November 24, 1987 

Published together with the Numerical-Index 

Volume 3 March 1988 [November 24, 1987, to March 1988] 

Volume 4 July 1988 [March 1988, to July 1988] 

Volume 5 November 1988 [July 1988, to November 1988] 

Volume 6 May 26, 1989 [November 1988, to May 26, 1989] 

Volume 7 December 15, 1989 [May 26, 1989, to December 15, 1989] 


Rather than looking under a section in each of the above volumes, you can now look in this new consolidation. 


For decisions released since December 15, 1989, look in the cumulating Annotated Statute, which is also in 
this binder, and in the most current Digest binder. 


WORKERS’ COMPENSATION ACT, R.S.O. 1980 c. 539 


Section 1(1)(a) 
4* 


1(1)(a) 
6* 1(1)(a) 
19* 1(1)(a) 
57 1(1)(a), 3(1), 20(1), 20(5) 
72* 1(1)(a), 3(1), 3(3) (3(2) pre-1985] 
132* 1(1)(a), 3(3) [3(2) pre-1985] 
275* 1(1)(a), 1(1)(n) 
603 1(1)(a) 
884* 1(1)(a) 
26/87* 3(3), 1(1)(a), 3(1) 
80/87 1(1)(a) 
425/88* 1(1)(a), 3(4) 
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667/88 
585/89 
727/89 


Section 1(1)(a)(ii) 
252 


42/891* 
42/89* 
316/89 


Section 1(1)(a)(iii) 
26* 


46* 

69* 
1% 
828* 
850* 
S77* 
918* 
508/87* 
559/87* © 
651/87* 
847/87 
1058/87F 
214/88* 
42/891* 
42/89* 
316/89 
334/89 
411/89 
476/89 
486/89 
497/89 
541/89 


Section 1(1)(e) 
1114/87* 


Section 1(1)(f) 
137/87* 


Section 1(1)(i) 
994/88I* 
994/88* 


ANNOTATED STATUTE 


1(1)(a), 3(1), 3(3) [3(2) pre-1985] 
1(1)(a), 3(1) 
1(1)(a) [R.S.O. 1960] 


1(1)(a)(ii) 

1(1)(a)(ii), 1(1)(a)Gii), 33) 

1(1)(a)Gii), 1(1)(@)Gaii), 3(1), 33), 86g(1), 86n(1) 

1(1)(a)(ii), 1(1)(a)(iii), 40(2)(b) [41(1)(b) pre-1985], 40(3) [41(2) pre-1985] — 


1(1)(a)(uii) 

1(1)(a)(iii), 1(1)(m), 122(1) 

1(1)(a)(iii) 

1(1)(a)(iii) 

1(1)(a)(iii) 

1(1)(a)(iii), 1(1)(n) 

1(1)(a)(iii) 

1(1)(a)(iii) 

1(1)(a)(iii) 

1(1)(a)(iii), 1(1)(n), 3(1), 122(1) 

1(1)(a)(iii) 

1(1)(a) (iii) 

1(1)(a) (aii) 

1(1)(a)(ii) 

1(1)(a)(ii), 1(1)(a) (iii), 3(3) 

1(1)(a)(ii), 1(1)(a)(iii), 3(1), 3(3), 86g(1), 86n(1) 
1(1)(a)(i), 1(1)(a)(iii), 40(2)(b) [41(1)(b) pre-1985], 40(3) [41(2) pre-1985] 
1(1)(a)(ili) | 
1(1)(a)(it) 

1(1)(a) (iii) 

1(1)(a)(iii) 

1(1)(a)(aii), 3(1) 

1(1)(a)(iii) 


1(1)(€), 10)(@)Giii), 11 
1(1)(f) 


1(1)G@), 43(1) [45(1) pre-1985], 45(1) pre-1989 [43(1) pre-1985] 
1(1)G), 43(1) [45(1) pre-1985], 45(1) pre-1989 [43(1) pre-1985] 
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Section 1(1)(k) 
298 


304* 
384* 
384A 
S2an 
546* 
546* 
337/88* 
469/88 
882/88 
518/89 
735/89 


Section 1(1)(m) 
226/89 
419/89 


Section 1(1)(n) 
46* 


275* 
850* 
350/87* 
559/87* 
1258/87* 
720/89* 


Section 1(1)(n)(i) 
359/87* 


Section 1(1)(0) 
123* 


Section 1(1)(q) 
490/88* 


Section 1(1)(t) 
765* 


Section 1(1)(x) 
424/87 


Section 1(1)(z) 
51* 

86* 

105* 

154* 


1(1)(k), 1(1)(z), 89) 
1(1)(k), 1(1)(2) 

1(1)(k) 

1(1)(k) 

1(1)(k), 4, 8(9), 115 
1(1)(k), 6(8), 7(1), 89) 
1(1)(k), 6(8), 7(1), 8(9) 
1(1)(k), 1(1)(z) 

1(1)(k) 

1(1)(k), 1(1)(z) [1(1)G) pre-1982], 86g(1)(b) 
1(1)(k), 101)@), 11 
1(1)(k) 


1(1)(m), 1(1)(z), 8(9), 11, 15 


- 15, 1(1)(m), 1(1)@), 89), 9 


1(1)(a)(ii), 1(1)(m), 122(1) 
1(1)(a), 1(1)(n) 

1(1)(a)(iii), 1(1)(n) 

122, 1(1)(n) 

1(1)(a)(iii), 1(1)(n), 3(1), 122(1) 
1(1)(n) 

1(1)(n), 3(4), 122(1) 


122, 1(1)(n)(i), 122(2), 122(5), 122(8) 


1(1)(0), 15, 95 


1(1)(q), 1(1)(z), 3(1), 3(3), 14, 15 


1(1)(t) [1(1)(0) pre-1964] 


1(1)(x) 


1(1)(z), 8(9), 15, 80. 

1(1)(z) [1(1)() pre-1982}, 8(4), 8(9), 15 
1(1)(z) [1(1)G) pre-1982), 11 

1(1)(z), 3(7) [3(1)(b) pre-1985] 
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298 

303* 
304* 
346* 
417* 
516* 
ils 

814 
56/87* 
270/87* 
701/87I* 
742/87 
1054/87* 
1067/87* 
1153/87* 
302/88* 
337/88* 
417/88 
490/88* 
860/88* 
882/88 
226/89 
419/89 
518/89 
559/891 
813/89* 


Section 1(1)(z)(iii) 
1114/87* 


Section 3 
93* 
733/87* 


Section 3(1) 
44* 


a7 

1p 44 

| WF 
206A* 
215 
280* 
S12 
417* 
420* 
485* 
26/87* 


ANNOTATED STATUTE 


1(1)(k), 1(1)(z), 89) 
1(1)(z) 

1(1)(k), 1(1)(z) 
1(1)(z) 

1(1)(z), 3(1), 127 
1(1)(z), 8(9) 

1(1)(z) 

1(1)(z) 

1(1)(z) [1970 Act: 1(1)(x)] 
1(1)(z) 

1(1)(z) 

1(1)(z) 

1(1)(z) 

1(1)(z) 

15, 1(1)(2). 


~ 1) 


1(1)(k), 1(1)(z) 

1(1)(z) 

1(1)(q), 1(1)(z), 3(1), 3(3), 14, 15 

1(1)() 

1(1)(k), 1(1)(z) [1(1)G) pre-1982], 86g(1)(b) 
1(1)(m), 1(1)(z), 8(9), 11, 15 


“15, 1(1)(m), 1(1)(z), 89), 9 


1(1)(k), 1(1)(z), 11 
1(1)(z), 15, 80, 86m 
1(1)(z) 


1(1)(€), 1(1)(z)(iii), 11 


3 
3, 8(9) 


3(1), 3(3) (3(2) pre-1985], 3(7) [3(1)(b) pre-1985] 
1(1)(a), 3(1), 20(1), 20(5) 

1(1)(a), 3(1), 3(3) [3(2) pre-1985] 
3(1), 3(3) (3(2) pre-1985] 

3(1), 86g(1)(a), 86g(2) 

3(1) 536), 15 

3(1) 
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